[2024-05-28T07:49:35.722413Z] [info] +++ setup notes +++
[2024-05-28T07:49:35.722636Z] [info] Running on openqaworker24:9 (Linux 5.14.21-150500.55.65-default #1 SMP PREEMPT_DYNAMIC Thu May 23 04:57:11 UTC 2024 (a46829d) x86_64)
[2024-05-28T07:49:35.727699Z] [debug] Found ASSET_1, caching Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box
[2024-05-28T07:49:35.730458Z] [info] Downloading Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box, request #282351 sent to Cache Service
[2024-05-28T07:49:45.870359Z] [info] Download of Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box processed:
[info] [#282351] Cache size of "/var/lib/openqa/cache" is 397 GiB, with limit 400 GiB
[info] [#282351] Downloading "Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" from "https://openqa.opensuse.org/tests/4227329/asset/other/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box"
[info] [#282351] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" has not changed, updating last use

[2024-05-28T07:49:45.872369Z] [debug] Found ASSET_2, caching Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box
[2024-05-28T07:49:45.875517Z] [info] Downloading Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box, request #282352 sent to Cache Service
[2024-05-28T07:49:55.986458Z] [info] Download of Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box processed:
[info] [#282352] Cache size of "/var/lib/openqa/cache" is 397 GiB, with limit 400 GiB
[info] [#282352] Downloading "Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" from "https://openqa.opensuse.org/tests/4227329/asset/other/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box"
[info] [#282352] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" has not changed, updating last use

[2024-05-28T07:49:55.988366Z] [debug] Found ASSET_256, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256
[2024-05-28T07:49:55.991075Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256, request #282353 sent to Cache Service
[2024-05-28T07:50:06.087855Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256 processed:
[info] [#282353] Cache size of "/var/lib/openqa/cache" is 397 GiB, with limit 400 GiB
[info] [#282353] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" from "https://openqa.opensuse.org/tests/4227329/asset/other/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256"
[info] [#282353] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" has not changed, updating last use

[2024-05-28T07:50:06.089768Z] [debug] Found HDD_1, caching opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2
[2024-05-28T07:50:06.092579Z] [info] Downloading opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2, request #282354 sent to Cache Service
[2024-05-28T07:50:11.167739Z] [info] Download of opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 processed:
[info] [#282354] Cache size of "/var/lib/openqa/cache" is 397 GiB, with limit 400 GiB
[info] [#282354] Downloading "opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" from "https://openqa.opensuse.org/tests/4227329/asset/hdd/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2"
[info] [#282354] Content of "/var/lib/openqa/cache/openqa.opensuse.org/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" has not changed, updating last use

[2024-05-28T07:50:11.169781Z] [debug] Found ISO, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso
[2024-05-28T07:50:11.171874Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso, request #282355 sent to Cache Service
[2024-05-28T07:50:21.290814Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso processed:
[info] [#282355] Cache size of "/var/lib/openqa/cache" is 397 GiB, with limit 400 GiB
[info] [#282355] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" from "https://openqa.opensuse.org/tests/4227329/asset/iso/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso"
[info] [#282355] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" has not changed, updating last use

[2024-05-28T07:50:21.294181Z] [info] Rsync from 'rsync://openqa.opensuse.org/tests' to '/var/lib/openqa/cache/openqa.opensuse.org', request #282356 sent to Cache Service
[2024-05-28T07:50:31.403895Z] [info] Output of rsync:
[info] [#282356] Calling: rsync -avHP --timeout 1800 rsync://openqa.opensuse.org/tests/ --delete /var/lib/openqa/cache/openqa.opensuse.org/tests/
Try 1:
receiving incremental file list
obs/.git/
obs/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            483 100%  471.68kB/s    0:00:00 (xfr#1, ir-chk=1158/1178)
obs/.git/index

              0   0%    0.00kB/s    0:00:00  
          2,745 100%    2.62MB/s    0:00:00 (xfr#2, ir-chk=1153/1178)
obs/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
    386,932,224  62%  369.01MB/s    0:00:00  
    616,942,337 100%  371.91MB/s    0:00:01 (xfr#3, ir-chk=1133/1178)
obs/.git/objects/
obs/.git/refs/heads/
openqa/.git/
openqa/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            554 100%    0.64kB/s    0:00:00 (xfr#4, ir-chk=1167/1450)
openqa/.git/index

              0   0%    0.00kB/s    0:00:00  
          3,093 100%    3.56kB/s    0:00:00 (xfr#5, ir-chk=1162/1450)
openqa/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     10,400,417 100%   11.32MB/s    0:00:00 (xfr#6, ir-chk=1140/1450)
openqa/.git/objects/
openqa/.git/refs/heads/
openqa/products/openqa/needles/.git/
openqa/products/openqa/needles/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            259 100%    0.29kB/s    0:00:00 (xfr#7, ir-chk=1019/1609)
openqa/products/openqa/needles/.git/index

              0   0%    0.00kB/s    0:00:00  
         22,443 100%   24.88kB/s    0:00:00 (xfr#8, ir-chk=1014/1609)
openqa/products/openqa/needles/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     20,792,053 100%   21.21MB/s    0:00:00 (xfr#9, ir-chk=1002/1619)
openqa/products/openqa/needles/.git/objects/
openqa/products/openqa/needles/.git/refs/heads/
opensuse/.git/
opensuse/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
          7,264 100%    7.52kB/s    0:00:00 (xfr#10, ir-chk=1012/1698)
opensuse/.git/index

              0   0%    0.00kB/s    0:00:00  
        636,809 100%  658.08kB/s    0:00:00 (xfr#11, ir-chk=1007/1698)
opensuse/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     21,375,888  74%   20.39MB/s    0:00:00  
     28,677,492 100%   26.89MB/s    0:00:01 (xfr#12, ir-chk=1007/1717)
opensuse/.git/objects/
opensuse/.git/refs/heads/
opensuse/products/opensuse/needles/.git/
opensuse/products/opensuse/needles/.git/FETCH_HEAD

              0   0%    0.00kB/s    0:00:00  
            810 100%    2.05kB/s    0:00:00 (xfr#13, ir-chk=1014/21425)
opensuse/products/opensuse/needles/.git/index

              0   0%    0.00kB/s    0:00:00  
      1,574,039 100%    3.84MB/s    0:00:00 (xfr#14, ir-chk=1009/21425)
opensuse/products/opensuse/needles/.git/logs/HEAD

              0   0%    0.00kB/s    0:00:00  
     48,505,600  37%   46.26MB/s    0:00:01  
    130,878,707 100%  103.07MB/s    0:00:01 (xfr#15, ir-chk=1009/21444)
opensuse/products/opensuse/needles/.git/objects/
opensuse/products/opensuse/needles/.git/refs/heads/

sent 347,773 bytes  received 1,398,051 bytes  268,588.31 bytes/sec
total size is 5,860,289,982  speedup is 3,356.75


[2024-05-28T07:50:31.404033Z] [info] Finished to rsync tests
[2024-05-28T07:50:31.409791Z] [debug] +++ worker notes +++
[37m[2024-05-28T07:50:31.752578Z] [debug] [pid:107040] Current version is 4.6.1716387241.58dd214 [interface v40][0m
[37m[2024-05-28T07:50:31.763940Z] [debug] [pid:107040] git hash in 'opensuse': 3dbc24737e1819361e511023588461e801dd10e9[0m
[37m[2024-05-28T07:50:31.778252Z] [debug] [pid:107040] git url in 'opensuse': https://github.com/os-autoinst/os-autoinst-distri-opensuse.git[0m
[37m[2024-05-28T07:50:32.118765Z] [debug] [pid:107040] usingenv DESKTOP=textmode[0m
[37m[2024-05-28T07:50:32.118946Z] [debug] [pid:107040] usingenv DISTRI=opensuse[0m
[37m[2024-05-28T07:50:32.119030Z] [debug] [pid:107040] usingenv QEMUCPU=host[0m
[37m[2024-05-28T07:50:32.119110Z] [debug] [pid:107040] usingenv INSTLANG=en_US[0m
[37m[2024-05-28T07:50:32.119186Z] [debug] [pid:107040] usingenv DVD=1[0m
[37m[2024-05-28T07:50:32.119266Z] [debug] [pid:107040] usingenv ISO=openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso[0m
[37m[2024-05-28T07:50:32.119339Z] [debug] [pid:107040] usingenv ISO_MAXSIZE=4700372992[0m
[37m[2024-05-28T07:50:32.122241Z] [debug] [pid:107040] scheduling boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[37m[2024-05-28T07:50:32.132648Z] [debug] [pid:107040] scheduling docker tests/containers/container_engine.pm[0m
[37m[2024-05-28T07:50:32.138293Z] [debug] [pid:107040] scheduling image_docker tests/containers/image.pm[0m
[37m[2024-05-28T07:50:32.139258Z] [debug] [pid:107040] scheduling docker_3rd_party_images tests/containers/third_party_images.pm[0m
[37m[2024-05-28T07:50:32.140072Z] [debug] [pid:107040] scheduling docker_privileged_mode tests/containers/privileged_mode.pm[0m
[37m[2024-05-28T07:50:32.140803Z] [debug] [pid:107040] scheduling docker_firewall tests/containers/firewall.pm[0m
[37m[2024-05-28T07:50:32.141732Z] [debug] [pid:107040] scheduling docker_runc tests/containers/docker_runc.pm[0m
[37m[2024-05-28T07:50:32.142776Z] [debug] [pid:107040] scheduling registry tests/containers/registry.pm[0m
[37m[2024-05-28T07:50:32.143805Z] [debug] [pid:107040] scheduling buildah_docker tests/containers/buildah.pm[0m
[37m[2024-05-28T07:50:32.144747Z] [debug] [pid:107040] scheduling buildx tests/containers/buildx.pm[0m
[37m[2024-05-28T07:50:32.145794Z] [debug] [pid:107040] scheduling rootless_docker tests/containers/rootless_docker.pm[0m
[37m[2024-05-28T07:50:32.146553Z] [debug] [pid:107040] scheduling docker_skopeo tests/containers/skopeo.pm[0m
[37m[2024-05-28T07:50:32.147658Z] [debug] [pid:107040] scheduling volumes_docker tests/containers/volumes.pm[0m
[37m[2024-05-28T07:50:32.148736Z] [debug] [pid:107040] scheduling docker_compose tests/containers/compose.pm[0m
[37m[2024-05-28T07:50:32.149545Z] [debug] [pid:107040] scheduling docker_seccomp tests/containers/seccomp.pm[0m
[37m[2024-05-28T07:50:32.151410Z] [debug] [pid:107040] scheduling validate_btrfs tests/containers/validate_btrfs.pm[0m
[37m[2024-05-28T07:50:32.151957Z] [debug] [pid:107040] scheduling coredump_collect tests/console/coredump_collect.pm[0m
[2024-05-28T07:50:32.161750Z] [info] [pid:107049] cmdsrv: daemon reachable under http://*:20093/qmOIFUDjtvl43McN/
[2024-05-28T07:50:32.164567Z] [info] [pid:107049] Listening at "http://[::]:20093"
Web application available at http://[::]:20093
[37m[2024-05-28T07:50:32.166450Z] [debug] [pid:107040] git hash in 'opensuse/products/opensuse/needles': 9c264ee66e0366e6bfd7b2a1d219ca52ddb44beb[0m
[37m[2024-05-28T07:50:32.188821Z] [debug] [pid:107040] git url in 'opensuse/products/opensuse/needles': git@github.com:os-autoinst/os-autoinst-needles-opensuse.git[0m
[37m[2024-05-28T07:50:32.189082Z] [debug] [pid:107040] init needles from opensuse/products/opensuse/needles[0m
[37m[2024-05-28T07:50:32.851338Z] [debug] [pid:107040] loaded 7144 needles[0m
[37m[2024-05-28T07:50:33.015689Z] [debug] [pid:107040] 107040: channel_out 15, channel_in 14[0m
[37m[2024-05-28T07:50:33.060213Z] [debug] [pid:107247] 107247: cmdpipe 13, rsppipe 16[0m
[37m[2024-05-28T07:50:33.060570Z] [debug] [pid:107247] started mgmt loop with pid 107247[0m
[37m[2024-05-28T07:50:33.116971Z] [debug] [pid:107247] Launching external video encoder: ffmpeg -y -hide_banner -nostats -r 24 -f image2pipe -vcodec ppm -i - -pix_fmt yuv420p -c:v libvpx-vp9 -crf 35 -b:v 1500k -cpu-used 1 'video.webm'[0m
[37m[2024-05-28T07:50:33.189940Z] [debug] [pid:107247] qemu version detected: 7.1.0[0m
[37m[2024-05-28T07:50:33.191384Z] [debug] [pid:107247] running `/usr/bin/chattr +C /var/lib/openqa/pool/9/raid`[0m
[37m[2024-05-28T07:50:33.204738Z] [debug] [pid:107247] Command `/usr/bin/chattr +C /var/lib/openqa/pool/9/raid` terminated with 1
  /usr/bin/chattr: Operation not supported while setting flags on /var/lib/openqa/pool/9/raid[0m
[37m[2024-05-28T07:50:33.204835Z] [debug] [pid:107247] Configuring storage controllers and block devices[0m
[37m[2024-05-28T07:50:33.205453Z] [debug] [pid:107247] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2`[0m
[37m[2024-05-28T07:50:33.245538Z] [debug] [pid:107247] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso`[0m
[37m[2024-05-28T07:50:33.285475Z] [debug] [pid:107247] Initializing block device images[0m
[37m[2024-05-28T07:50:33.285673Z] [debug] [pid:107247] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 /var/lib/openqa/pool/9/raid/hd0-overlay0 32212254720`[0m
[37m[2024-05-28T07:50:33.322203Z] [debug] [pid:107247] Formatting '/var/lib/openqa/pool/9/raid/hd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/9/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:50:33.322299Z] [debug] [pid:107247] running `/usr/bin/qemu-img create -f qcow2 /var/lib/openqa/pool/9/raid/hd1 20G`[0m
[37m[2024-05-28T07:50:33.362721Z] [debug] [pid:107247] Formatting '/var/lib/openqa/pool/9/raid/hd1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:50:33.362842Z] [debug] [pid:107247] running `/usr/bin/qemu-img create -f qcow2 -F raw -b /var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso /var/lib/openqa/pool/9/raid/cd0-overlay0 4497342464`[0m
[37m[2024-05-28T07:50:33.401247Z] [debug] [pid:107247] Formatting '/var/lib/openqa/pool/9/raid/cd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/9/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso backing_fmt=raw lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:50:33.401320Z] [debug] [pid:107247] init_blockdev_images: Finished creating block devices[0m
[37m[2024-05-28T07:50:33.402244Z] [debug] [pid:107247] starting: /usr/bin/qemu-system-x86_64 -device VGA,edid=on,xres=1024,yres=768 -only-migratable -chardev ringbuf,id=serial0,logfile=serial0,logappend=on -serial chardev:serial0 -audiodev none,id=snd0 -device intel-hda -device hda-output,audiodev=snd0 -global isa-fdc.fdtypeA=none -m 2048 -cpu host -netdev user,id=qanet0 -device virtio-net,netdev=qanet0,mac=52:54:00:12:34:56 -object rng-random,filename=/dev/urandom,id=rng0 -device virtio-rng-pci,rng=rng0 -boot order=c -device qemu-xhci -device usb-tablet -smp 1 -enable-kvm -no-shutdown -vnc :99,share=force-shared -device virtio-serial -chardev pipe,id=virtio_console,path=virtio_console,logfile=virtio_console.log,logappend=on -device virtconsole,chardev=virtio_console,name=org.openqa.console.virtio_console -chardev pipe,id=virtio_console_user,path=virtio_console_user,logfile=virtio_console_user.log,logappend=on -device virtconsole,chardev=virtio_console_user,name=org.openqa.console.virtio_console_user -chardev socket,path=qmp_socket,server=on,wait=off,id=qmp_socket,logfile=qmp_socket.log,logappend=on -qmp chardev:qmp_socket -S -device virtio-scsi-pci,id=scsi0 -blockdev driver=file,node-name=hd0-overlay0-file,filename=/var/lib/openqa/pool/9/raid/hd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=hd0-overlay0,file=hd0-overlay0-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd0-device,drive=hd0-overlay0,bootindex=0,serial=hd0 -blockdev driver=file,node-name=hd1-file,filename=/var/lib/openqa/pool/9/raid/hd1,cache.no-flush=on -blockdev driver=qcow2,node-name=hd1,file=hd1-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd1-device,drive=hd1,serial=hd1 -blockdev driver=file,node-name=cd0-overlay0-file,filename=/var/lib/openqa/pool/9/raid/cd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=cd0-overlay0,file=cd0-overlay0-file,cache.no-flush=on,discard=unmap -device scsi-cd,id=cd0-device,drive=cd0-overlay0,serial=cd0[0m
[37m[2024-05-28T07:50:33.408550Z] [debug] [pid:107247] Waiting for 0 attempts[0m
[37m[2024-05-28T07:50:34.409275Z] [debug] [pid:107247] Waiting for 1 attempts[0m
[37m[2024-05-28T07:50:35.409658Z] [debug] [pid:107247] Finished after 2 attempts[0m
[37m[2024-05-28T07:50:35.425673Z] [debug] [pid:107247] Establishing VNC connection to localhost:5999[0m
[37m[2024-05-28T07:50:35.427900Z] [debug] [pid:107247] pointer type 0 0 640 480 -257[0m
[37m[2024-05-28T07:50:35.427970Z] [debug] [pid:107247] led state 0 1 1 -261[0m
[37m[2024-05-28T07:50:35.483739Z] [debug] [pid:107247] Start CPU[0m
[37m[2024-05-28T07:50:35.484040Z] [debug] [pid:107247] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"45684","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_CONNECTED","timestamp":{"microseconds":426129,"seconds":1716882635}}[0m
[37m[2024-05-28T07:50:35.484210Z] [debug] [pid:107247] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"45684","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"5999","websocket":false}},"event":"VNC_INITIALIZED","timestamp":{"microseconds":426990,"seconds":1716882635}}[0m
[37m[2024-05-28T07:50:35.484342Z] [debug] [pid:107247] EVENT {"event":"RESUME","timestamp":{"microseconds":484140,"seconds":1716882635}}[0m
GOT GO

[37m[2024-05-28T07:50:35.491180Z] [debug] [pid:107247] QEMU: QEMU emulator version 7.1.0 (SUSE Linux Enterprise 15)[0m
[37m[2024-05-28T07:50:35.491226Z] [debug] [pid:107247] QEMU: Copyright (c) 2003-2022 Fabrice Bellard and the QEMU Project developers[0m
[37m[2024-05-28T07:50:35.493997Z] [debug] [pid:107057] Snapshots are supported[0m
[1;34m[2024-05-28T07:50:35.495076Z] [debug] [pid:107057] ||| starting boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[2024-05-28T07:50:35.497279Z] [debug] [pid:107057] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:687 called opensusebasetest::wait_grub -> lib/opensusebasetest.pm:439 called testapi::assert_screen
[2024-05-28T07:50:35.497516Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch=[
    "grub2"
  ], timeout=200)
[31m[2024-05-28T07:50:37.239957Z] [warn] [pid:107247] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.75 seconds for 72 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:50:37.240072Z] [debug] [pid:107247] no match: 199.0s, best candidate: bootloader-grub2-alp-selfinstall-20230327 (0.00)[0m
Input #0, image2pipe, from 'pipe:':
  Duration: N/A, bitrate: N/A
  Stream #0:0: Video: ppm, rgb24, 1024x768, 24 fps, 24 tbr, 24 tbn, 24 tbc
Stream mapping:
  Stream #0:0 -> #0:0 (ppm (native) -> vp9 (libvpx-vp9))
[libvpx-vp9 @ 0x55b2ed8f6900] v1.11.0
Output #0, webm, to 'video.webm':
  Metadata:
    encoder         : Lavf58.76.100
  Stream #0:0: Video: vp9, yuv420p(tv, progressive), 1024x768, q=2-31, 1500 kb/s, 24 fps, 1k tbn
    Metadata:
      encoder         : Lavc58.134.100 libvpx-vp9
    Side data:
      cpb: bitrate max/min/avg: 0/0/0 buffer size: 0 vbv_delay: N/A
[32m[2024-05-28T07:50:37.863300Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found grub2-TW-virtio-20190303, similarity 1.00 @ 11/147[0m
[2024-05-28T07:50:37.863827Z] [debug] [pid:107057] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:702 called opensusebasetest::grub_select -> lib/opensusebasetest.pm:634 called testapi::send_key
[2024-05-28T07:50:37.863938Z] [debug] [pid:107057] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:50:38.133656Z] [debug] [pid:107057] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:926 called opensusebasetest::wait_boot_past_bootloader -> lib/opensusebasetest.pm:782 called opensusebasetest::wait_boot_textmode -> lib/opensusebasetest.pm:718 called testapi::assert_screen
[2024-05-28T07:50:38.133835Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch=[
    "linux-login",
    "emergency-shell",
    "emergency-mode"
  ], timeout=500)
[37m[2024-05-28T07:50:38.580642Z] [debug] [pid:107247] no match: 499.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:39.534888Z] [debug] [pid:107247] no match: 498.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:40.489618Z] [debug] [pid:107247] no change: 497.6s[0m
[37m[2024-05-28T07:50:40.537589Z] [debug] [pid:107247] no match: 497.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:41.490576Z] [debug] [pid:107247] no change: 496.6s[0m
[37m[2024-05-28T07:50:41.533985Z] [debug] [pid:107247] no match: 496.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:42.082955Z] [debug] [pid:107247] pointer type 1 0 800 600 -257[0m
[31m[2024-05-28T07:50:43.148923Z] [warn] [pid:107247] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.66 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:50:43.148994Z] [debug] [pid:107247] no match: 495.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:43.534388Z] [debug] [pid:107247] no match: 494.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:44.538588Z] [debug] [pid:107247] no match: 493.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:45.530593Z] [debug] [pid:107247] no match: 492.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:46.495389Z] [debug] [pid:107247] no change: 491.6s[0m
[37m[2024-05-28T07:50:46.534599Z] [debug] [pid:107247] no match: 491.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[31m[2024-05-28T07:50:47.996614Z] [warn] [pid:107247] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.50 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:50:47.996693Z] [debug] [pid:107247] no match: 490.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:48.497008Z] [debug] [pid:107247] no change: 489.6s[0m
[37m[2024-05-28T07:50:48.538044Z] [debug] [pid:107247] no match: 489.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:50:49.539456Z] [debug] [pid:107247] no match: 488.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[32m[2024-05-28T07:50:50.590115Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found linux-login-20200525, similarity 1.00 @ 72/749[0m
[1;34m[2024-05-28T07:50:50.599310Z] [debug] [pid:107057] ||| finished boot_to_desktop boot (runtime: 15 s)[0m
[37m[2024-05-28T07:50:50.600507Z] [debug] [pid:107057] Creating a VM snapshot lastgood[0m
[37m[2024-05-28T07:50:50.600927Z] [debug] [pid:107247] EVENT {"data":{"path":"\/machine\/peripheral-anon\/device[3]\/virtio-backend"},"event":"NIC_RX_FILTER_CHANGED","timestamp":{"microseconds":240408,"seconds":1716882648}}[0m
[37m[2024-05-28T07:50:50.601190Z] [debug] [pid:107247] Saving snapshot (Current VM state is running)[0m
[37m[2024-05-28T07:50:50.621973Z] [debug] [pid:107247] EVENT {"event":"STOP","timestamp":{"microseconds":621864,"seconds":1716882650}}[0m
[37m[2024-05-28T07:50:50.628624Z] [debug] [pid:107247] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/9/raid/hd0-overlay1','snapshot-node-name' => 'hd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:50:50.633628Z] [debug] [pid:107247] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd1','snapshot-file' => '/var/lib/openqa/pool/9/raid/hd1-overlay1','snapshot-node-name' => 'hd1-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:50:50.638221Z] [debug] [pid:107247] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'cd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/9/raid/cd0-overlay1','snapshot-node-name' => 'cd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:50:50.641203Z] [debug] [pid:107247] EVENT {"data":{"status":"setup"},"event":"MIGRATION","timestamp":{"microseconds":641107,"seconds":1716882650}}[0m
[37m[2024-05-28T07:50:51.141904Z] [debug] [pid:107247] EVENT {"data":{"pass":1},"event":"MIGRATION_PASS","timestamp":{"microseconds":655561,"seconds":1716882650}}[0m
[37m[2024-05-28T07:50:51.142026Z] [debug] [pid:107247] EVENT {"data":{"status":"active"},"event":"MIGRATION","timestamp":{"microseconds":655641,"seconds":1716882650}}[0m
[37m[2024-05-28T07:50:51.142304Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:51.142354Z] [debug] [pid:107247] Migrating remaining bytes:   	2143145984[0m
[37m[2024-05-28T07:50:51.643074Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:51.643144Z] [debug] [pid:107247] Migrating remaining bytes:   	2121633792[0m
[37m[2024-05-28T07:50:52.143715Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:52.143775Z] [debug] [pid:107247] Migrating remaining bytes:   	2097577984[0m
[37m[2024-05-28T07:50:52.644396Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:52.644456Z] [debug] [pid:107247] Migrating remaining bytes:   	2071949312[0m
[37m[2024-05-28T07:50:53.144973Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:53.145033Z] [debug] [pid:107247] Migrating remaining bytes:   	2057674752[0m
[37m[2024-05-28T07:50:53.645546Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:53.645605Z] [debug] [pid:107247] Migrating remaining bytes:   	2042875904[0m
[37m[2024-05-28T07:50:54.146358Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:54.146435Z] [debug] [pid:107247] Migrating remaining bytes:   	2023096320[0m
[37m[2024-05-28T07:50:54.647289Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:54.647360Z] [debug] [pid:107247] Migrating remaining bytes:   	2004226048[0m
[37m[2024-05-28T07:50:55.148043Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:55.148112Z] [debug] [pid:107247] Migrating remaining bytes:   	1987362816[0m
[37m[2024-05-28T07:50:55.648865Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:55.648945Z] [debug] [pid:107247] Migrating remaining bytes:   	1966178304[0m
[37m[2024-05-28T07:50:56.149981Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:56.150059Z] [debug] [pid:107247] Migrating remaining bytes:   	1952456704[0m
[37m[2024-05-28T07:50:56.650761Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:56.650841Z] [debug] [pid:107247] Migrating remaining bytes:   	1938296832[0m
[37m[2024-05-28T07:50:57.151501Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:57.151594Z] [debug] [pid:107247] Migrating remaining bytes:   	1922256896[0m
[37m[2024-05-28T07:50:57.652210Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:57.652284Z] [debug] [pid:107247] Migrating remaining bytes:   	1903759360[0m
[37m[2024-05-28T07:50:58.152912Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:58.152981Z] [debug] [pid:107247] Migrating remaining bytes:   	1889017856[0m
[37m[2024-05-28T07:50:58.653663Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:58.653735Z] [debug] [pid:107247] Migrating remaining bytes:   	1867767808[0m
[37m[2024-05-28T07:50:59.154306Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:59.154377Z] [debug] [pid:107247] Migrating remaining bytes:   	1852854272[0m
[37m[2024-05-28T07:50:59.655116Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:50:59.655186Z] [debug] [pid:107247] Migrating remaining bytes:   	1533853696[0m
[37m[2024-05-28T07:51:00.155877Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:00.155951Z] [debug] [pid:107247] Migrating remaining bytes:   	1270534144[0m
[37m[2024-05-28T07:51:00.656771Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:00.656844Z] [debug] [pid:107247] Migrating remaining bytes:   	1091379200[0m
[37m[2024-05-28T07:51:01.157434Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:01.157495Z] [debug] [pid:107247] Migrating remaining bytes:   	753348608[0m
[37m[2024-05-28T07:51:01.658175Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:01.658244Z] [debug] [pid:107247] Migrating remaining bytes:   	739860480[0m
[37m[2024-05-28T07:51:02.159011Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:02.159117Z] [debug] [pid:107247] Migrating remaining bytes:   	723091456[0m
[37m[2024-05-28T07:51:02.659859Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:02.659945Z] [debug] [pid:107247] Migrating remaining bytes:   	680124416[0m
[37m[2024-05-28T07:51:03.160550Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:03.160617Z] [debug] [pid:107247] Migrating remaining bytes:   	438829056[0m
[37m[2024-05-28T07:51:03.661319Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:03.661402Z] [debug] [pid:107247] Migrating remaining bytes:   	190300160[0m
[37m[2024-05-28T07:51:04.161956Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:04.162020Z] [debug] [pid:107247] Migrating remaining bytes:   	43384832[0m
[37m[2024-05-28T07:51:04.662377Z] [debug] [pid:107247] EVENT {"data":{"pass":2},"event":"MIGRATION_PASS","timestamp":{"microseconds":636150,"seconds":1716882664}}[0m
[37m[2024-05-28T07:51:04.662607Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:04.662657Z] [debug] [pid:107247] Migrating remaining bytes:   	10756096[0m
[37m[2024-05-28T07:51:05.163005Z] [debug] [pid:107247] EVENT {"data":{"pass":3},"event":"MIGRATION_PASS","timestamp":{"microseconds":687994,"seconds":1716882664}}[0m
[37m[2024-05-28T07:51:05.163118Z] [debug] [pid:107247] EVENT {"data":{"pass":4},"event":"MIGRATION_PASS","timestamp":{"microseconds":688444,"seconds":1716882664}}[0m
[37m[2024-05-28T07:51:05.163199Z] [debug] [pid:107247] EVENT {"data":{"status":"completed"},"event":"MIGRATION","timestamp":{"microseconds":697103,"seconds":1716882664}}[0m
[37m[2024-05-28T07:51:05.163319Z] [debug] [pid:107247] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:51:05.163365Z] [debug] [pid:107247] Migrating remaining bytes:   	0[0m
[37m[2024-05-28T07:51:05.163639Z] [debug] [pid:107247] Snapshot complete[0m
[37m[2024-05-28T07:51:05.230518Z] [debug] [pid:107247] EVENT {"event":"RESUME","timestamp":{"microseconds":230387,"seconds":1716882665}}[0m
[1;34m[2024-05-28T07:51:05.297842Z] [debug] [pid:107057] ||| starting docker tests/containers/container_engine.pm[0m
[37m[2024-05-28T07:51:05.299875Z] [debug] [pid:107247] QEMU: Formatting '/var/lib/openqa/pool/9/raid/hd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/9/raid/hd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:51:05.299944Z] [debug] [pid:107247] QEMU: Formatting '/var/lib/openqa/pool/9/raid/hd1-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 backing_file=/var/lib/openqa/pool/9/raid/hd1 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:51:05.299996Z] [debug] [pid:107247] QEMU: Formatting '/var/lib/openqa/pool/9/raid/cd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/9/raid/cd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[2024-05-28T07:51:05.301022Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:51:05.301145Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:51:05.301821Z] [debug] [pid:107247] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/9/virtio_console")
[33m[2024-05-28T07:51:05.303061Z] [info] [pid:107247] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T07:51:05.303218Z] [info] [pid:107247] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T07:51:05.303685Z] [debug] [pid:107057] activate_console, console: root-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T07:51:05.303827Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T07:51:05.303867Z] [debug] [pid:107057] <<< serial_terminal::login()
[2024-05-28T07:51:05.304048Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T07:51:05.304214Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/login:\s*$/ui, record_output=undef, expect_not_found=0, quiet=1, no_regex=0, buffer_size=undef, timeout=3)
[2024-05-28T07:51:05.304943Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UTrhRAtO", buffer_size=undef, pattern="(?^ui:login:\\s*\$)", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=3, regexp="(?^ui:login:\\s*\$)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:51:05.305234Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000549029000467272 seconds: login: [0m
[32m[2024-05-28T07:51:05.306039Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:51:05.306207Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T07:51:05.306369Z] [debug] [pid:107057] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:51:05.306991Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(key="ret", text="\n", cmd="backend_send_key", json_cmd_token="xdNqvroQ")
[2024-05-28T07:51:05.307395Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T07:51:05.307701Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/login:\s*$/ui, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:05.308317Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="TPjSSFKF", record_output=undef, no_regex=0, regexp="(?^ui:login:\\s*\$)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:05.308474Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000349246000041603 seconds: login: [0m
[32m[2024-05-28T07:51:05.308960Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:51:05.309443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, cmd="backend_type_string", text="root\n", json_cmd_token="DChImZnh")
[2024-05-28T07:51:05.309779Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T07:51:05.309983Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=3, buffer_size=undef, regexp=qr/root/ui, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:05.310482Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^ui:root)", buffer_size=undef, json_cmd_token="QnaUdDKC", quiet=undef, expect_not_found=0, timeout=3, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^ui:root)")
[33m[2024-05-28T07:51:05.310604Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278575000265846 seconds: root[0m
[32m[2024-05-28T07:51:05.310920Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ui:root): ok[0m
[2024-05-28T07:51:05.311067Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T07:51:05.311247Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/Password:\s*$/ui, timeout=30, buffer_size=undef)
[2024-05-28T07:51:05.311707Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tPjzskZp", buffer_size=undef, pattern="(?^ui:Password:\\s*\$)", regexp="(?^ui:Password:\\s*\$)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:51:05.337259Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.025688343001093 seconds: Password: [0m
[32m[2024-05-28T07:51:05.337682Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T07:51:05.338829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(secret=1, text="[masked]", cmd="backend_type_string", json_cmd_token="EBJTNSxg", max_interval=100)
[2024-05-28T07:51:05.339092Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T07:51:05.339202Z] [debug] [pid:107057] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:51:05.339827Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(key="ret", text="\n", json_cmd_token="koDAsPMA", cmd="backend_send_key")
[2024-05-28T07:51:05.340174Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T07:51:05.340349Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:51:05.341081Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mzYqLuyq", buffer_size=undef, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.844965Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.503910213999916 seconds: [1msusetest:~ #[m(B [0m
[32m[2024-05-28T07:51:05.845704Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:51:05.846419Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, text="export TERM=dumb; stty cols 2048; exec \$SHELL\n", json_cmd_token="VYCOFjAx", cmd="backend_type_string")
[2024-05-28T07:51:05.846771Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T07:51:05.846957Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:51:05.847487Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="EaWqUaIn")
[33m[2024-05-28T07:51:05.873152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0256267719996686 seconds: susetest:~ # [0m
[32m[2024-05-28T07:51:05.874470Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:51:05.875415Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="WBggUPny", text="PS1=\"# \"\n", cmd="backend_type_string")
[2024-05-28T07:51:05.875977Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T07:51:05.876269Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="PS1=\"# \"", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:51:05.877176Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="PS1=\"# \"", pattern=[
    "PS1=\"# \""
  ], buffer_size=undef, json_cmd_token="qzgiVxZp", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:05.877396Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000448447999588097 seconds: PS1="# "[0m
[32m[2024-05-28T07:51:05.877969Z] [debug] [pid:107057] >>> testapi::wait_serial: PS1="# ": ok[0m
[2024-05-28T07:51:05.878198Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:51:05.878379Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="export TERM=dumb", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:51:05.878647Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:51:05.878854Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:51:05.879689Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="tIZknArJ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:05.879847Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000363945999197313 seconds: # [0m
[32m[2024-05-28T07:51:05.880367Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.880821Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cRrFHKcs", text="export TERM=dumb", cmd="backend_type_string")
[2024-05-28T07:51:05.881357Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Gi8yV-\$?-", cmd="backend_type_string", json_cmd_token="xaajhORh")
[2024-05-28T07:51:05.881601Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:51:05.881719Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="export TERM=dumb; echo Gi8yV-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=144)
[2024-05-28T07:51:05.882108Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], buffer_size=144, json_cmd_token="RbdbKalP", record_output=undef, no_regex=1, regexp="export TERM=dumb; echo Gi8yV-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:05.882199Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194644000657718 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T07:51:05.882441Z] [debug] [pid:107057] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T07:51:05.882730Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ofObRYIm")
[2024-05-28T07:51:05.882929Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:51:05.883051Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/Gi8yV-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:05.883366Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:Gi8yV-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Gi8yV-\\d+-)", buffer_size=undef, json_cmd_token="XTrYwLqs")
[33m[2024-05-28T07:51:05.883466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184743999852799 seconds: Gi8yV-0-[0m
[32m[2024-05-28T07:51:05.883721Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T07:51:05.883861Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:51:05.883990Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", timeout=30, result_title="vconsole_login", fail_message="", quiet=undef)
[2024-05-28T07:51:05.884121Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:51:05.884228Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:51:05.884568Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="kdDuMrQq", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.884632Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000159512999744038 seconds: # [0m
[32m[2024-05-28T07:51:05.884848Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.885077Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Logged into \$(tty)", json_cmd_token="cMufKaeC")
[2024-05-28T07:51:05.885380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RSXQCxty", text="; echo 1XrKo-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:05.885545Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:51:05.885669Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=151)
[2024-05-28T07:51:05.885973Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="GBgKGNeQ", buffer_size=151, pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.886055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174773000253481 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T07:51:05.886271Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T07:51:05.886494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fDvZFUhI", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:05.886667Z] [debug] [pid:107057] tests/containers/container_engine.pm:144 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:51:05.886795Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/1XrKo-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:51:05.887090Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:1XrKo-\\d+-)", buffer_size=undef, json_cmd_token="ZZTOjAHn", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:1XrKo-\\d+-)")
[33m[2024-05-28T07:51:05.887778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000767172999985632 seconds: 1XrKo-0-[0m
[32m[2024-05-28T07:51:05.887997Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T07:51:05.888332Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.888447Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:51:05.888757Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZQgUtYwr", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:05.888830Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163751999934902 seconds: # [0m
[32m[2024-05-28T07:51:05.889045Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.889127Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.889178Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:51:05.889409Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NgtQecOH", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:51:05.889587Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.889703Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:51:05.890009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, json_cmd_token="dwPmcnpf", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:05.890082Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163573000463657 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:51:05.890296Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:51:05.890392Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.890507Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:05.890835Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="EuhQumDl", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.890893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000145192998388666 seconds: > [0m
[32m[2024-05-28T07:51:05.891107Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:51:05.891347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string", json_cmd_token="CZLAkCIz")
[2024-05-28T07:51:05.891522Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.891634Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> EOT_n1~0x")
[2024-05-28T07:51:05.891938Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="SZREfKwm", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ], regexp="> EOT_n1~0x", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.892017Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156412001160788 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:51:05.892252Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:51:05.892342Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.892444Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="n1~0x-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:51:05.892757Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="n1~0x-0-", pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="WCYBpvLp", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:05.892909Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235804000112694 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:51:05.893129Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:51:05.893228Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.893344Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:51:05.893655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uhdalfPz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.893732Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160723000590224 seconds: # [0m
[32m[2024-05-28T07:51:05.893948Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.894188Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="cfnAJuSH")
[2024-05-28T07:51:05.894365Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.894483Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:51:05.894808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, record_output=undef, json_cmd_token="wITFmOEk", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:05.894883Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165933000971563 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:51:05.895101Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:51:05.895193Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:51:05.895301Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:51:05.895613Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="quFDQNUr", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:05.898390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00285281899959955 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:51:05.898717Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966ce14f58)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(container_engine=HASH(0x55966bda9f10), "docker") called at opensuse/tests/containers/container_engine.pm line 152
	container_engine::run(container_engine=HASH(0x55966bda9f10), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(container_engine=HASH(0x55966bda9f10)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966ce14f58)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(container_engine=HASH(0x55966bda9f10), "docker") called at opensuse/tests/containers/container_engine.pm line 152
	container_engine::run(container_engine=HASH(0x55966bda9f10), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(container_engine=HASH(0x55966bda9f10)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:51:05.899841Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:51:05.899945Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:51:05.900053Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:51:05.900157Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:05.900486Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uNMshOsW", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:05.900568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170063000041409 seconds: # [0m
[32m[2024-05-28T07:51:05.900796Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.901038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", cmd="backend_type_string", json_cmd_token="EZlHsYiq")
[2024-05-28T07:51:05.901364Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3Bn3R-\$?-", json_cmd_token="tWTUodby", cmd="backend_type_string")
[2024-05-28T07:51:05.901542Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:51:05.901660Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, regexp="which docker; echo 3Bn3R-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:51:05.901967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="IcegjIdu", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:05.902038Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158222999743884 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:51:05.902258Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:51:05.902496Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hPoyEbBV")
[2024-05-28T07:51:05.902679Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:51:05.902795Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/3Bn3R-\d+-/u)
[2024-05-28T07:51:05.903097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="yQYytzZf")
[33m[2024-05-28T07:51:05.904933Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00190268300138996 seconds: 3Bn3R-1-[0m
[32m[2024-05-28T07:51:05.905174Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:51:05.905377Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:98 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:51:05.905471Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in docker | cat; ( exit \${PIPESTATUS[0]} )", die_on_timeout=1, timeout=300, output="", quiet=undef)
[2024-05-28T07:51:05.905564Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:98 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:51:05.905673Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:05.905987Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hNGllKEk")
[33m[2024-05-28T07:51:05.906057Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158311999257421 seconds: # [0m
[32m[2024-05-28T07:51:05.906276Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:05.906519Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xdiVXxCW", text="zypper -n in docker | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string")
[2024-05-28T07:51:05.906879Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aadJxsdc", text="; echo mHvA4-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:05.907286Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:98 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:51:05.907404Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=180, timeout=90, regexp="zypper -n in docker | cat; ( exit \${PIPESTATUS[0]} ); echo mHvA4-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:51:05.907818Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="zypper -n in docker | cat; ( exit \${PIPESTATUS[0]} ); echo mHvA4-\$?-", pattern=[
    "zypper -n in docker | cat; ( exit \${PIPESTATUS[0]} ); echo mHvA4-\$?-"
  ], buffer_size=180, json_cmd_token="RcdNBjXh", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:05.907911Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208082999961334 seconds: zypper -n in docker | cat; ( exit ${PIPESTATUS[0]} ); echo mHvA4-$?-[0m
[32m[2024-05-28T07:51:05.908155Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in docker | cat; ( exit ${PIPESTATUS[0]} ); echo mHvA4-$?-: ok[0m
[2024-05-28T07:51:05.908424Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="jmzFwsUS", cmd="backend_type_string")
[2024-05-28T07:51:05.908621Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:98 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:51:05.908734Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/mHvA4-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:51:05.909074Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:mHvA4-\\d+-)", buffer_size=undef, json_cmd_token="BumbPFzB", record_output=undef, no_regex=0, regexp="(?^u:mHvA4-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:27.506681Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 450 loops & 21.5976132530013 seconds: mHvA4-0-[0m
[32m[2024-05-28T07:51:27.507470Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:mHvA4-\d+-): ok[0m
[2024-05-28T07:51:27.507735Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called testapi::script_run
[2024-05-28T07:51:27.507875Z] [debug] [pid:107057] <<< testapi::script_run(cmd="systemctl is-active firewalld", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:51:27.508014Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called testapi::script_run
[2024-05-28T07:51:27.508148Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:27.508763Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="YqTyirUo", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:27.508877Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279885000054492 seconds: # [0m
[32m[2024-05-28T07:51:27.509251Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:27.509658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="amQAPVFj", text="systemctl is-active firewalld", cmd="backend_type_string")
[2024-05-28T07:51:27.510242Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo S8TZv-\$?-", json_cmd_token="dvJnKsbg")
[2024-05-28T07:51:27.510493Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called testapi::script_run
[2024-05-28T07:51:27.510648Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=157, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="systemctl is-active firewalld; echo S8TZv-\$?-")
[2024-05-28T07:51:27.511138Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl is-active firewalld; echo S8TZv-\$?-", no_regex=1, record_output=undef, json_cmd_token="xvgsOCxm", buffer_size=157, pattern=[
    "systemctl is-active firewalld; echo S8TZv-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:27.511254Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251753999691573 seconds: systemctl is-active firewalld; echo S8TZv-$?-[0m
[32m[2024-05-28T07:51:27.511562Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl is-active firewalld; echo S8TZv-$?-: ok[0m
[2024-05-28T07:51:27.511946Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ovxxLkJj")
[2024-05-28T07:51:27.512216Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called testapi::script_run
[2024-05-28T07:51:27.512362Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/S8TZv-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=30)
[2024-05-28T07:51:27.512849Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:S8TZv-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:S8TZv-\\d+-)", buffer_size=undef, json_cmd_token="VJjHlSdS")
[33m[2024-05-28T07:51:27.517630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00490198400075315 seconds: S8TZv-0-[0m
[32m[2024-05-28T07:51:27.517898Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:S8TZv-\d+-): ok[0m
[2024-05-28T07:51:27.518049Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.518141Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager try-restart firewalld", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:51:27.518279Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.518406Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:51:27.519125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZYkpCspd", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:27.519297Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000385137000193936 seconds: # [0m
[32m[2024-05-28T07:51:27.519997Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:27.520530Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager try-restart firewalld", json_cmd_token="mcrRUDvW")
[2024-05-28T07:51:27.521191Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo wWUIf-\$?-", cmd="backend_type_string", json_cmd_token="McYGAhbM")
[2024-05-28T07:51:27.521672Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.521900Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager try-restart firewalld; echo wWUIf-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=170, timeout=90)
[2024-05-28T07:51:27.522688Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager try-restart firewalld; echo wWUIf-\$?-", pattern=[
    "systemctl --no-pager try-restart firewalld; echo wWUIf-\$?-"
  ], buffer_size=170, json_cmd_token="iOTgxmsA", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:27.522855Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000345185999321984 seconds: systemctl --no-pager try-restart firewalld; echo wWUIf-$?-[0m
[32m[2024-05-28T07:51:27.523248Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager try-restart firewalld; echo wWUIf-$?-: ok[0m
[2024-05-28T07:51:27.523558Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="TbWfuYPd")
[2024-05-28T07:51:27.523802Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:101 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.523955Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/wWUIf-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:51:27.524309Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:wWUIf-\\d+-)", pattern="(?^u:wWUIf-\\d+-)", buffer_size=undef, json_cmd_token="QNWAKnCS", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:27.683434Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.159179517000666 seconds: wWUIf-0-[0m
[32m[2024-05-28T07:51:27.683779Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wWUIf-\d+-): ok[0m
[2024-05-28T07:51:27.683945Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:51:27.684069Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:27.684190Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:51:27.684301Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:51:27.684652Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="YTRuWUzW", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:27.684734Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177242998688598 seconds: # [0m
[32m[2024-05-28T07:51:27.684975Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:27.685236Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="nlPNAjPt")
[2024-05-28T07:51:27.685697Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="SGxGaRjb")
[2024-05-28T07:51:27.685916Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:51:27.686033Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=173, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-")
[2024-05-28T07:51:27.686428Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="hRbpnnpk", no_regex=1, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:27.688756Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00242615199931606 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:51:27.689092Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:51:27.689433Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="gqGGPbgl", cmd="backend_type_string")
[2024-05-28T07:51:27.689715Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:51:27.689871Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:27.690318Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:p9uJo-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="wZMFeQYY")
[33m[2024-05-28T07:51:27.692110Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00191604300016479 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:51:27.692440Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:51:27.692582Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:51:27.692698Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:27.692827Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:51:27.692952Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:51:27.693358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zsVaUNgs", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:51:27.693452Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217932998566539 seconds: # [0m
[32m[2024-05-28T07:51:27.693721Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:27.694131Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="TByUhvya")
[2024-05-28T07:51:27.694638Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cQEK7-\$?-", cmd="backend_type_string", json_cmd_token="HDeIHxfK")
[2024-05-28T07:51:27.694869Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:51:27.695029Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-")
[2024-05-28T07:51:27.695550Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="CoySlmXm")
[33m[2024-05-28T07:51:27.695678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000312406000375631 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:51:27.695973Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:51:27.696314Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hKHnLqYl", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:27.696557Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:51:27.696703Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/cQEK7-\d+-/u)
[2024-05-28T07:51:27.697175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KtEgOgAe", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)")
[33m[2024-05-28T07:51:27.697311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000303125001664739 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:51:27.697582Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:51:27.697736Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.697837Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:27.697952Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.698077Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:27.698505Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DTvrOLGX")
[33m[2024-05-28T07:51:27.698600Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000243254000451998 seconds: # [0m
[32m[2024-05-28T07:51:27.698863Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:27.699166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager enable docker", json_cmd_token="OTTuGUSM", cmd="backend_type_string")
[2024-05-28T07:51:27.699570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lETyWvoB", text="; echo 9wqGK-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:27.699786Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.699930Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:51:27.700370Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="swSzPsIf", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:27.701549Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00132297300115169 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:51:27.701831Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:51:27.702130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="LXGLlCYW")
[2024-05-28T07:51:27.702333Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:27.702444Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/9wqGK-\d+-/u)
[2024-05-28T07:51:27.702835Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="nQHSfNKy", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:51:28.123339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.420617597999808 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:51:28.123790Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:51:28.123941Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.124061Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:28.124183Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.124320Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:28.124809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FzkPrptk", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:28.124907Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218154000322102 seconds: # [0m
[32m[2024-05-28T07:51:28.125289Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:28.125669Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gNMmNKDP", text="systemctl --no-pager is-enabled docker", cmd="backend_type_string")
[2024-05-28T07:51:28.126240Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gSlMc-\$?-", json_cmd_token="CzfkobTm")
[2024-05-28T07:51:28.126558Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.126718Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=166, timeout=90)
[2024-05-28T07:51:28.127184Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="wrcxNWRV")
[33m[2024-05-28T07:51:28.127275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205672999072704 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:51:28.127658Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:51:28.128025Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="URdbMMNp", cmd="backend_type_string")
[2024-05-28T07:51:28.128363Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.128520Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gSlMc-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:51:28.128967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:gSlMc-\\d+-)", pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="kKADYfHw", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:28.134111Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00523609999982 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:51:28.134508Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:51:28.134672Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.134783Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", timeout=180, fail_message="", quiet=undef)
[2024-05-28T07:51:28.134897Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.135022Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:28.135483Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="QathoiZE", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:51:28.135569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197363000552286 seconds: # [0m
[32m[2024-05-28T07:51:28.135914Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:28.136317Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", json_cmd_token="CfjcsbsH", cmd="backend_type_string")
[2024-05-28T07:51:28.136826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", cmd="backend_type_string", json_cmd_token="QdegPzKn")
[2024-05-28T07:51:28.137071Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.137198Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:28.137679Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, json_cmd_token="szZqzDLm", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:28.137803Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294794999717851 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:51:28.138100Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:51:28.138431Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WJORJbOE", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:28.138681Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:28.138807Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Ukt~P-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=180)
[2024-05-28T07:51:28.139282Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OVmiufoi", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=180)
[33m[2024-05-28T07:51:30.124786Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.98564497199914 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:51:30.125237Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:51:30.125397Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.125509Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:30.125627Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.125750Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.126260Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zPsdKQEb", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:30.126366Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244753999140812 seconds: # [0m
[32m[2024-05-28T07:51:30.126703Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.127081Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", cmd="backend_type_string", json_cmd_token="FJEQtLKl")
[2024-05-28T07:51:30.127614Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0ysj5-\$?-", json_cmd_token="oHObyqrN")
[2024-05-28T07:51:30.127890Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.128060Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=165)
[2024-05-28T07:51:30.128538Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="unsstiIn", buffer_size=165, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:51:30.128647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247664000198711 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:51:30.128987Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:51:30.129352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="RJAVjDry")
[2024-05-28T07:51:30.129643Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.129799Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/0ysj5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:51:30.130253Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0ysj5-\\d+-)", pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="iMbrdmAP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:30.135423Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00527502099976118 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:51:30.135784Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:51:30.135936Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.136059Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", fail_message="", quiet=undef, timeout=120)
[2024-05-28T07:51:30.136180Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.136307Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:51:30.136764Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RZUSUxRW", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:30.136872Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238184000409092 seconds: # [0m
[32m[2024-05-28T07:51:30.137204Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.137559Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager status docker", json_cmd_token="LRBnIpuI", cmd="backend_type_string")
[2024-05-28T07:51:30.138079Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SDZaqeRt", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:30.138360Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.138520Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T07:51:30.138990Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="qJACbbNX", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[33m[2024-05-28T07:51:30.139097Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242844000240439 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:51:30.139426Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:51:30.139774Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="gBorwgKI")
[2024-05-28T07:51:30.140073Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.140235Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=120, buffer_size=undef, regexp=qr/0aWkO-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:51:30.140706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=120, regexp="(?^u:0aWkO-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="YLXgNBfn", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:30.148462Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 39 loops & 0.00787713600038842 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:51:30.148942Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:51:30.149132Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.149275Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:51:30.149866Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="chPyKTpY", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:30.149961Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333355001203017 seconds: # [0m
[32m[2024-05-28T07:51:30.150313Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.150404Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.150461Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:51:30.150834Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="HKzGzzYi")
[2024-05-28T07:51:30.151132Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.151272Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-")
[2024-05-28T07:51:30.151734Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", record_output=undef, no_regex=1, json_cmd_token="wjZcpvyo", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:30.151836Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228283999604173 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:51:30.152180Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:51:30.152282Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.152393Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.152795Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="epzfacIu")
[33m[2024-05-28T07:51:30.152868Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185543000043253 seconds: > [0m
[32m[2024-05-28T07:51:30.153142Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:51:30.153422Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MVHPsVCc", text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string")
[2024-05-28T07:51:30.153652Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.153795Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_XA0Gw", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:51:30.154168Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="jXSuxuwS", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], regexp="> EOT_XA0Gw", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:30.154256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193883000974893 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:51:30.154516Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:51:30.154627Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.154756Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp="XA0Gw-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:51:30.155085Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="dZTJYiDO", buffer_size=undef, pattern="XA0Gw-0-", regexp="XA0Gw-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:30.155163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163933000294492 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:51:30.155414Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:51:30.155528Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.155654Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:51:30.155972Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mlJUHvIX", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:30.156039Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148003000504104 seconds: # [0m
[32m[2024-05-28T07:51:30.156292Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.156544Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="vMENaLtu", cmd="backend_type_string")
[2024-05-28T07:51:30.156763Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.156899Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:51:30.157222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="UqSdWSHD", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:30.157298Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016370299999835 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:51:30.157549Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:51:30.157659Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:51:30.157786Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:51:30.158096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="oVnGonzx", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-")
[33m[2024-05-28T07:51:30.203405Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 111 loops & 0.0453559729994595 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:51:30.203854Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:51:30.204105Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:51:30.204275Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: false\n Experimental: false\n Insecure Registries:\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:51:30.204571Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.204717Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:51:30.205161Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vTKkCVNA", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:30.205242Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178212998434901 seconds: # [0m
[32m[2024-05-28T07:51:30.205636Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.205744Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.205809Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:51:30.206203Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", json_cmd_token="eHRzkpMb")
[2024-05-28T07:51:30.206543Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.206704Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.207186Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="chteiYuJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[33m[2024-05-28T07:51:30.207277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192022998817265 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:51:30.207658Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:51:30.207789Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.207926Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.208406Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="TlbrHWZr", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:51:30.208481Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000172923000718583 seconds: > [0m
[32m[2024-05-28T07:51:30.208858Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:51:30.209212Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string", json_cmd_token="OWVEecMd")
[2024-05-28T07:51:30.209484Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.209639Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> EOT_Y2gW_", timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.210039Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="NksJJEiH", buffer_size=undef, pattern=[
    "> EOT_Y2gW_"
  ], regexp="> EOT_Y2gW_", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:30.210115Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166403000548598 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:51:30.210389Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:51:30.210500Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.210638Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="Y2gW_-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:51:30.210967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="Y2gW_-0-", pattern="Y2gW_-0-", buffer_size=undef, json_cmd_token="WnOAsxnb", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:30.211048Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016151300042111 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:51:30.211305Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:51:30.211417Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.211542Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.211867Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="KEKVLURm", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:51:30.211939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158992999786278 seconds: # [0m
[32m[2024-05-28T07:51:30.212203Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.212463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VtyZMgDf", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:51:30.212663Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.212802Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:51:30.213125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="DmukGVOV", no_regex=1, record_output=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:30.213202Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165471999935107 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:51:30.213452Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:51:30.213560Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:51:30.213694Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-")
[2024-05-28T07:51:30.214006Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="GLvzocbN", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:30.219578Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00563571699967724 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:51:30.219848Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:51:30.219976Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:51:30.220072Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:51:30.220265Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.220348Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:51:30.220439Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.220533Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:30.220902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="URPusLsV", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:30.220990Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197354000192718 seconds: # [0m
[32m[2024-05-28T07:51:30.221219Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:30.221478Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aNxTURnd", text="systemctl --no-pager restart docker", cmd="backend_type_string")
[2024-05-28T07:51:30.221834Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo yoQuJ-\$?-", json_cmd_token="yaYGgSJV", cmd="backend_type_string")
[2024-05-28T07:51:30.222024Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.222135Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=163, timeout=90)
[2024-05-28T07:51:30.222491Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="TbywrVrm")
[33m[2024-05-28T07:51:30.222580Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194713000382762 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:51:30.222837Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:51:30.223097Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="FvnkSZIC")
[2024-05-28T07:51:30.223308Z] [debug] [pid:107057] tests/containers/container_engine.pm:152 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:51:30.223440Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/yoQuJ-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:30.223786Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="POWQooxk", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)", regexp="(?^u:yoQuJ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:32.840713Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.61691262500062 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:51:32.841463Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T07:51:32.841668Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:192 called testapi::record_info
[2024-05-28T07:51:32.841780Z] [debug] [pid:107057] <<< testapi::record_info(title="connectivity", output="Checking that containers can connect to the host, to each other and outside of the host", result="ok")
[2024-05-28T07:51:32.842089Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:32.842215Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker pull 3.126.238.126:5000/library/alpine", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:51:32.842334Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:32.842457Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:51:32.843261Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="pPopGnWB", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:32.843435Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000398267000491614 seconds: # [0m
[32m[2024-05-28T07:51:32.843853Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:32.844306Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker pull 3.126.238.126:5000/library/alpine", json_cmd_token="aTzaDKnn", cmd="backend_type_string")
[2024-05-28T07:51:32.844899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Y3Ycy-\$?-", cmd="backend_type_string", json_cmd_token="YzhsxGGx")
[2024-05-28T07:51:32.845222Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:32.845381Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-", buffer_size=185, timeout=90)
[2024-05-28T07:51:32.845957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zdPRIKhR", buffer_size=185, pattern=[
    "timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-"
  ])
[33m[2024-05-28T07:51:32.846094Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309245000607916 seconds: timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-$?-[0m
[32m[2024-05-28T07:51:32.846499Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-$?-: ok[0m
[2024-05-28T07:51:32.846920Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wWPoADUV", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:32.847215Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:32.847373Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, regexp=qr/Y3Ycy-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T07:51:32.847849Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=33, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:Y3Ycy-\\d+-)", pattern="(?^u:Y3Ycy-\\d+-)", buffer_size=undef, json_cmd_token="qAvZeMll", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:33.622071Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 49 loops & 0.774266880000141 seconds: Y3Ycy-0-[0m
[32m[2024-05-28T07:51:33.623080Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y3Ycy-\d+-): ok[0m
[2024-05-28T07:51:33.623364Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:51:33.623536Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:33.623699Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:51:33.623872Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:33.624791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qPtRuUDh", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:33.624974Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000430826999945566 seconds: # [0m
[32m[2024-05-28T07:51:33.625451Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:33.626022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity", json_cmd_token="EzqlkFRX")
[2024-05-28T07:51:33.626775Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NeFQR-\$?-", cmd="backend_type_string", json_cmd_token="WkJOFmkR")
[2024-05-28T07:51:33.627115Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:51:33.627319Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=242, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-")
[2024-05-28T07:51:33.628088Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-", pattern=[
    "docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-"
  ], buffer_size=242, json_cmd_token="eEfdCLJJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:33.628297Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000439876999735134 seconds: docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-$?-[0m
[32m[2024-05-28T07:51:33.628734Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-$?-: ok[0m
[2024-05-28T07:51:33.629281Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="AZJLUSIx")
[2024-05-28T07:51:33.629645Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:51:33.629840Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NeFQR-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:33.630468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:NeFQR-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BzBSYTZt", buffer_size=undef, pattern="(?^u:NeFQR-\\d+-)")
[33m[2024-05-28T07:51:34.879118Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 62 loops & 1.24868474600044 seconds: NeFQR-0-[0m
[32m[2024-05-28T07:51:34.880215Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NeFQR-\d+-): ok[0m
[2024-05-28T07:51:34.880485Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.880614Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:51:34.881175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hPKGdGTq", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:34.881283Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264263999270042 seconds: # [0m
[32m[2024-05-28T07:51:34.881557Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:34.881637Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.881690Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptgFO~F.sh :\n \"cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-\" \n")
[2024-05-28T07:51:34.881986Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-\n", cmd="backend_type_string", json_cmd_token="iFwjRMqK")
[2024-05-28T07:51:34.882184Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.882301Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:51:34.882671Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="SVMAUsfq", buffer_size=undef, pattern=[
    "cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-"
  ], regexp="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:34.882764Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020488399968599 seconds: cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-$?-[0m
[32m[2024-05-28T07:51:34.883004Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-$?-: ok[0m
[2024-05-28T07:51:34.883091Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.883192Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.883551Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fWwvmfXb", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:51:34.883623Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183254000148736 seconds: > [0m
[32m[2024-05-28T07:51:34.883858Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:51:34.884136Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker inspect sut_container --format='{{.NetworkSettings.IPAddress}}'\nEOT_gFO~F\n", json_cmd_token="UArZSRuY", cmd="backend_type_string")
[2024-05-28T07:51:34.884328Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.884439Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_gFO~F", buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.884789Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_gFO~F", pattern=[
    "> EOT_gFO~F"
  ], buffer_size=undef, json_cmd_token="vUUcaJUL", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:34.884888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203903000510763 seconds: > EOT_gFO~F[0m
[32m[2024-05-28T07:51:34.885125Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_gFO~F: ok[0m
[2024-05-28T07:51:34.885210Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.885314Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="gFO~F-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.885659Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PrxfLqVr", buffer_size=undef, pattern="gFO~F-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="gFO~F-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:51:34.885949Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000385846999051864 seconds: gFO~F-0-[0m
[32m[2024-05-28T07:51:34.886183Z] [debug] [pid:107057] >>> testapi::wait_serial: gFO~F-0-: ok[0m
[2024-05-28T07:51:34.886272Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.886374Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:51:34.886725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="deVKVTZa", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:34.886808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192354000319028 seconds: # [0m
[32m[2024-05-28T07:51:34.887034Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:34.887308Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-\n", cmd="backend_type_string", json_cmd_token="dDFpMgPG")
[2024-05-28T07:51:34.887496Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.887608Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-")
[2024-05-28T07:51:34.887964Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uhPltVEp", buffer_size=undef, pattern=[
    "echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-"
  ], regexp="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:34.888076Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216342999920016 seconds: echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-$?-[0m
[32m[2024-05-28T07:51:34.888315Z] [debug] [pid:107057] >>> testapi::wait_serial: echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-$?-: ok[0m
[2024-05-28T07:51:34.888403Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:51:34.888514Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDgFO~F-\\d+-", expect_not_found=0, quiet=undef, no_regex=0, record_output=1)
[2024-05-28T07:51:34.888823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uBpbsRCb", buffer_size=undef, pattern="SCRIPT_FINISHEDgFO~F-\\d+-", regexp="SCRIPT_FINISHEDgFO~F-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:34.900259Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0114873189995706 seconds: SCRIPT_FINISHEDgFO~F-0-[0m
[32m[2024-05-28T07:51:34.900614Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDgFO~F-\d+-: ok[0m
[2024-05-28T07:51:34.900766Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:51 called testapi::record_info
[2024-05-28T07:51:34.900864Z] [debug] [pid:107057] <<< testapi::record_info(title="container IP", output="172.17.0.2", result="ok")
[2024-05-28T07:51:34.901117Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.901261Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:34.901677Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="miBeDqXz", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:51:34.901760Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194113999896217 seconds: # [0m
[32m[2024-05-28T07:51:34.901998Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:34.902072Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.902122Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuf8xs.sh :\n \"cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-\" \n")
[2024-05-28T07:51:34.902385Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-\n", json_cmd_token="UHcxdiBM")
[2024-05-28T07:51:34.902565Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.902673Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:34.903020Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-", pattern=[
    "cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-"
  ], buffer_size=undef, json_cmd_token="kAUnKwgl", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:34.903106Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195693999557989 seconds: cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-$?-[0m
[32m[2024-05-28T07:51:34.903344Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-$?-: ok[0m
[2024-05-28T07:51:34.903428Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.903532Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:51:34.903873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="EsduQtlg", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:34.903942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175133000084315 seconds: > [0m
[32m[2024-05-28T07:51:34.904179Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:51:34.904447Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker inspect sut_container --format='{{.NetworkSettings.Gateway}}'\nEOT_uf8xs\n", cmd="backend_type_string", json_cmd_token="QNWZSHdJ")
[2024-05-28T07:51:34.904633Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.904742Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_uf8xs", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:51:34.905082Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_uf8xs"
  ], buffer_size=undef, json_cmd_token="tDkePYDd", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_uf8xs")
[33m[2024-05-28T07:51:34.905168Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189332999070757 seconds: > EOT_uf8xs[0m
[32m[2024-05-28T07:51:34.905398Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uf8xs: ok[0m
[2024-05-28T07:51:34.905484Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.905588Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="uf8xs-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.905924Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="uf8xs-0-", buffer_size=undef, json_cmd_token="qiLsRrnv", no_regex=0, record_output=undef, regexp="uf8xs-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:34.906163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333445001160726 seconds: uf8xs-0-[0m
[32m[2024-05-28T07:51:34.906391Z] [debug] [pid:107057] >>> testapi::wait_serial: uf8xs-0-: ok[0m
[2024-05-28T07:51:34.906477Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.906576Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:51:34.906920Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bjxZbUVk")
[33m[2024-05-28T07:51:34.907003Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186273000508663 seconds: # [0m
[32m[2024-05-28T07:51:34.907230Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:34.907471Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-\n", json_cmd_token="qaowBYjE", cmd="backend_type_string")
[2024-05-28T07:51:34.907642Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.907755Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.908076Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="MlBivHnf", buffer_size=undef, pattern=[
    "echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-"
  ], regexp="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:34.908154Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173143000210985 seconds: echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-$?-[0m
[32m[2024-05-28T07:51:34.908391Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-$?-: ok[0m
[2024-05-28T07:51:34.908476Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:51:34.908579Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDuf8xs-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.908889Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDuf8xs-\\d+-", no_regex=0, record_output=1, json_cmd_token="LFlqkIgy", buffer_size=undef, pattern="SCRIPT_FINISHEDuf8xs-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:34.919401Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0105627129996719 seconds: SCRIPT_FINISHEDuf8xs-0-[0m
[32m[2024-05-28T07:51:34.919754Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuf8xs-\d+-: ok[0m
[2024-05-28T07:51:34.919885Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:58 called testapi::record_info
[2024-05-28T07:51:34.919982Z] [debug] [pid:107057] <<< testapi::record_info(title="container route", output="172.17.0.1", result="ok")
[2024-05-28T07:51:34.920180Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:51:34.920292Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="ping -4 -c3 172.17.0.1", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:34.920419Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:51:34.920522Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.920884Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="XtgkRWgA", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:34.920971Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193293000847916 seconds: # [0m
[32m[2024-05-28T07:51:34.921205Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:34.921467Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FNmNAcrE", text="ping -4 -c3 172.17.0.1", cmd="backend_type_string")
[2024-05-28T07:51:34.921824Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo WONOL-\$?-", json_cmd_token="PcNMdMuS", cmd="backend_type_string")
[2024-05-28T07:51:34.922001Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:51:34.922118Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="ping -4 -c3 172.17.0.1; echo WONOL-\$?-", buffer_size=150, timeout=90)
[2024-05-28T07:51:34.922469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "ping -4 -c3 172.17.0.1; echo WONOL-\$?-"
  ], buffer_size=150, json_cmd_token="aniNRCRU", record_output=undef, no_regex=1, regexp="ping -4 -c3 172.17.0.1; echo WONOL-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:34.922556Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195464001080836 seconds: ping -4 -c3 172.17.0.1; echo WONOL-$?-[0m
[32m[2024-05-28T07:51:34.922785Z] [debug] [pid:107057] >>> testapi::wait_serial: ping -4 -c3 172.17.0.1; echo WONOL-$?-: ok[0m
[2024-05-28T07:51:34.923041Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DyGaDRpm")
[2024-05-28T07:51:34.923224Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:51:34.923336Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/WONOL-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:51:34.923675Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:WONOL-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="EmbqVmKf", buffer_size=undef, pattern="(?^u:WONOL-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:36.949460Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 2.02579257500111 seconds: WONOL-0-[0m
[32m[2024-05-28T07:51:36.950176Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:WONOL-\d+-): ok[0m
[2024-05-28T07:51:36.950372Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:51:36.950491Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:51:36.950597Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:51:36.950711Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:36.951372Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="sRzWHATk", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:36.951480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262894000115921 seconds: # [0m
[32m[2024-05-28T07:51:36.951795Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:36.952183Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1", json_cmd_token="OUTLmSiN")
[2024-05-28T07:51:36.952670Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sgPLBLeT", text="; echo wovga-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:36.952869Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:51:36.952991Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=234)
[2024-05-28T07:51:36.953391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-", pattern=[
    "docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-"
  ], buffer_size=234, json_cmd_token="bNQucEOW", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:36.953505Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0002409839999018 seconds: docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-$?-[0m
[32m[2024-05-28T07:51:36.953752Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-$?-: ok[0m
[2024-05-28T07:51:36.954025Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MbxbdNRM")
[2024-05-28T07:51:36.954216Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:51:36.954329Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/wovga-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:51:36.954682Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZrKIPaos", buffer_size=undef, pattern="(?^u:wovga-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:wovga-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:51:39.966392Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 3.01172547699935 seconds: wovga-0-[0m
[32m[2024-05-28T07:51:39.967060Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wovga-\d+-): ok[0m
[2024-05-28T07:51:39.967249Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:51:39.967373Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="ping -4 -c3 172.17.0.2", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:51:39.967487Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:51:39.967588Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:39.968167Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YHYbrJlU", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:39.968281Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280655000096885 seconds: # [0m
[32m[2024-05-28T07:51:39.968557Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:39.968936Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="ping -4 -c3 172.17.0.2", json_cmd_token="WewWmYfL", cmd="backend_type_string")
[2024-05-28T07:51:39.969462Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo AXoNB-\$?-", json_cmd_token="ctUbyEop", cmd="backend_type_string")
[2024-05-28T07:51:39.969693Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:51:39.969857Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="ping -4 -c3 172.17.0.2; echo AXoNB-\$?-", timeout=90, buffer_size=150)
[2024-05-28T07:51:39.970310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="ping -4 -c3 172.17.0.2; echo AXoNB-\$?-", no_regex=1, record_output=undef, json_cmd_token="DXQHbtCg", buffer_size=150, pattern=[
    "ping -4 -c3 172.17.0.2; echo AXoNB-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:39.970418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236354000662686 seconds: ping -4 -c3 172.17.0.2; echo AXoNB-$?-[0m
[32m[2024-05-28T07:51:39.970725Z] [debug] [pid:107057] >>> testapi::wait_serial: ping -4 -c3 172.17.0.2; echo AXoNB-$?-: ok[0m
[2024-05-28T07:51:39.971066Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="bfLDdQkP", cmd="backend_type_string")
[2024-05-28T07:51:39.971301Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:51:39.971442Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/AXoNB-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:39.971873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:AXoNB-\\d+-)", pattern="(?^u:AXoNB-\\d+-)", buffer_size=undef, json_cmd_token="lOuMNrge", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:51:41.989563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 2.01772092600004 seconds: AXoNB-0-[0m
[32m[2024-05-28T07:51:41.990326Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:AXoNB-\d+-): ok[0m
[2024-05-28T07:51:41.990573Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:51:41.990745Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:51:41.990933Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:51:41.991127Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:51:41.991753Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="MkKaFEZK", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:51:41.991860Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264885000433424 seconds: # [0m
[32m[2024-05-28T07:51:41.992222Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:41.992579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2", json_cmd_token="fBNZvSEC", cmd="backend_type_string")
[2024-05-28T07:51:41.993158Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo JMFnb-\$?-", json_cmd_token="FyuVfqDo")
[2024-05-28T07:51:41.993423Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:51:41.993610Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=235, regexp="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:41.994138Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-"
  ], buffer_size=235, json_cmd_token="RcgvymER", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-")
[33m[2024-05-28T07:51:41.994266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000264293999862275 seconds: docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-$?-[0m
[32m[2024-05-28T07:51:41.994635Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-$?-: ok[0m
[2024-05-28T07:51:41.994983Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZNDhmlpq", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:41.995313Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:51:41.995496Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/JMFnb-\d+-/u)
[2024-05-28T07:51:41.996055Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:JMFnb-\\d+-)", buffer_size=undef, json_cmd_token="JOreZXhv", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:JMFnb-\\d+-)")
[33m[2024-05-28T07:51:45.012699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 3.01678235299914 seconds: JMFnb-0-[0m
[32m[2024-05-28T07:51:45.013382Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JMFnb-\d+-): ok[0m
[2024-05-28T07:51:45.013603Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:45.013787Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 ping -4 -c3 8.8.8.8", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:51:45.013920Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:45.014055Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:51:45.014652Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zVgeXBfN")
[33m[2024-05-28T07:51:45.014750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239193999732379 seconds: # [0m
[32m[2024-05-28T07:51:45.015052Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:45.015362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 ping -4 -c3 8.8.8.8", cmd="backend_type_string", json_cmd_token="gMBCKjeV")
[2024-05-28T07:51:45.015775Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gsWCFyTY", text="; echo _IPuC-\$?-", cmd="backend_type_string")
[2024-05-28T07:51:45.016012Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:45.016171Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=159, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-")
[2024-05-28T07:51:45.016532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-", pattern=[
    "timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-"
  ], buffer_size=159, json_cmd_token="PuhREawY", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:45.016614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177122999957646 seconds: timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-$?-[0m
[32m[2024-05-28T07:51:45.016894Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-$?-: ok[0m
[2024-05-28T07:51:45.017168Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="grOtNXBk", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:45.017386Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:45.017528Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=33, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/_IPuC-\d+-/u)
[2024-05-28T07:51:45.017906Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LQRXPrkx", buffer_size=undef, pattern="(?^u:_IPuC-\\d+-)", regexp="(?^u:_IPuC-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=33)
[33m[2024-05-28T07:51:47.044853Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 2.02696777500023 seconds: _IPuC-0-[0m
[32m[2024-05-28T07:51:47.045558Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_IPuC-\d+-): ok[0m
[2024-05-28T07:51:47.045774Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:47.045910Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:51:47.046032Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:47.046161Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:51:47.046777Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dLZFWEsu", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:47.046874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254313999903388 seconds: # [0m
[32m[2024-05-28T07:51:47.047190Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:47.047562Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8", json_cmd_token="yGHdOjkz")
[2024-05-28T07:51:47.048053Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo SuaFn-\$?-", json_cmd_token="wckRQtgc")
[2024-05-28T07:51:47.048336Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:47.048505Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=243, regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:51:47.048903Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LXJaPmLt", buffer_size=243, pattern=[
    "timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-"
  ], regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:51:47.049010Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000230424000619678 seconds: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-$?-[0m
[32m[2024-05-28T07:51:47.049356Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-$?-: ok[0m
[2024-05-28T07:51:47.049627Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QSxlepkm", text="\n", cmd="backend_type_string")
[2024-05-28T07:51:47.049841Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:47.050Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=33, regexp=qr/SuaFn-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:51:47.050374Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:SuaFn-\\d+-)", buffer_size=undef, json_cmd_token="xuKFzrlO", expect_not_found=0, quiet=undef, timeout=33, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:SuaFn-\\d+-)")
[33m[2024-05-28T07:51:50.043516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 2.99313127599999 seconds: SuaFn-0-[0m
[32m[2024-05-28T07:51:50.044296Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:SuaFn-\d+-): ok[0m
[2024-05-28T07:51:50.044510Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:50.044638Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 ping -4 -c3 google.com", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:51:50.044756Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:50.044884Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:51:50.045543Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pFBZCMTL")
[33m[2024-05-28T07:51:50.045693Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000325234999763779 seconds: # [0m
[32m[2024-05-28T07:51:50.046061Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:50.046443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 ping -4 -c3 google.com", json_cmd_token="rEEbUIxu", cmd="backend_type_string")
[2024-05-28T07:51:50.046896Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo I9p1C-\$?-", json_cmd_token="RitIlelJ", cmd="backend_type_string")
[2024-05-28T07:51:50.047119Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:50.047268Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-", timeout=90, buffer_size=162)
[2024-05-28T07:51:50.047727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-"
  ], buffer_size=162, json_cmd_token="BcMstGDT")
[33m[2024-05-28T07:51:50.047837Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239064000197686 seconds: timeout  30 ping -4 -c3 google.com; echo I9p1C-$?-[0m
[32m[2024-05-28T07:51:50.048143Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 ping -4 -c3 google.com; echo I9p1C-$?-: ok[0m
[2024-05-28T07:51:50.048437Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QUMoOtEY")
[2024-05-28T07:51:50.048720Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:50.048902Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/I9p1C-\d+-/u, buffer_size=undef, timeout=33)
[2024-05-28T07:51:50.049526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:I9p1C-\\d+-)", buffer_size=undef, json_cmd_token="NfHNbDiq", quiet=undef, expect_not_found=0, timeout=33, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:I9p1C-\\d+-)")
[33m[2024-05-28T07:51:52.070213Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 2.02076417799981 seconds: I9p1C-0-[0m
[32m[2024-05-28T07:51:52.070891Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:I9p1C-\d+-): ok[0m
[2024-05-28T07:51:52.071105Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:52.071241Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:51:52.071362Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:52.071492Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:51:52.072047Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EsJkzMrn")
[33m[2024-05-28T07:51:52.072151Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269414000285906 seconds: # [0m
[32m[2024-05-28T07:51:52.072434Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:52.072735Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com", json_cmd_token="fzreOmpY", cmd="backend_type_string")
[2024-05-28T07:51:52.073138Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo FWPKo-\$?-", json_cmd_token="plpFqNxX")
[2024-05-28T07:51:52.073424Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:52.073676Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=246, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-")
[2024-05-28T07:51:52.074302Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-"
  ], buffer_size=246, json_cmd_token="ECsVkkcR", no_regex=1, record_output=undef, regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:51:52.074444Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000274064999757684 seconds: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-$?-[0m
[32m[2024-05-28T07:51:52.074816Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-$?-: ok[0m
[2024-05-28T07:51:52.075147Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="TtWpVjfH")
[2024-05-28T07:51:52.075378Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:51:52.075506Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, regexp=qr/FWPKo-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:51:52.075949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:FWPKo-\\d+-)", timeout=33, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:FWPKo-\\d+-)", buffer_size=undef, json_cmd_token="FjwiDMXv")
[33m[2024-05-28T07:51:55.146705Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 3.07078198499948 seconds: FWPKo-0-[0m
[32m[2024-05-28T07:51:55.147450Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:FWPKo-\d+-): ok[0m
[2024-05-28T07:51:55.147662Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:51:55.147784Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker kill sut_container", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:51:55.147906Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:51:55.148048Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:51:55.148790Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gSaOSKCl", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:51:55.148956Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000357417000486748 seconds: # [0m
[32m[2024-05-28T07:51:55.149292Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:51:55.149620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker kill sut_container", json_cmd_token="zrhUYjxH", cmd="backend_type_string")
[2024-05-28T07:51:55.150047Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo S37Pq-\$?-", cmd="backend_type_string", json_cmd_token="wZEKlCxy")
[2024-05-28T07:51:55.150260Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:51:55.150407Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=153, regexp="docker kill sut_container; echo S37Pq-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:51:55.150797Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker kill sut_container; echo S37Pq-\$?-", no_regex=1, record_output=undef, json_cmd_token="vlhXqvvP", buffer_size=153, pattern=[
    "docker kill sut_container; echo S37Pq-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:51:55.150900Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217703000089386 seconds: docker kill sut_container; echo S37Pq-$?-[0m
[32m[2024-05-28T07:51:55.151183Z] [debug] [pid:107057] >>> testapi::wait_serial: docker kill sut_container; echo S37Pq-$?-: ok[0m
[2024-05-28T07:51:55.151467Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="izXWkjYi")
[2024-05-28T07:51:55.151682Z] [debug] [pid:107057] tests/containers/container_engine.pm:155 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:51:55.151823Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/S37Pq-\d+-/u)
[2024-05-28T07:51:55.152194Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vHKwFaYY", buffer_size=undef, pattern="(?^u:S37Pq-\\d+-)", regexp="(?^u:S37Pq-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:05.457582Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 10.3054027879989 seconds: S37Pq-0-[0m
[32m[2024-05-28T07:52:05.458254Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:S37Pq-\d+-): ok[0m
[2024-05-28T07:52:05.458546Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.458699Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:05.459268Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mPCcKscl", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:05.459367Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254443999438081 seconds: # [0m
[32m[2024-05-28T07:52:05.459548Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:05.459641Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.459703Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptlEtfG.sh :\n \"cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-\$?-\" \n")
[2024-05-28T07:52:05.460014Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-\$?-\n", json_cmd_token="CwPpIwEs")
[2024-05-28T07:52:05.460253Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.460439Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:05.460966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-\$?-", record_output=undef, no_regex=1, json_cmd_token="fYQSMtIH", buffer_size=undef, pattern=[
    "cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-\$?-"
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:05.461128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000306545000057667 seconds: cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-$?-[0m
[32m[2024-05-28T07:52:05.461339Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptlEtfG.sh << 'EOT_lEtfG'; echo lEtfG-$?-: ok[0m
[2024-05-28T07:52:05.461438Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.461560Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:05.461932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="WHUzAkSD", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:05.462006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185443001100793 seconds: > [0m
[32m[2024-05-28T07:52:05.462169Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:05.462448Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker search --no-trunc --format 'table {{.Name}} {{.Description}}' tumbleweed\nEOT_lEtfG\n", json_cmd_token="hCrutjbb", cmd="backend_type_string")
[2024-05-28T07:52:05.462644Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.462777Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_lEtfG", timeout=90, buffer_size=undef)
[2024-05-28T07:52:05.463136Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_lEtfG", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="OMZzSTzs", buffer_size=undef, pattern=[
    "> EOT_lEtfG"
  ])
[33m[2024-05-28T07:52:05.463223Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196083999981056 seconds: > EOT_lEtfG[0m
[32m[2024-05-28T07:52:05.463383Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_lEtfG: ok[0m
[2024-05-28T07:52:05.463479Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.463601Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="lEtfG-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:05.463950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="lEtfG-0-", buffer_size=undef, json_cmd_token="xnVvvHbZ", no_regex=0, record_output=undef, regexp="lEtfG-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:05.466055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00212254599864536 seconds: lEtfG-0-[0m
[32m[2024-05-28T07:52:05.466365Z] [debug] [pid:107057] >>> testapi::wait_serial: lEtfG-0-: ok[0m
[2024-05-28T07:52:05.466488Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.466629Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:05.467033Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kBUbpgPX")
[33m[2024-05-28T07:52:05.467129Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212002998523531 seconds: # [0m
[32m[2024-05-28T07:52:05.467307Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:05.467588Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lXxlVpuF", text="echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:05.467813Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.467951Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:05.468348Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-\$?-", pattern=[
    "echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-\$?-"
  ], buffer_size=undef, json_cmd_token="HiJywFeJ", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:05.468455Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217224000152783 seconds: echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-$?-[0m
[32m[2024-05-28T07:52:05.468623Z] [debug] [pid:107057] >>> testapi::wait_serial: echo lEtfG; bash -oe pipefail /tmp/scriptlEtfG.sh ; echo SCRIPT_FINISHEDlEtfG-$?-: ok[0m
[2024-05-28T07:52:05.468725Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:59 called testapi::validate_script_output
[2024-05-28T07:52:05.468849Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDlEtfG-\\d+-", quiet=1, no_regex=0, expect_not_found=0, record_output=1, timeout=300, buffer_size=undef)
[2024-05-28T07:52:05.469213Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDlEtfG-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=300, quiet=1, expect_not_found=0, json_cmd_token="vAZILtpg", buffer_size=undef, pattern="SCRIPT_FINISHEDlEtfG-\\d+-")
[33m[2024-05-28T07:52:05.792594Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.32332685899928 seconds: SCRIPT_FINISHEDlEtfG-0-[0m
[32m[2024-05-28T07:52:05.793297Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDlEtfG-\d+-: ok[0m
[2024-05-28T07:52:05.796087Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:62 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:05.796241Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed", quiet=undef, output="", timeout=603, die_on_timeout=1)
[2024-05-28T07:52:05.796379Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:62 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:05.796531Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:52:05.797315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="hwEgYqfn", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:05.797446Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000357827000698308 seconds: # [0m
[32m[2024-05-28T07:52:05.797998Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:05.798357Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="rZprULCg")
[2024-05-28T07:52:05.798779Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo CldOZ-\$?-", json_cmd_token="PujyliEC")
[2024-05-28T07:52:05.799061Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:62 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:05.799229Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed; echo CldOZ-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=200, timeout=90)
[2024-05-28T07:52:05.799579Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pnDqtaue", buffer_size=200, pattern=[
    "timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed; echo CldOZ-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed; echo CldOZ-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:05.799658Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170773000718327 seconds: timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed; echo CldOZ-$?-[0m
[32m[2024-05-28T07:52:05.799934Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker image pull registry.opensuse.org/opensuse/tumbleweed; echo CldOZ-$?-: ok[0m
[2024-05-28T07:52:05.800193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="hWkWXEkj", cmd="backend_type_string")
[2024-05-28T07:52:05.800427Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:62 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:05.800573Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=603, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/CldOZ-\d+-/u)
[2024-05-28T07:52:05.800897Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=603, regexp="(?^u:CldOZ-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="AAtqTxKe", buffer_size=undef, pattern="(?^u:CldOZ-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:08.428672Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 152 loops & 2.62775715200041 seconds: CldOZ-0-[0m
[32m[2024-05-28T07:52:08.429444Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:CldOZ-\d+-): ok[0m
[2024-05-28T07:52:08.429708Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.429865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:08.430451Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="mSBSqiBz", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:08.430556Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266144999841345 seconds: # [0m
[32m[2024-05-28T07:52:08.430744Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.430848Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.430913Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script2fWJp.sh :\n \"cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\" \n")
[2024-05-28T07:52:08.431227Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\n", cmd="backend_type_string", json_cmd_token="UZXKWUWO")
[2024-05-28T07:52:08.431474Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.431687Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-", record_output=undef, quiet=1, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:08.432191Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-", pattern=[
    "cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-"
  ], buffer_size=undef, json_cmd_token="UDuSkBoK", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:08.432339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000316354999085888 seconds: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-[0m
[32m[2024-05-28T07:52:08.432627Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-: ok[0m
[2024-05-28T07:52:08.432751Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.432889Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T07:52:08.433376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="zshSOWvu", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:08.433470Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000228524000704056 seconds: > [0m
[32m[2024-05-28T07:52:08.433649Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:08.433957Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image ls\nEOT_2fWJp\n", cmd="backend_type_string", json_cmd_token="YswvCZjl")
[2024-05-28T07:52:08.434206Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.434349Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> EOT_2fWJp", timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.434745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="zGbfdlyW", buffer_size=undef, pattern=[
    "> EOT_2fWJp"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> EOT_2fWJp", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:08.434839Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208713001484284 seconds: > EOT_2fWJp[0m
[32m[2024-05-28T07:52:08.435009Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_2fWJp: ok[0m
[2024-05-28T07:52:08.435110Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.435244Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=1, regexp="2fWJp-0-")
[2024-05-28T07:52:08.435600Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="ZbtMdQNM", buffer_size=undef, pattern="2fWJp-0-", regexp="2fWJp-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:08.435780Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269554000624339 seconds: 2fWJp-0-[0m
[32m[2024-05-28T07:52:08.436060Z] [debug] [pid:107057] >>> testapi::wait_serial: 2fWJp-0-: ok[0m
[2024-05-28T07:52:08.436257Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.436459Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:08.436858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mQSHhLQf", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:08.436957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224433999392204 seconds: # [0m
[32m[2024-05-28T07:52:08.437205Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.437564Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yrFVQaSX", text="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:08.437816Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.437968Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", record_output=undef, quiet=1, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:08.438418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-"
  ], buffer_size=undef, json_cmd_token="NwDNSXTv", record_output=undef, no_regex=1, regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:08.438516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216004000321846 seconds: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-[0m
[32m[2024-05-28T07:52:08.438702Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-: ok[0m
[2024-05-28T07:52:08.438785Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:63 called testapi::validate_script_output
[2024-05-28T07:52:08.438889Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=1, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHED2fWJp-\\d+-")
[2024-05-28T07:52:08.439334Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="ypFnncBK", buffer_size=undef, pattern="SCRIPT_FINISHED2fWJp-\\d+-", regexp="SCRIPT_FINISHED2fWJp-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:08.454971Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 47 loops & 0.0157454620002682 seconds: SCRIPT_FINISHED2fWJp-0-[0m
[32m[2024-05-28T07:52:08.455384Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED2fWJp-\d+-: ok[0m
[2024-05-28T07:52:08.455827Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:66 called testapi::assert_script_run
[2024-05-28T07:52:08.455988Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:08.456164Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:66 called testapi::assert_script_run
[2024-05-28T07:52:08.456328Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:52:08.456884Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vJtaFFjJ", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:08.456984Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237993999689934 seconds: # [0m
[32m[2024-05-28T07:52:08.457326Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.457718Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ECbcUUDD", text="docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity", cmd="backend_type_string")
[2024-05-28T07:52:08.458149Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo IBNbb-\$?-", json_cmd_token="fSmaIDeQ")
[2024-05-28T07:52:08.458363Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:66 called testapi::assert_script_run
[2024-05-28T07:52:08.458545Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity; echo IBNbb-\$?-", buffer_size=226, timeout=90)
[2024-05-28T07:52:08.458926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity; echo IBNbb-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="gqxiGibb", buffer_size=226, pattern=[
    "docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity; echo IBNbb-\$?-"
  ])
[33m[2024-05-28T07:52:08.459051Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000206902999707381 seconds: docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity; echo IBNbb-$?-[0m
[32m[2024-05-28T07:52:08.459329Z] [debug] [pid:107057] >>> testapi::wait_serial: docker create --name basic_test_container registry.opensuse.org/opensuse/tumbleweed sleep infinity; echo IBNbb-$?-: ok[0m
[2024-05-28T07:52:08.459649Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="OxOpnBgJ", cmd="backend_type_string")
[2024-05-28T07:52:08.459882Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:66 called testapi::assert_script_run
[2024-05-28T07:52:08.460048Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/IBNbb-\d+-/u)
[2024-05-28T07:52:08.460444Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:IBNbb-\\d+-)", buffer_size=undef, json_cmd_token="qxlBmDxl", no_regex=0, record_output=undef, regexp="(?^u:IBNbb-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:08.565145Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.104730956998537 seconds: IBNbb-0-[0m
[32m[2024-05-28T07:52:08.565812Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:IBNbb-\d+-): ok[0m
[2024-05-28T07:52:08.566230Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.566493Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.567284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="mPqmcgZj", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:08.567441Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000413877000028151 seconds: # [0m
[32m[2024-05-28T07:52:08.567695Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.567852Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.567954Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptTcyp5.sh :\n \"cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-\" \n")
[2024-05-28T07:52:08.568435Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SPzVbEss", text="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:08.568748Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.568972Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:52:08.569588Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-"
  ], buffer_size=undef, json_cmd_token="SqYZtobe")
[33m[2024-05-28T07:52:08.569760Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000328996000462212 seconds: cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-$?-[0m
[32m[2024-05-28T07:52:08.570028Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-$?-: ok[0m
[2024-05-28T07:52:08.570171Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.570357Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:52:08.570938Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="WUxVeqIN", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:52:08.571054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000270864999038167 seconds: > [0m
[32m[2024-05-28T07:52:08.571260Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:08.571628Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container ls --all\nEOT_Tcyp5\n", json_cmd_token="cQdXpZBl")
[2024-05-28T07:52:08.571876Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.572069Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_Tcyp5", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:08.572528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LBOcXPTU", buffer_size=undef, pattern=[
    "> EOT_Tcyp5"
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_Tcyp5", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:08.572643Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266193999777897 seconds: > EOT_Tcyp5[0m
[32m[2024-05-28T07:52:08.572822Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Tcyp5: ok[0m
[2024-05-28T07:52:08.572962Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.573133Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=0, expect_not_found=0, record_output=undef, regexp="Tcyp5-0-")
[2024-05-28T07:52:08.573604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="Tcyp5-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="njjrLXmb", buffer_size=undef, pattern="Tcyp5-0-")
[33m[2024-05-28T07:52:08.573727Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260635000813636 seconds: Tcyp5-0-[0m
[32m[2024-05-28T07:52:08.573911Z] [debug] [pid:107057] >>> testapi::wait_serial: Tcyp5-0-: ok[0m
[2024-05-28T07:52:08.574042Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.574205Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.574638Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YOrmItaK", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:08.574722Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000234604000070249 seconds: # [0m
[32m[2024-05-28T07:52:08.574892Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.575206Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-\n", json_cmd_token="zLHEbKbB", cmd="backend_type_string")
[2024-05-28T07:52:08.575435Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.575608Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:08.576066Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dKDapNcz", buffer_size=undef, pattern=[
    "echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:08.576195Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000299035000352887 seconds: echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-$?-[0m
[32m[2024-05-28T07:52:08.576412Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-$?-: ok[0m
[2024-05-28T07:52:08.576542Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:67 called testapi::validate_script_output
[2024-05-28T07:52:08.576708Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDTcyp5-\\d+-", expect_not_found=0, no_regex=0, quiet=1, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.577144Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHEDTcyp5-\\d+-", buffer_size=undef, json_cmd_token="uAqaBZxi", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDTcyp5-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:08.589514Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.0125043160005589 seconds: SCRIPT_FINISHEDTcyp5-0-[0m
[32m[2024-05-28T07:52:08.589796Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDTcyp5-\d+-: ok[0m
[2024-05-28T07:52:08.590106Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:70 called testapi::assert_script_run
[2024-05-28T07:52:08.590225Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start basic_test_container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:08.590339Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:70 called testapi::assert_script_run
[2024-05-28T07:52:08.590467Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.590904Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="KKWxKRZU", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:08.590996Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209964000532636 seconds: # [0m
[32m[2024-05-28T07:52:08.591291Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:08.591608Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ggVEnRPs", text="docker container start basic_test_container", cmd="backend_type_string")
[2024-05-28T07:52:08.592021Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo htmpk-\$?-", cmd="backend_type_string", json_cmd_token="oWqHTKTK")
[2024-05-28T07:52:08.592240Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:70 called testapi::assert_script_run
[2024-05-28T07:52:08.592387Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=171, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker container start basic_test_container; echo htmpk-\$?-")
[2024-05-28T07:52:08.592839Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container start basic_test_container; echo htmpk-\$?-"
  ], buffer_size=171, json_cmd_token="OjsganOw", record_output=undef, no_regex=1, regexp="docker container start basic_test_container; echo htmpk-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:08.592945Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215173999094986 seconds: docker container start basic_test_container; echo htmpk-$?-[0m
[32m[2024-05-28T07:52:08.593269Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start basic_test_container; echo htmpk-$?-: ok[0m
[2024-05-28T07:52:08.593572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="rNySdYIK")
[2024-05-28T07:52:08.593790Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:70 called testapi::assert_script_run
[2024-05-28T07:52:08.593938Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/htmpk-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:08.594301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AyGbIRTs", buffer_size=undef, pattern="(?^u:htmpk-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:htmpk-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:52:09.171955Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.57764578699971 seconds: htmpk-0-[0m
[32m[2024-05-28T07:52:09.172639Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:htmpk-\d+-): ok[0m
[2024-05-28T07:52:09.172898Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.173050Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.173630Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="OcUkbNpH", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:09.173732Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257763998888549 seconds: # [0m
[32m[2024-05-28T07:52:09.173921Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.174015Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.174079Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:09.174402Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", cmd="backend_type_string", json_cmd_token="Jhwooyjw")
[2024-05-28T07:52:09.174623Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.174765Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", record_output=undef, quiet=1, expect_not_found=0, no_regex=1)
[2024-05-28T07:52:09.175193Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="MtBfANSe", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ])
[33m[2024-05-28T07:52:09.175311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235323999731918 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:09.175494Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:09.175596Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.175722Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0)
[2024-05-28T07:52:09.176129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="lPyIpPgX", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.176204Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000195233000340522 seconds: > [0m
[32m[2024-05-28T07:52:09.176379Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.176673Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uQhcdcpS", text="docker ps\nEOT_Pwi5h\n", cmd="backend_type_string")
[2024-05-28T07:52:09.176877Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.177011Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_Pwi5h", timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.177391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_Pwi5h"
  ], buffer_size=undef, json_cmd_token="DpfcfJvr", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_Pwi5h")
[33m[2024-05-28T07:52:09.177480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194583999473252 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:09.177645Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:09.177742Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.177867Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="Pwi5h-0-", quiet=1, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:09.178243Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TbMrQcoc", buffer_size=undef, pattern="Pwi5h-0-", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="Pwi5h-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:52:09.178337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199813999643084 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:09.178498Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:09.178598Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.178719Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.179116Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IkMAAnpA", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:09.179188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000163013000928913 seconds: # [0m
[32m[2024-05-28T07:52:09.179406Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.179854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", json_cmd_token="jsONPwhb")
[2024-05-28T07:52:09.180140Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.180295Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, expect_not_found=0, no_regex=1, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.180688Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="KPqtbuwh", buffer_size=undef, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ])
[33m[2024-05-28T07:52:09.180791Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218532999497256 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:09.180956Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:09.181061Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:71 called testapi::validate_script_output
[2024-05-28T07:52:09.181193Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", quiet=1, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T07:52:09.181550Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="StnPXPUX", buffer_size=undef, pattern="SCRIPT_FINISHEDPwi5h-\\d+-", regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.195606Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.0141426840000349 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:09.195851Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:09.196173Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.196315Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:09.196746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="MZHKmbKq", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.196843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214313999094884 seconds: # [0m
[32m[2024-05-28T07:52:09.197014Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.197102Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.197171Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:09.197474Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", json_cmd_token="HppdNRcC", cmd="backend_type_string")
[2024-05-28T07:52:09.197675Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.197808Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.198204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ESuzgtnN", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:09.198298Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208503999601817 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:09.198460Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:09.198553Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.198674Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.199061Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="FWoMuUkn", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.199136Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187952999112895 seconds: > [0m
[32m[2024-05-28T07:52:09.199294Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.199587Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", cmd="backend_type_string", json_cmd_token="hviaEXKt")
[2024-05-28T07:52:09.199780Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.199910Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="> EOT_oCklV", timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.200353Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> EOT_oCklV"
  ], buffer_size=undef, json_cmd_token="iaIbHsha", record_output=undef, no_regex=1, regexp="> EOT_oCklV", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.200454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246764000621624 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:09.200704Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:09.200849Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.201039Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=1, expect_not_found=0, record_output=undef, regexp="oCklV-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.201549Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="BZPMpjsm", buffer_size=undef, pattern="oCklV-0-", regexp="oCklV-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.201662Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260673999946448 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:09.201841Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:09.201942Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.202063Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:52:09.202443Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="gtIHXjPj", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:09.202518Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018706299852056 seconds: # [0m
[32m[2024-05-28T07:52:09.202682Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.202964Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", cmd="backend_type_string", json_cmd_token="ukRLPHOM")
[2024-05-28T07:52:09.203170Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.203303Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-")
[2024-05-28T07:52:09.203680Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ], buffer_size=undef, json_cmd_token="ZmLjBHXH", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:09.203774Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206814000193845 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:09.203937Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:09.204045Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:72 called testapi::validate_script_output
[2024-05-28T07:52:09.204173Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=1, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDoCklV-\\d+-")
[2024-05-28T07:52:09.204552Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="lAcUmGvU", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-")
[33m[2024-05-28T07:52:09.215358Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0108905179986323 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:09.215595Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:09.215837Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:73 called testapi::assert_script_run
[2024-05-28T07:52:09.215964Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker pause basic_test_container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:09.216093Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:73 called testapi::assert_script_run
[2024-05-28T07:52:09.216219Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:52:09.216668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zsJKpYXK", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.216768Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224002998947981 seconds: # [0m
[32m[2024-05-28T07:52:09.217040Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.217356Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker pause basic_test_container", json_cmd_token="RIXYtoxW", cmd="backend_type_string")
[2024-05-28T07:52:09.217843Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo E8pX4-\$?-", cmd="backend_type_string", json_cmd_token="CXsVbsSC")
[2024-05-28T07:52:09.218069Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:73 called testapi::assert_script_run
[2024-05-28T07:52:09.218207Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="docker pause basic_test_container; echo E8pX4-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:09.218593Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker pause basic_test_container; echo E8pX4-\$?-", pattern=[
    "docker pause basic_test_container; echo E8pX4-\$?-"
  ], buffer_size=161, json_cmd_token="kNowLIJF", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:09.218688Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206013999559218 seconds: docker pause basic_test_container; echo E8pX4-$?-[0m
[32m[2024-05-28T07:52:09.218973Z] [debug] [pid:107057] >>> testapi::wait_serial: docker pause basic_test_container; echo E8pX4-$?-: ok[0m
[2024-05-28T07:52:09.219257Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="nOySfRoA")
[2024-05-28T07:52:09.219492Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:73 called testapi::assert_script_run
[2024-05-28T07:52:09.219646Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/E8pX4-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.220025Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:E8pX4-\\d+-)", buffer_size=undef, json_cmd_token="dEBANqTU", record_output=undef, no_regex=0, regexp="(?^u:E8pX4-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.247137Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0271965690008074 seconds: E8pX4-0-[0m
[32m[2024-05-28T07:52:09.247511Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:E8pX4-\d+-): ok[0m
[2024-05-28T07:52:09.247673Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.247793Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.248214Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="fEEOzMsY", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.248311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218873999983771 seconds: # [0m
[32m[2024-05-28T07:52:09.248481Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.248558Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.248611Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:09.248894Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="uvVmQtOY", cmd="backend_type_string")
[2024-05-28T07:52:09.249083Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.249197Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", quiet=1, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.249608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="TQaTjRym", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ])
[33m[2024-05-28T07:52:09.249700Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204304000362754 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:09.249856Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:09.249936Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.250038Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:09.250390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="xERcbngR", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.250461Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179963000846328 seconds: > [0m
[32m[2024-05-28T07:52:09.250606Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.250905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", json_cmd_token="RyoXensk", cmd="backend_type_string")
[2024-05-28T07:52:09.251089Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.251204Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> EOT_Pwi5h")
[2024-05-28T07:52:09.251585Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_Pwi5h", no_regex=1, record_output=undef, json_cmd_token="PyenoqPG", buffer_size=undef, pattern=[
    "> EOT_Pwi5h"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:09.251680Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208913999813376 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:09.251836Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:09.251918Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.252032Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=1, expect_not_found=0, record_output=undef, regexp="Pwi5h-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.252414Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="npEbTZoP", buffer_size=undef, pattern="Pwi5h-0-", regexp="Pwi5h-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.252915Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000602120000621653 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:09.253079Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:09.253160Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.253261Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:52:09.253645Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dzSRnooN")
[33m[2024-05-28T07:52:09.253736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204313999347505 seconds: # [0m
[32m[2024-05-28T07:52:09.253883Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.254164Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nORMKwWN", text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:09.254340Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.254449Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.254823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="PDhKUZjw", no_regex=1, record_output=undef, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.254916Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205753998670843 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:09.255078Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:09.255160Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:76 called testapi::validate_script_output
[2024-05-28T07:52:09.255261Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, quiet=1, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.255634Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDPwi5h-\\d+-", buffer_size=undef, json_cmd_token="wNQSyouT", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPwi5h-\\d+-")
[33m[2024-05-28T07:52:09.267035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 38 loops & 0.0114922470002057 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:09.267257Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:09.269198Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.269345Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ")
[2024-05-28T07:52:09.269788Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="ObZbRejU", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.269882Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208804000067175 seconds: # [0m
[32m[2024-05-28T07:52:09.270059Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.270146Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.270207Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:09.270508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", cmd="backend_type_string", json_cmd_token="bvrpgMtc")
[2024-05-28T07:52:09.270709Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.270842Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:09.271233Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="XOScWGPS", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.271326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205923999601509 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:09.271496Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:09.271599Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.271724Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.272118Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="wZnAkSCA", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:52:09.272194Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000198073999854387 seconds: > [0m
[32m[2024-05-28T07:52:09.272353Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.272640Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", json_cmd_token="GwQgwxTI", cmd="backend_type_string")
[2024-05-28T07:52:09.272819Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.272924Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_oCklV")
[2024-05-28T07:52:09.273290Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> EOT_oCklV"
  ], buffer_size=undef, json_cmd_token="lGXhLGIr", no_regex=1, record_output=undef, regexp="> EOT_oCklV", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.273382Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199263000467909 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:09.273528Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:09.273604Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.273702Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="oCklV-0-", expect_not_found=0, no_regex=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.274070Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="oCklV-0-", pattern="oCklV-0-", buffer_size=undef, json_cmd_token="tGMFMiIk", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:09.274218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245404999077437 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:09.274366Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:09.274443Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.274540Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef)
[2024-05-28T07:52:09.274858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hhyjVNJW", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:09.274932Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158962000568863 seconds: # [0m
[32m[2024-05-28T07:52:09.275070Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.275329Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tFljYaUM", text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:09.275492Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.275598Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-")
[2024-05-28T07:52:09.275926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="MAHixHni", buffer_size=undef, pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ], regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.276011Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166842999533401 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:09.276154Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:09.276230Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:77 called testapi::validate_script_output
[2024-05-28T07:52:09.276328Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.276642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-", pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="xXheqFcb", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:09.289066Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0124866459991608 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:09.289287Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:09.289522Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:09.289633Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker unpause basic_test_container", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:52:09.289740Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:09.289865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:52:09.290282Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zvIgtOos", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:09.290374Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204144000235829 seconds: # [0m
[32m[2024-05-28T07:52:09.290673Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.290981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker unpause basic_test_container", json_cmd_token="BdtpmTeB")
[2024-05-28T07:52:09.291390Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ce4tY-\$?-", json_cmd_token="AkbpBJkg")
[2024-05-28T07:52:09.291605Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:09.291741Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker unpause basic_test_container; echo Ce4tY-\$?-")
[2024-05-28T07:52:09.292230Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker unpause basic_test_container; echo Ce4tY-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="kJtAVofv", buffer_size=163, pattern=[
    "docker unpause basic_test_container; echo Ce4tY-\$?-"
  ])
[33m[2024-05-28T07:52:09.292349Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278375000561937 seconds: docker unpause basic_test_container; echo Ce4tY-$?-[0m
[32m[2024-05-28T07:52:09.292695Z] [debug] [pid:107057] >>> testapi::wait_serial: docker unpause basic_test_container; echo Ce4tY-$?-: ok[0m
[2024-05-28T07:52:09.293013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="CmQLBZCj")
[2024-05-28T07:52:09.293250Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:09.293389Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/Ce4tY-\d+-/u)
[2024-05-28T07:52:09.293770Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:Ce4tY-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="pvnIyqwO", buffer_size=undef, pattern="(?^u:Ce4tY-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:09.313976Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.020290460999604 seconds: Ce4tY-0-[0m
[32m[2024-05-28T07:52:09.314331Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ce4tY-\d+-): ok[0m
[2024-05-28T07:52:09.314502Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.314638Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:09.315038Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DbNBpsDg", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:09.315133Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205603999347659 seconds: # [0m
[32m[2024-05-28T07:52:09.315308Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.315398Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.315460Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:09.315748Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="exAfTPTt", cmd="backend_type_string")
[2024-05-28T07:52:09.315970Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.316125Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-")
[2024-05-28T07:52:09.316523Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="adzibshe", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-")
[33m[2024-05-28T07:52:09.316621Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211243999729049 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:09.316794Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:09.316892Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.317016Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T07:52:09.317392Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="iGZVDumC", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.317466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183022999408422 seconds: > [0m
[32m[2024-05-28T07:52:09.317631Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.317906Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", json_cmd_token="XkXYLytS", cmd="backend_type_string")
[2024-05-28T07:52:09.318180Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.318344Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Pwi5h", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.318824Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_Pwi5h"
  ], buffer_size=undef, json_cmd_token="tvxLpOYl", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_Pwi5h")
[33m[2024-05-28T07:52:09.318923Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221412999962922 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:09.319101Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:09.319198Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.319322Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="Pwi5h-0-", record_output=undef, expect_not_found=0, no_regex=0, quiet=1)
[2024-05-28T07:52:09.319690Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="Pwi5h-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="wKWkUUxz", buffer_size=undef, pattern="Pwi5h-0-")
[33m[2024-05-28T07:52:09.319788Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202343000637484 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:09.319957Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:09.320078Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.320210Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:52:09.320582Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pWAlwIst", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.320673Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199443999008508 seconds: # [0m
[32m[2024-05-28T07:52:09.320820Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.321089Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", json_cmd_token="JHfVhEHV")
[2024-05-28T07:52:09.321268Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.321379Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.321739Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="UGDidnxb", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-")
[33m[2024-05-28T07:52:09.321829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202492999960668 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:09.321978Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:09.322058Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:83 called testapi::validate_script_output
[2024-05-28T07:52:09.322160Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, quiet=1, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.322501Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="geaAzdAR", buffer_size=undef, pattern="SCRIPT_FINISHEDPwi5h-\\d+-")
[33m[2024-05-28T07:52:09.333775Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.0113412860009703 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:09.334061Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:09.334408Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.334549Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.335026Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="JyuyHHXT", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.335134Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235254001381691 seconds: # [0m
[32m[2024-05-28T07:52:09.335316Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.335405Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.335466Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:09.335770Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", json_cmd_token="sqdZOMaa", cmd="backend_type_string")
[2024-05-28T07:52:09.336026Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.336174Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.336604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, no_regex=1, json_cmd_token="wHyVEWzY", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:09.336707Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225153999053873 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:09.336933Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:09.337057Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.337220Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.337635Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CTqcBJCA", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:09.337711Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000186903000212624 seconds: > [0m
[32m[2024-05-28T07:52:09.337897Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:09.338210Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", json_cmd_token="dtRnAFgp")
[2024-05-28T07:52:09.338420Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.338554Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_oCklV")
[2024-05-28T07:52:09.338937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="PDECkmCW", buffer_size=undef, pattern=[
    "> EOT_oCklV"
  ], regexp="> EOT_oCklV", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:09.339036Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206712998988223 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:09.339204Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:09.339297Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.339420Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="oCklV-0-", no_regex=0, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.339794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="oCklV-0-", buffer_size=undef, json_cmd_token="zSAZYZfR", record_output=undef, no_regex=0, regexp="oCklV-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:09.340062Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000329335000060382 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:09.340330Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:09.340471Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.340635Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:09.341129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="xlmguZZt", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:09.341235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231784000789048 seconds: # [0m
[32m[2024-05-28T07:52:09.341431Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.341739Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", json_cmd_token="yWGbzdcM")
[2024-05-28T07:52:09.341956Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.342098Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-")
[2024-05-28T07:52:09.342478Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="BfRUOIYC", buffer_size=undef, pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ])
[33m[2024-05-28T07:52:09.342556Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017205299991474 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:09.342719Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:09.342806Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:84 called testapi::validate_script_output
[2024-05-28T07:52:09.342920Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDoCklV-\\d+-", expect_not_found=0, quiet=1, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:52:09.343253Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="MSzbVUVz", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-")
[33m[2024-05-28T07:52:09.354029Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0108319760001905 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:09.354255Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:09.354496Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:85 called testapi::assert_script_run
[2024-05-28T07:52:09.354609Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop basic_test_container", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:09.354718Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:85 called testapi::assert_script_run
[2024-05-28T07:52:09.354842Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:52:09.355294Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HwhyFqnQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:09.355370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200832999325939 seconds: # [0m
[32m[2024-05-28T07:52:09.355662Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:09.355969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker stop basic_test_container", cmd="backend_type_string", json_cmd_token="RZJZJxeq")
[2024-05-28T07:52:09.356383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ZeLEc-\$?-", cmd="backend_type_string", json_cmd_token="iXARgMmx")
[2024-05-28T07:52:09.356599Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:85 called testapi::assert_script_run
[2024-05-28T07:52:09.356745Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker stop basic_test_container; echo ZeLEc-\$?-")
[2024-05-28T07:52:09.357128Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker stop basic_test_container; echo ZeLEc-\$?-", pattern=[
    "docker stop basic_test_container; echo ZeLEc-\$?-"
  ], buffer_size=160, json_cmd_token="LKPCaFKr", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:09.357207Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171163001141394 seconds: docker stop basic_test_container; echo ZeLEc-$?-[0m
[32m[2024-05-28T07:52:09.357498Z] [debug] [pid:107057] >>> testapi::wait_serial: docker stop basic_test_container; echo ZeLEc-$?-: ok[0m
[2024-05-28T07:52:09.357793Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="oXxQxSbO")
[2024-05-28T07:52:09.358012Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:85 called testapi::assert_script_run
[2024-05-28T07:52:09.358163Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/ZeLEc-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:09.358528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:ZeLEc-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:ZeLEc-\\d+-)", buffer_size=undef, json_cmd_token="UxkfYBvO")
[33m[2024-05-28T07:52:21.818240Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.4597066700007 seconds: ZeLEc-0-[0m
[32m[2024-05-28T07:52:21.818900Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZeLEc-\d+-): ok[0m
[2024-05-28T07:52:21.819139Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.819290Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:21.819885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BYXcoJxT", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:21.819985Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261425000644522 seconds: # [0m
[32m[2024-05-28T07:52:21.820259Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:21.820338Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.820391Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:21.820705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="shbyPThP")
[2024-05-28T07:52:21.820905Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.821022Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-")
[2024-05-28T07:52:21.821415Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="TdWOTeib")
[33m[2024-05-28T07:52:21.821511Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214593999771751 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:21.821763Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:21.821850Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.821954Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:21.822336Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="paAXilCo", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:52:21.822421Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000197154000488808 seconds: > [0m
[32m[2024-05-28T07:52:21.822668Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:21.823176Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", json_cmd_token="ZzOTgrde", cmd="backend_type_string")
[2024-05-28T07:52:21.823456Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.823584Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_Pwi5h", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:52:21.823982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_Pwi5h", record_output=undef, no_regex=1, json_cmd_token="GFbQebsX", buffer_size=undef, pattern=[
    "> EOT_Pwi5h"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:21.824085Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209363999601919 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:21.824340Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:21.824424Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.824526Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="Pwi5h-0-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:52:21.824861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="WaTcBodv", buffer_size=undef, pattern="Pwi5h-0-", regexp="Pwi5h-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:21.824947Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170552000781754 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:21.825185Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:21.825272Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.825373Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:21.825704Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="iWHLMTuD", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:21.825794Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180893001015647 seconds: # [0m
[32m[2024-05-28T07:52:21.826084Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:21.826688Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", json_cmd_token="itERwHDd")
[2024-05-28T07:52:21.827260Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.827481Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:21.828102Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dvgEoHAW", buffer_size=undef, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:21.828267Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000304234999930486 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:21.829065Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:21.829190Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:86 called testapi::script_output
[2024-05-28T07:52:21.829336Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:21.829863Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mJtXVFcy", buffer_size=undef, pattern="SCRIPT_FINISHEDPwi5h-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:52:21.839854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 0.0101521649994538 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:21.840231Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:21.840454Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.840596Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:21.841037Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DtuPIdnk", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:21.841135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223003000428434 seconds: # [0m
[32m[2024-05-28T07:52:21.841353Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:21.841456Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.841524Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:21.841834Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", json_cmd_token="dpmyhZqL", cmd="backend_type_string")
[2024-05-28T07:52:21.842058Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.842198Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-")
[2024-05-28T07:52:21.842590Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="zCiROPtE", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:21.842704Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225664000026882 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:21.842876Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:21.842972Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.843094Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef)
[2024-05-28T07:52:21.843469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="DZGoYsIa", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:52:21.843541Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018164299945056 seconds: > [0m
[32m[2024-05-28T07:52:21.843704Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:21.843991Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", json_cmd_token="HpnPJUou")
[2024-05-28T07:52:21.844203Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.844330Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, expect_not_found=0, no_regex=1, regexp="> EOT_oCklV")
[2024-05-28T07:52:21.844704Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JuYirabq", buffer_size=undef, pattern=[
    "> EOT_oCklV"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> EOT_oCklV", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:21.844791Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194754000403918 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:21.844977Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:21.845072Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.845192Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=1, no_regex=0, regexp="oCklV-0-")
[2024-05-28T07:52:21.845555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="oCklV-0-", pattern="oCklV-0-", buffer_size=undef, json_cmd_token="BMDiuoTc", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:21.845648Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192772999071167 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:21.845811Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:21.845906Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.846023Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:52:21.846398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="xGszBQrW", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:21.846481Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191473000086262 seconds: # [0m
[32m[2024-05-28T07:52:21.846642Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:21.846926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", json_cmd_token="GhSgRLXL", cmd="backend_type_string")
[2024-05-28T07:52:21.847123Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.847262Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", quiet=1, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:21.847646Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", no_regex=1, record_output=undef, json_cmd_token="JdththmC", buffer_size=undef, pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:21.847736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202543000341393 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:21.847897Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:21.847988Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:91 called testapi::validate_script_output
[2024-05-28T07:52:21.848130Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDoCklV-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:21.848507Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-", pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="qfbaWpCr", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:21.858914Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0105040809994534 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:21.859098Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:21.859325Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:92 called testapi::assert_script_run
[2024-05-28T07:52:21.859430Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start basic_test_container", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:52:21.859535Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:92 called testapi::assert_script_run
[2024-05-28T07:52:21.859653Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:52:21.860049Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="buaqlpZg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:21.860138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206044000151451 seconds: # [0m
[32m[2024-05-28T07:52:21.860411Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:21.860702Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start basic_test_container", cmd="backend_type_string", json_cmd_token="rqhNxzav")
[2024-05-28T07:52:21.861184Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo htmpk-\$?-", cmd="backend_type_string", json_cmd_token="RueqMDuJ")
[2024-05-28T07:52:21.861403Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:92 called testapi::assert_script_run
[2024-05-28T07:52:21.861539Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=171, regexp="docker container start basic_test_container; echo htmpk-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:52:21.862047Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container start basic_test_container; echo htmpk-\$?-"
  ], buffer_size=171, json_cmd_token="ZdCDLiaU", no_regex=1, record_output=undef, regexp="docker container start basic_test_container; echo htmpk-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:21.862168Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000308515000142506 seconds: docker container start basic_test_container; echo htmpk-$?-[0m
[32m[2024-05-28T07:52:21.862536Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start basic_test_container; echo htmpk-$?-: ok[0m
[2024-05-28T07:52:21.862874Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aovyvCJH", text="\n", cmd="backend_type_string")
[2024-05-28T07:52:21.863100Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:92 called testapi::assert_script_run
[2024-05-28T07:52:21.863238Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/htmpk-\d+-/u)
[2024-05-28T07:52:21.863705Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:htmpk-\\d+-)", pattern="(?^u:htmpk-\\d+-)", buffer_size=undef, json_cmd_token="RWeSetqM", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:22.412877Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.549254087000008 seconds: htmpk-0-[0m
[32m[2024-05-28T07:52:22.413609Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:htmpk-\d+-): ok[0m
[2024-05-28T07:52:22.413928Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.414091Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.414724Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="EwkFdehx", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:22.414831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282253999102977 seconds: # [0m
[32m[2024-05-28T07:52:22.415063Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:22.415166Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.415236Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:22.415570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="yQUFuxxu")
[2024-05-28T07:52:22.415840Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.416009Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.416433Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZNXcBEFN", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:22.416533Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220703999730176 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:22.416748Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:22.416867Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.417005Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:22.417368Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="yOsusfoR", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:22.417432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000165563000336988 seconds: > [0m
[32m[2024-05-28T07:52:22.417633Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:22.417913Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", json_cmd_token="fiMTTlhZ", cmd="backend_type_string")
[2024-05-28T07:52:22.418162Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.418315Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Pwi5h", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:22.418662Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_Pwi5h", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="VgwLxkcn", buffer_size=undef, pattern=[
    "> EOT_Pwi5h"
  ])
[33m[2024-05-28T07:52:22.418736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169812999956775 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:22.418934Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:22.419061Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.419200Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=0, expect_not_found=0, regexp="Pwi5h-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:22.419533Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="zWnRmZQB", buffer_size=undef, pattern="Pwi5h-0-", regexp="Pwi5h-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:22.419614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016506300016772 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:22.419813Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:22.419935Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.420120Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:22.420632Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SBlIyHeA", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:22.420716Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206953000088106 seconds: # [0m
[32m[2024-05-28T07:52:22.420939Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:22.421231Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", json_cmd_token="DDxtyqVC", cmd="backend_type_string")
[2024-05-28T07:52:22.421473Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.421630Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-")
[2024-05-28T07:52:22.421978Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="BGyFiBqx", no_regex=1, record_output=undef, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:22.422053Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164442000823328 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:22.422256Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:22.422376Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:93 called testapi::validate_script_output
[2024-05-28T07:52:22.422516Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, quiet=1, expect_not_found=0, no_regex=0)
[2024-05-28T07:52:22.422850Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", pattern="SCRIPT_FINISHEDPwi5h-\\d+-", buffer_size=undef, json_cmd_token="AcHvjlvk", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:22.435342Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 30 loops & 0.012554306000311 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:22.435562Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:22.435870Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.436022Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.436859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CRCVBvKG")
[33m[2024-05-28T07:52:22.437009Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000341315999321523 seconds: # [0m
[32m[2024-05-28T07:52:22.437248Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:22.437321Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.437371Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:22.437728Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", json_cmd_token="gdVZEauh", cmd="backend_type_string")
[2024-05-28T07:52:22.437975Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.438106Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-")
[2024-05-28T07:52:22.438504Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="cBSIuqzc", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:22.438599Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209342999369255 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:22.438792Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:22.438888Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.439Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.439379Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="aLJdIMFU")
[33m[2024-05-28T07:52:22.439454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184602999070194 seconds: > [0m
[32m[2024-05-28T07:52:22.439633Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:22.439968Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EacJUXyE", text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", cmd="backend_type_string")
[2024-05-28T07:52:22.440189Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.440330Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_oCklV")
[2024-05-28T07:52:22.440752Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> EOT_oCklV"
  ], buffer_size=undef, json_cmd_token="ThXJirDd", no_regex=1, record_output=undef, regexp="> EOT_oCklV", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:22.440849Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218102999497205 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:22.441033Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:22.441151Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.441305Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="oCklV-0-", expect_not_found=0, no_regex=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.441683Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="oCklV-0-", record_output=undef, no_regex=0, json_cmd_token="zKgLDpSf", buffer_size=undef, pattern="oCklV-0-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:22.441778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194003001524834 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:22.441953Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:22.442067Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.442213Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:52:22.442620Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FyJEIgWs", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:22.442689Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000193043000763282 seconds: # [0m
[32m[2024-05-28T07:52:22.442853Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:22.443127Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", json_cmd_token="DADtflxi")
[2024-05-28T07:52:22.443337Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.443492Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:22.443869Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ], buffer_size=undef, json_cmd_token="BCkYOBGy")
[33m[2024-05-28T07:52:22.443957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018321300012758 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:22.444154Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:22.444274Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:94 called testapi::validate_script_output
[2024-05-28T07:52:22.444425Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDoCklV-\\d+-", no_regex=0, quiet=1, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:52:22.444769Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDoCklV-\\d+-", pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="KnZfCken", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:22.455506Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0107888260008622 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:22.455776Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:22.456054Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:95 called testapi::assert_script_run
[2024-05-28T07:52:22.456187Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container restart basic_test_container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:22.456311Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:95 called testapi::assert_script_run
[2024-05-28T07:52:22.456448Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:52:22.456924Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lfBUUSBa", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:22.457016Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219214000026113 seconds: # [0m
[32m[2024-05-28T07:52:22.457266Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:22.457671Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JTOBMeLy", text="docker container restart basic_test_container", cmd="backend_type_string")
[2024-05-28T07:52:22.458167Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo DTsMl-\$?-", json_cmd_token="lumCxypy", cmd="backend_type_string")
[2024-05-28T07:52:22.458392Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:95 called testapi::assert_script_run
[2024-05-28T07:52:22.458540Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=173, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container restart basic_test_container; echo DTsMl-\$?-")
[2024-05-28T07:52:22.458995Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="gzmKRtBE", buffer_size=173, pattern=[
    "docker container restart basic_test_container; echo DTsMl-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker container restart basic_test_container; echo DTsMl-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:22.459087Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228183000217541 seconds: docker container restart basic_test_container; echo DTsMl-$?-[0m
[32m[2024-05-28T07:52:22.459344Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container restart basic_test_container; echo DTsMl-$?-: ok[0m
[2024-05-28T07:52:22.459610Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="krfuqeJX", cmd="backend_type_string")
[2024-05-28T07:52:22.459806Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:95 called testapi::assert_script_run
[2024-05-28T07:52:22.459919Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/DTsMl-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:52:22.460269Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:DTsMl-\\d+-)", buffer_size=undef, json_cmd_token="wGFmbIWw", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:DTsMl-\\d+-)")
[33m[2024-05-28T07:52:35.380520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.9202436060004 seconds: DTsMl-0-[0m
[32m[2024-05-28T07:52:35.381223Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:DTsMl-\d+-): ok[0m
[2024-05-28T07:52:35.381481Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.381629Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ")
[2024-05-28T07:52:35.382293Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VXGWXAMD", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:35.382401Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271204000455327 seconds: # [0m
[32m[2024-05-28T07:52:35.382670Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:35.382792Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.382861Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:35.383300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="ppgxFpss")
[2024-05-28T07:52:35.383634Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.383790Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:35.384346Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="ipjwvoko")
[33m[2024-05-28T07:52:35.384466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245354000071529 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:35.384756Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:35.384873Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.385013Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:35.385554Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="cCqyvUgk", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:52:35.385643Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000227304000873119 seconds: > [0m
[32m[2024-05-28T07:52:35.385928Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:35.386355Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", cmd="backend_type_string", json_cmd_token="TyDmqmCJ")
[2024-05-28T07:52:35.386593Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.386719Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_Pwi5h", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:35.387142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> EOT_Pwi5h"
  ], buffer_size=undef, json_cmd_token="IYZRXQYQ", no_regex=1, record_output=undef, regexp="> EOT_Pwi5h", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:35.387229Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199993999558501 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:35.387393Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:35.387476Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.387580Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="Pwi5h-0-", no_regex=0, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:35.387952Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="Pwi5h-0-", record_output=undef, no_regex=0, json_cmd_token="rnZgjHfr", buffer_size=undef, pattern="Pwi5h-0-", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:35.388059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198762998479651 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:35.388218Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:35.388303Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.388403Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:35.388777Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="KVroNIQm", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:35.388858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181973000508151 seconds: # [0m
[32m[2024-05-28T07:52:35.389014Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:35.389309Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZzIViDrj", text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:35.389488Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.389596Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:35.389930Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ], buffer_size=undef, json_cmd_token="fAASbbba", no_regex=1, record_output=undef, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:35.390012Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177933001396013 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:35.390155Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:35.390235Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:96 called testapi::validate_script_output
[2024-05-28T07:52:35.390334Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDPwi5h-\\d+-", record_output=1, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:35.390646Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", no_regex=0, record_output=1, json_cmd_token="MkeBQznv", buffer_size=undef, pattern="SCRIPT_FINISHEDPwi5h-\\d+-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:35.402827Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.0122363819991733 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:35.403082Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:35.403394Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.403537Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T07:52:35.403957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GfBbyxgo", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:35.404062Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228113000048324 seconds: # [0m
[32m[2024-05-28T07:52:35.404280Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:35.404379Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.404447Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptoCklV.sh :\n \"cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\" \n")
[2024-05-28T07:52:35.404754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-\n", json_cmd_token="XkaRjJxP", cmd="backend_type_string")
[2024-05-28T07:52:35.405009Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.405167Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:35.405562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="JmkREbLG", buffer_size=undef, pattern=[
    "cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-"
  ], regexp="cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:35.405652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206173999686143 seconds: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-[0m
[32m[2024-05-28T07:52:35.405869Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptoCklV.sh << 'EOT_oCklV'; echo oCklV-$?-: ok[0m
[2024-05-28T07:52:35.406008Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.406151Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> ")
[2024-05-28T07:52:35.406540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="HGepZwqn")
[33m[2024-05-28T07:52:35.406612Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000190552998901694 seconds: > [0m
[32m[2024-05-28T07:52:35.406814Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:35.407096Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container inspect --format='{{.State.Running}}' basic_test_container\nEOT_oCklV\n", cmd="backend_type_string", json_cmd_token="DoxGvzrR")
[2024-05-28T07:52:35.407406Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.407553Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> EOT_oCklV")
[2024-05-28T07:52:35.407914Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> EOT_oCklV"
  ], buffer_size=undef, json_cmd_token="lyDeispw", record_output=undef, no_regex=1, regexp="> EOT_oCklV", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:35.407999Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195483000425156 seconds: > EOT_oCklV[0m
[32m[2024-05-28T07:52:35.408179Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_oCklV: ok[0m
[2024-05-28T07:52:35.408279Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.408404Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=0, expect_not_found=0, regexp="oCklV-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:35.408767Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="oCklV-0-", buffer_size=undef, json_cmd_token="nTtPeqVR", record_output=undef, no_regex=0, regexp="oCklV-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:35.409055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000387276000765269 seconds: oCklV-0-[0m
[32m[2024-05-28T07:52:35.409215Z] [debug] [pid:107057] >>> testapi::wait_serial: oCklV-0-: ok[0m
[2024-05-28T07:52:35.409314Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.409436Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=1, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:35.409799Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="grEpcuxd", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:35.409884Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192944000446005 seconds: # [0m
[32m[2024-05-28T07:52:35.410039Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:35.410284Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DnUCKpFS", text="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:52:35.410467Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.410603Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", expect_not_found=0, no_regex=1, quiet=1, record_output=undef)
[2024-05-28T07:52:35.410927Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fPTmvhFS", buffer_size=undef, pattern=[
    "echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:35.411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160613000844023 seconds: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-[0m
[32m[2024-05-28T07:52:35.411159Z] [debug] [pid:107057] >>> testapi::wait_serial: echo oCklV; bash -oe pipefail /tmp/scriptoCklV.sh ; echo SCRIPT_FINISHEDoCklV-$?-: ok[0m
[2024-05-28T07:52:35.411258Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:97 called testapi::validate_script_output
[2024-05-28T07:52:35.411381Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDoCklV-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=1)
[2024-05-28T07:52:35.411690Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDoCklV-\\d+-", pattern="SCRIPT_FINISHEDoCklV-\\d+-", buffer_size=undef, json_cmd_token="llENyUjm", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:35.422012Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0103891700000531 seconds: SCRIPT_FINISHEDoCklV-0-[0m
[32m[2024-05-28T07:52:35.422186Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDoCklV-\d+-: ok[0m
[2024-05-28T07:52:35.422420Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:100 called testapi::assert_script_run
[2024-05-28T07:52:35.422532Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:35.422639Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:100 called testapi::assert_script_run
[2024-05-28T07:52:35.422758Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:52:35.423100Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SnTbDICj", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:35.423183Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186433000635589 seconds: # [0m
[32m[2024-05-28T07:52:35.423447Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:35.423721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'", json_cmd_token="ZAwghSPI")
[2024-05-28T07:52:35.424095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xTSoKUDq", text="; echo IipI0-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:35.424297Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:100 called testapi::assert_script_run
[2024-05-28T07:52:35.424442Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=230, timeout=90, regexp="docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'; echo IipI0-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:35.424806Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'; echo IipI0-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'; echo IipI0-\$?-"
  ], buffer_size=230, json_cmd_token="eRoCsoaG")
[33m[2024-05-28T07:52:35.424907Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000212004000786692 seconds: docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'; echo IipI0-$?-[0m
[32m[2024-05-28T07:52:35.425176Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name logs_test registry.opensuse.org/opensuse/tumbleweed echo 'log test canary string'; echo IipI0-$?-: ok[0m
[2024-05-28T07:52:35.425440Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="MpcXWydA", cmd="backend_type_string")
[2024-05-28T07:52:35.425645Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:100 called testapi::assert_script_run
[2024-05-28T07:52:35.425784Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/IipI0-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:52:35.426136Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="EBtrNcJk", buffer_size=undef, pattern="(?^u:IipI0-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:IipI0-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:52:36.032581Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.606445553999947 seconds: IipI0-0-[0m
[32m[2024-05-28T07:52:36.033327Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:IipI0-\d+-): ok[0m
[2024-05-28T07:52:36.033624Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.033779Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.034421Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="whphFkRY", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:36.034529Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273755000307574 seconds: # [0m
[32m[2024-05-28T07:52:36.034797Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.034923Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.034994Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptfW~yz.sh :\n \"cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-\$?-\" \n")
[2024-05-28T07:52:36.035354Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-\$?-\n", cmd="backend_type_string", json_cmd_token="nNjvUcOc")
[2024-05-28T07:52:36.035663Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.035811Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-\$?-", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:36.036290Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="YsLwrUAA", buffer_size=undef, pattern=[
    "cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-\$?-"
  ], regexp="cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:36.036388Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021229400044831 seconds: cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-$?-[0m
[32m[2024-05-28T07:52:36.036572Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptfW~yz.sh << 'EOT_fW~yz'; echo fW~yz-$?-: ok[0m
[2024-05-28T07:52:36.036679Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.036805Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.037193Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="lcCbNVpA", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:52:36.037283Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000195053000425105 seconds: > [0m
[32m[2024-05-28T07:52:36.037449Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:36.037740Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZafMnhlt", text="timeout --foreground --kill-after 5s 90s docker logs logs_test\nEOT_fW~yz\n", cmd="backend_type_string")
[2024-05-28T07:52:36.037947Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.038090Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="> EOT_fW~yz", buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.038466Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="EZJppnQG", buffer_size=undef, pattern=[
    "> EOT_fW~yz"
  ], regexp="> EOT_fW~yz", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:36.038554Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199522999537294 seconds: > EOT_fW~yz[0m
[32m[2024-05-28T07:52:36.038715Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_fW~yz: ok[0m
[2024-05-28T07:52:36.038816Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.038941Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="fW~yz-0-", no_regex=0, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.039289Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="fW~yz-0-", buffer_size=undef, json_cmd_token="flkTLhxM", record_output=undef, no_regex=0, regexp="fW~yz-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:36.039817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000624670999968657 seconds: fW~yz-0-[0m
[32m[2024-05-28T07:52:36.039984Z] [debug] [pid:107057] >>> testapi::wait_serial: fW~yz-0-: ok[0m
[2024-05-28T07:52:36.040115Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.040252Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:36.040633Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="wOEMOezv", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:36.040720Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194113999896217 seconds: # [0m
[32m[2024-05-28T07:52:36.040879Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.041150Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-\$?-\n", cmd="backend_type_string", json_cmd_token="ycoDBVzH")
[2024-05-28T07:52:36.041358Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.041491Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.041853Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-\$?-", pattern=[
    "echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-\$?-"
  ], buffer_size=undef, json_cmd_token="mWcSCCxE", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:36.041943Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199453999812249 seconds: echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-$?-[0m
[32m[2024-05-28T07:52:36.042102Z] [debug] [pid:107057] >>> testapi::wait_serial: echo fW~yz; bash -oe pipefail /tmp/scriptfW~yz.sh ; echo SCRIPT_FINISHEDfW~yz-$?-: ok[0m
[2024-05-28T07:52:36.042203Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:102 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:52:36.042326Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=98, buffer_size=undef, regexp="SCRIPT_FINISHEDfW~yz-\\d+-", expect_not_found=0, no_regex=0, quiet=1, record_output=1)
[2024-05-28T07:52:36.042678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDfW~yz-\\d+-", timeout=98, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHEDfW~yz-\\d+-", buffer_size=undef, json_cmd_token="mLsoigir")
[33m[2024-05-28T07:52:36.466483Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.423827642998731 seconds: SCRIPT_FINISHEDfW~yz-0-[0m
[32m[2024-05-28T07:52:36.466932Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDfW~yz-\d+-: ok[0m
[2024-05-28T07:52:36.467365Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:103 called testapi::assert_script_run
[2024-05-28T07:52:36.467554Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container stop logs_test", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:36.467712Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:103 called testapi::assert_script_run
[2024-05-28T07:52:36.467883Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:36.468495Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CddNzTPK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:36.468610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271425000391901 seconds: # [0m
[32m[2024-05-28T07:52:36.468911Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.469402Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NHXfRQLL", text="docker container stop logs_test", cmd="backend_type_string")
[2024-05-28T07:52:36.469974Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 4xHh_-\$?-", json_cmd_token="lWJhnbUk", cmd="backend_type_string")
[2024-05-28T07:52:36.470279Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:103 called testapi::assert_script_run
[2024-05-28T07:52:36.470480Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container stop logs_test; echo 4xHh_-\$?-", buffer_size=159, timeout=90)
[2024-05-28T07:52:36.471100Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker container stop logs_test; echo 4xHh_-\$?-"
  ], buffer_size=159, json_cmd_token="qJLYjzWM", no_regex=1, record_output=undef, regexp="docker container stop logs_test; echo 4xHh_-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:36.471253Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000340696000421303 seconds: docker container stop logs_test; echo 4xHh_-$?-[0m
[32m[2024-05-28T07:52:36.471739Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container stop logs_test; echo 4xHh_-$?-: ok[0m
[2024-05-28T07:52:36.472199Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="SUfPuNtm", cmd="backend_type_string")
[2024-05-28T07:52:36.472526Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:103 called testapi::assert_script_run
[2024-05-28T07:52:36.472723Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/4xHh_-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.473295Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:4xHh_-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="IXNwbiQs", buffer_size=undef, pattern="(?^u:4xHh_-\\d+-)")
[33m[2024-05-28T07:52:36.482982Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.009867941000266 seconds: 4xHh_-0-[0m
[32m[2024-05-28T07:52:36.483348Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:4xHh_-\d+-): ok[0m
[2024-05-28T07:52:36.483485Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:104 called testapi::assert_script_run
[2024-05-28T07:52:36.483596Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container rm logs_test", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:36.483707Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:104 called testapi::assert_script_run
[2024-05-28T07:52:36.483838Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:52:36.484284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hzggzOqP", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:36.484373Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200713000594988 seconds: # [0m
[32m[2024-05-28T07:52:36.484632Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.484906Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container rm logs_test", json_cmd_token="IkEXyWLu")
[2024-05-28T07:52:36.485455Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0f6Vf-\$?-", json_cmd_token="jVQciztL", cmd="backend_type_string")
[2024-05-28T07:52:36.485771Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:104 called testapi::assert_script_run
[2024-05-28T07:52:36.485966Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container rm logs_test; echo 0f6Vf-\$?-", buffer_size=157, timeout=90)
[2024-05-28T07:52:36.486570Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container rm logs_test; echo 0f6Vf-\$?-"
  ], buffer_size=157, json_cmd_token="ShyOizAi", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker container rm logs_test; echo 0f6Vf-\$?-")
[33m[2024-05-28T07:52:36.486714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000322416000926751 seconds: docker container rm logs_test; echo 0f6Vf-$?-[0m
[32m[2024-05-28T07:52:36.487108Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container rm logs_test; echo 0f6Vf-$?-: ok[0m
[2024-05-28T07:52:36.487552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="VDhIGqKM")
[2024-05-28T07:52:36.487862Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:104 called testapi::assert_script_run
[2024-05-28T07:52:36.488068Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/0f6Vf-\d+-/u)
[2024-05-28T07:52:36.488658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="AJelJbTW", buffer_size=undef, pattern="(?^u:0f6Vf-\\d+-)", regexp="(?^u:0f6Vf-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:36.509215Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0207238870007131 seconds: 0f6Vf-0-[0m
[32m[2024-05-28T07:52:36.509538Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0f6Vf-\d+-): ok[0m
[2024-05-28T07:52:36.509662Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:107 called testapi::assert_script_run
[2024-05-28T07:52:36.509764Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container exec basic_test_container touch /canary", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:36.509863Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:107 called testapi::assert_script_run
[2024-05-28T07:52:36.509982Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:36.510540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EQjPYCot", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:36.510669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293035000140662 seconds: # [0m
[32m[2024-05-28T07:52:36.511040Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.511342Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container exec basic_test_container touch /canary", json_cmd_token="XQavpCFv")
[2024-05-28T07:52:36.511755Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo WzEJW-\$?-", cmd="backend_type_string", json_cmd_token="yMCwyALB")
[2024-05-28T07:52:36.511966Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:107 called testapi::assert_script_run
[2024-05-28T07:52:36.512118Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=184, regexp="docker container exec basic_test_container touch /canary; echo WzEJW-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:36.512584Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container exec basic_test_container touch /canary; echo WzEJW-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="NprMzgSe", buffer_size=184, pattern=[
    "docker container exec basic_test_container touch /canary; echo WzEJW-\$?-"
  ])
[33m[2024-05-28T07:52:36.512696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239904999034479 seconds: docker container exec basic_test_container touch /canary; echo WzEJW-$?-[0m
[32m[2024-05-28T07:52:36.512976Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container exec basic_test_container touch /canary; echo WzEJW-$?-: ok[0m
[2024-05-28T07:52:36.513269Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="yHUqChLe")
[2024-05-28T07:52:36.513483Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:107 called testapi::assert_script_run
[2024-05-28T07:52:36.513616Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/WzEJW-\d+-/u)
[2024-05-28T07:52:36.514016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:WzEJW-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="oaDqcVMP", buffer_size=undef, pattern="(?^u:WzEJW-\\d+-)")
[33m[2024-05-28T07:52:36.603011Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0890795269988303 seconds: WzEJW-0-[0m
[32m[2024-05-28T07:52:36.603418Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:WzEJW-\d+-): ok[0m
[2024-05-28T07:52:36.603547Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:108 called testapi::assert_script_run
[2024-05-28T07:52:36.603677Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container commit basic_test_container example.com/tw-commit_test", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:36.603791Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:108 called testapi::assert_script_run
[2024-05-28T07:52:36.603934Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:52:36.604552Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="usdxjAJM")
[33m[2024-05-28T07:52:36.604659Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230264000492753 seconds: # [0m
[32m[2024-05-28T07:52:36.605015Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.605401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container commit basic_test_container example.com/tw-commit_test", json_cmd_token="McHALZhd", cmd="backend_type_string")
[2024-05-28T07:52:36.605905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Mb9b2-\$?-", json_cmd_token="MIAudLrQ")
[2024-05-28T07:52:36.606227Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:108 called testapi::assert_script_run
[2024-05-28T07:52:36.606518Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=199, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container commit basic_test_container example.com/tw-commit_test; echo Mb9b2-\$?-")
[2024-05-28T07:52:36.607055Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container commit basic_test_container example.com/tw-commit_test; echo Mb9b2-\$?-"
  ], buffer_size=199, json_cmd_token="Hiqivikd", record_output=undef, no_regex=1, regexp="docker container commit basic_test_container example.com/tw-commit_test; echo Mb9b2-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:36.607170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267675000941381 seconds: docker container commit basic_test_container example.com/tw-commit_test; echo Mb9b2-$?-[0m
[32m[2024-05-28T07:52:36.607502Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container commit basic_test_container example.com/tw-commit_test; echo Mb9b2-$?-: ok[0m
[2024-05-28T07:52:36.607844Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LBZqzmrl", cmd="backend_type_string")
[2024-05-28T07:52:36.608117Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:108 called testapi::assert_script_run
[2024-05-28T07:52:36.608276Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/Mb9b2-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:52:36.609231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:Mb9b2-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Mb9b2-\\d+-)", buffer_size=undef, json_cmd_token="qnMhSwkX")
[33m[2024-05-28T07:52:36.662734Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0535953149992565 seconds: Mb9b2-0-[0m
[32m[2024-05-28T07:52:36.663144Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Mb9b2-\d+-): ok[0m
[2024-05-28T07:52:36.663348Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.663491Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.663913Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="wUHlVVXn", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:36.663993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188993999472586 seconds: # [0m
[32m[2024-05-28T07:52:36.664172Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.664252Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.664306Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptk3QZV.sh :\n \"cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-\" \n")
[2024-05-28T07:52:36.664630Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-\n", json_cmd_token="UJVncHwE")
[2024-05-28T07:52:36.664849Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.664966Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.665328Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FfYhQJGg", buffer_size=undef, pattern=[
    "cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:36.665409Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172662999830209 seconds: cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-$?-[0m
[32m[2024-05-28T07:52:36.665574Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-$?-: ok[0m
[2024-05-28T07:52:36.665659Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.665766Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> ")
[2024-05-28T07:52:36.666104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="VUaIDHDl", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:52:36.666167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151902999277809 seconds: > [0m
[32m[2024-05-28T07:52:36.666323Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:36.666580Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image ls --all\nEOT_k3QZV\n", json_cmd_token="uqvPibSH", cmd="backend_type_string")
[2024-05-28T07:52:36.666772Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.666882Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="> EOT_k3QZV", timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.667214Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> EOT_k3QZV"
  ], buffer_size=undef, json_cmd_token="zCVGeWEO", record_output=undef, no_regex=1, regexp="> EOT_k3QZV", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:36.667291Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164703000336885 seconds: > EOT_k3QZV[0m
[32m[2024-05-28T07:52:36.667442Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_k3QZV: ok[0m
[2024-05-28T07:52:36.667525Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.667627Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="k3QZV-0-", no_regex=0, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.667945Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="k3QZV-0-", buffer_size=undef, json_cmd_token="dBumDUGb", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="k3QZV-0-")
[33m[2024-05-28T07:52:36.668097Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226193998969393 seconds: k3QZV-0-[0m
[32m[2024-05-28T07:52:36.668257Z] [debug] [pid:107057] >>> testapi::wait_serial: k3QZV-0-: ok[0m
[2024-05-28T07:52:36.668347Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.668449Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:36.668775Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="NeMKzCdt", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:36.668851Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162483000167413 seconds: # [0m
[32m[2024-05-28T07:52:36.669008Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.669263Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-\n", json_cmd_token="wVYFWcBe", cmd="backend_type_string")
[2024-05-28T07:52:36.669447Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.669557Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-")
[2024-05-28T07:52:36.669886Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-"
  ], buffer_size=undef, json_cmd_token="MySgoPJx", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-")
[33m[2024-05-28T07:52:36.669964Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168773000041256 seconds: echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-$?-[0m
[32m[2024-05-28T07:52:36.670116Z] [debug] [pid:107057] >>> testapi::wait_serial: echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-$?-: ok[0m
[2024-05-28T07:52:36.670201Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:109 called testapi::validate_script_output
[2024-05-28T07:52:36.670301Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDk3QZV-\\d+-", record_output=1, expect_not_found=0, no_regex=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:36.670619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDk3QZV-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDk3QZV-\\d+-", buffer_size=undef, json_cmd_token="FMWzvOib")
[33m[2024-05-28T07:52:36.684355Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 64 loops & 0.0138095789989165 seconds: SCRIPT_FINISHEDk3QZV-0-[0m
[32m[2024-05-28T07:52:36.684569Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDk3QZV-\d+-: ok[0m
[2024-05-28T07:52:36.684811Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:110 called testapi::assert_script_run
[2024-05-28T07:52:36.684912Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm example.com/tw-commit_test stat /canary", fail_message="canary file not present in generated container", quiet=undef, timeout=90)
[2024-05-28T07:52:36.685008Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:110 called testapi::assert_script_run
[2024-05-28T07:52:36.685109Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:36.685456Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mCEUmVXZ")
[33m[2024-05-28T07:52:36.685534Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167373000294901 seconds: # [0m
[32m[2024-05-28T07:52:36.685897Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:36.686254Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm example.com/tw-commit_test stat /canary", json_cmd_token="vdoiHVsS", cmd="backend_type_string")
[2024-05-28T07:52:36.686769Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo wP45w-\$?-", json_cmd_token="ihgKHXRW", cmd="backend_type_string")
[2024-05-28T07:52:36.687032Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:110 called testapi::assert_script_run
[2024-05-28T07:52:36.687163Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=183, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm example.com/tw-commit_test stat /canary; echo wP45w-\$?-")
[2024-05-28T07:52:36.687536Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm example.com/tw-commit_test stat /canary; echo wP45w-\$?-"
  ], buffer_size=183, json_cmd_token="iPTvNEHX", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm example.com/tw-commit_test stat /canary; echo wP45w-\$?-")
[33m[2024-05-28T07:52:36.687628Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180383000042639 seconds: docker run --rm example.com/tw-commit_test stat /canary; echo wP45w-$?-[0m
[32m[2024-05-28T07:52:36.687894Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm example.com/tw-commit_test stat /canary; echo wP45w-$?-: ok[0m
[2024-05-28T07:52:36.688167Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wjMTDuxu")
[2024-05-28T07:52:36.688374Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:110 called testapi::assert_script_run
[2024-05-28T07:52:36.688490Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/wP45w-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:36.688830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="eaRAPIJo", buffer_size=undef, pattern="(?^u:wP45w-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:wP45w-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:52:37.667887Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 22 loops & 0.979054912999345 seconds: wP45w-0-[0m
[32m[2024-05-28T07:52:37.668640Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wP45w-\d+-): ok[0m
[2024-05-28T07:52:37.668864Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:111 called testapi::assert_script_run
[2024-05-28T07:52:37.669001Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker image rm example.com/tw-commit_test", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:37.669141Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:111 called testapi::assert_script_run
[2024-05-28T07:52:37.669286Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:37.669937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xVMJFkkt")
[33m[2024-05-28T07:52:37.670054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027217400020163 seconds: # [0m
[32m[2024-05-28T07:52:37.670381Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:37.670717Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image rm example.com/tw-commit_test", json_cmd_token="BGxUeiJy")
[2024-05-28T07:52:37.671158Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Xia9x-\$?-", json_cmd_token="IDAlJsdg")
[2024-05-28T07:52:37.671389Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:111 called testapi::assert_script_run
[2024-05-28T07:52:37.671554Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=170, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker image rm example.com/tw-commit_test; echo Xia9x-\$?-")
[2024-05-28T07:52:37.671936Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="BGbBbGcD", buffer_size=170, pattern=[
    "docker image rm example.com/tw-commit_test; echo Xia9x-\$?-"
  ], regexp="docker image rm example.com/tw-commit_test; echo Xia9x-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:37.672023Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169742999787559 seconds: docker image rm example.com/tw-commit_test; echo Xia9x-$?-[0m
[32m[2024-05-28T07:52:37.672350Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image rm example.com/tw-commit_test; echo Xia9x-$?-: ok[0m
[2024-05-28T07:52:37.672661Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LJLissPC", cmd="backend_type_string")
[2024-05-28T07:52:37.672914Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:111 called testapi::assert_script_run
[2024-05-28T07:52:37.673069Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/Xia9x-\d+-/u)
[2024-05-28T07:52:37.673459Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:Xia9x-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Xia9x-\\d+-)", buffer_size=undef, json_cmd_token="uDYOBSTs")
[33m[2024-05-28T07:52:37.687533Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 9 loops & 0.0141119039999467 seconds: Xia9x-0-[0m
[32m[2024-05-28T07:52:37.687911Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Xia9x-\d+-): ok[0m
[2024-05-28T07:52:37.688061Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:114 called testapi::assert_script_run
[2024-05-28T07:52:37.688208Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container exec basic_test_container curl -sfI https://opensuse.org", fail_message="cannot reach opensuse.org", quiet=undef, timeout=90)
[2024-05-28T07:52:37.688327Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:114 called testapi::assert_script_run
[2024-05-28T07:52:37.688479Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:52:37.688950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sRDlUJoU", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:37.689055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244704000579077 seconds: # [0m
[32m[2024-05-28T07:52:37.689341Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:37.689712Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container exec basic_test_container curl -sfI https://opensuse.org", cmd="backend_type_string", json_cmd_token="DhXCzENn")
[2024-05-28T07:52:37.690259Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 5uLOY-\$?-", json_cmd_token="dixybJkW", cmd="backend_type_string")
[2024-05-28T07:52:37.690659Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:114 called testapi::assert_script_run
[2024-05-28T07:52:37.690849Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=201, timeout=90, regexp="docker container exec basic_test_container curl -sfI https://opensuse.org; echo 5uLOY-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:52:37.691292Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container exec basic_test_container curl -sfI https://opensuse.org; echo 5uLOY-\$?-"
  ], buffer_size=201, json_cmd_token="RUVXyrrF", no_regex=1, record_output=undef, regexp="docker container exec basic_test_container curl -sfI https://opensuse.org; echo 5uLOY-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:37.691388Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203053999939584 seconds: docker container exec basic_test_container curl -sfI https://opensuse.org; echo 5uLOY-$?-[0m
[32m[2024-05-28T07:52:37.691701Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container exec basic_test_container curl -sfI https://opensuse.org; echo 5uLOY-$?-: ok[0m
[2024-05-28T07:52:37.691989Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="OdGvlndo", cmd="backend_type_string")
[2024-05-28T07:52:37.692246Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:114 called testapi::assert_script_run
[2024-05-28T07:52:37.692404Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/5uLOY-\d+-/u)
[2024-05-28T07:52:37.692756Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KrhCyWwC", buffer_size=undef, pattern="(?^u:5uLOY-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:5uLOY-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:52:37.784950Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 11 loops & 0.0922166310010653 seconds: 5uLOY-0-[0m
[32m[2024-05-28T07:52:37.785506Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:5uLOY-\d+-): ok[0m
[2024-05-28T07:52:37.785778Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.785939Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="# ")
[2024-05-28T07:52:37.786511Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="FwHMSebw", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:37.786618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245465000261902 seconds: # [0m
[32m[2024-05-28T07:52:37.786838Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:37.786946Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.787019Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptlKO~b.sh :\n \"cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-\" \n")
[2024-05-28T07:52:37.787368Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-\n", json_cmd_token="mmZrkVzO")
[2024-05-28T07:52:37.787618Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.787774Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:37.788224Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-", pattern=[
    "cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-"
  ], buffer_size=undef, json_cmd_token="irLXyFSb", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:37.788322Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213453999094781 seconds: cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-$?-[0m
[32m[2024-05-28T07:52:37.788527Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-$?-: ok[0m
[2024-05-28T07:52:37.788622Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.788729Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:37.789126Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aHPEyJem", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:37.789198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180522998562083 seconds: > [0m
[32m[2024-05-28T07:52:37.789370Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:37.789665Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --init registry.opensuse.org/opensuse/tumbleweed ps --no-headers -xo 'pid args'\nEOT_lKO~b\n", json_cmd_token="VPlAoKsc", cmd="backend_type_string")
[2024-05-28T07:52:37.789893Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.790Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> EOT_lKO~b")
[2024-05-28T07:52:37.790416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_lKO~b"
  ], buffer_size=undef, json_cmd_token="UbbwBTxe", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_lKO~b")
[33m[2024-05-28T07:52:37.790504Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196513999981107 seconds: > EOT_lKO~b[0m
[32m[2024-05-28T07:52:37.790806Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_lKO~b: ok[0m
[2024-05-28T07:52:37.790884Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.790983Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, expect_not_found=0, no_regex=0, regexp="lKO~b-0-")
[2024-05-28T07:52:37.791383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="lKO~b-0-", buffer_size=undef, json_cmd_token="OoWZnbgZ", record_output=undef, no_regex=0, regexp="lKO~b-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:37.791729Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000439147999713896 seconds: lKO~b-0-[0m
[32m[2024-05-28T07:52:37.791914Z] [debug] [pid:107057] >>> testapi::wait_serial: lKO~b-0-: ok[0m
[2024-05-28T07:52:37.791993Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.792102Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:37.792512Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="IHLXvOiM", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:52:37.792599Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193672998648253 seconds: # [0m
[32m[2024-05-28T07:52:37.792785Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:37.793087Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-\n", json_cmd_token="KPUAYoVA")
[2024-05-28T07:52:37.793317Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.793424Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:37.793842Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="TKPLNpQS", buffer_size=undef, pattern=[
    "echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-"
  ], regexp="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:37.793932Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200153001060244 seconds: echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-$?-[0m
[32m[2024-05-28T07:52:37.794123Z] [debug] [pid:107057] >>> testapi::wait_serial: echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-$?-: ok[0m
[2024-05-28T07:52:37.794200Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:118 called testapi::validate_script_output
[2024-05-28T07:52:37.794297Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=1, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDlKO~b-\\d+-")
[2024-05-28T07:52:37.794686Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDlKO~b-\\d+-", buffer_size=undef, json_cmd_token="mdQBtWFQ", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDlKO~b-\\d+-")
[33m[2024-05-28T07:52:38.786837Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.99216553000042 seconds: SCRIPT_FINISHEDlKO~b-0-[0m
[32m[2024-05-28T07:52:38.787317Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDlKO~b-\d+-: ok[0m
[2024-05-28T07:52:38.788896Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.789076Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:38.789695Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lzWAxeay", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:38.789805Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273334000667091 seconds: # [0m
[32m[2024-05-28T07:52:38.790045Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:38.790145Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.790207Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptlKO~b.sh :\n \"cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-\" \n")
[2024-05-28T07:52:38.790591Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-\n", json_cmd_token="bREtMfhQ")
[2024-05-28T07:52:38.790857Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.790992Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:38.791450Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-"
  ], buffer_size=undef, json_cmd_token="JYOArPbG", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-\$?-")
[33m[2024-05-28T07:52:38.791544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209513998925104 seconds: cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-$?-[0m
[32m[2024-05-28T07:52:38.791761Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptlKO~b.sh << 'EOT_lKO~b'; echo lKO~b-$?-: ok[0m
[2024-05-28T07:52:38.791876Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.791999Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:38.792430Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="SqhEmQjc")
[33m[2024-05-28T07:52:38.792503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182533000042895 seconds: > [0m
[32m[2024-05-28T07:52:38.792677Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:38.792973Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --init registry.opensuse.org/opensuse/tumbleweed ps --no-headers -xo 'pid args'\nEOT_lKO~b\n", cmd="backend_type_string", json_cmd_token="PQTRIzos")
[2024-05-28T07:52:38.793172Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.793297Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="> EOT_lKO~b", buffer_size=undef, timeout=90)
[2024-05-28T07:52:38.793663Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="MMHFHEiy", buffer_size=undef, pattern=[
    "> EOT_lKO~b"
  ], regexp="> EOT_lKO~b", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:38.793754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001998839998123 seconds: > EOT_lKO~b[0m
[32m[2024-05-28T07:52:38.793913Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_lKO~b: ok[0m
[2024-05-28T07:52:38.794004Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.794122Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=1, expect_not_found=0, record_output=undef, regexp="lKO~b-0-")
[2024-05-28T07:52:38.794472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="gUKUXPaG", buffer_size=undef, pattern="lKO~b-0-", regexp="lKO~b-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:38.794764Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000387617001251783 seconds: lKO~b-0-[0m
[32m[2024-05-28T07:52:38.794920Z] [debug] [pid:107057] >>> testapi::wait_serial: lKO~b-0-: ok[0m
[2024-05-28T07:52:38.795016Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.795137Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:38.795492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jZsIKmfh", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:38.795576Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019312299991725 seconds: # [0m
[32m[2024-05-28T07:52:38.795735Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:38.796011Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-\n", json_cmd_token="KAvuEbcS", cmd="backend_type_string")
[2024-05-28T07:52:38.796208Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.796338Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:38.796706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-\$?-"
  ], buffer_size=undef, json_cmd_token="yZNxEqvV")
[33m[2024-05-28T07:52:38.796796Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020032300017192 seconds: echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-$?-[0m
[32m[2024-05-28T07:52:38.796952Z] [debug] [pid:107057] >>> testapi::wait_serial: echo lKO~b; bash -oe pipefail /tmp/scriptlKO~b.sh ; echo SCRIPT_FINISHEDlKO~b-$?-: ok[0m
[2024-05-28T07:52:38.797045Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:120 called testapi::validate_script_output
[2024-05-28T07:52:38.797166Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDlKO~b-\\d+-", expect_not_found=0, no_regex=0, quiet=1, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:52:38.797513Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDlKO~b-\\d+-", pattern="SCRIPT_FINISHEDlKO~b-\\d+-", buffer_size=undef, json_cmd_token="WeqbrTFW", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:39.792603Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.995103589999417 seconds: SCRIPT_FINISHEDlKO~b-0-[0m
[32m[2024-05-28T07:52:39.793079Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDlKO~b-\d+-: ok[0m
[2024-05-28T07:52:39.794986Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:123 called testapi::assert_script_run
[2024-05-28T07:52:39.795136Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container commit basic_test_container example.com/prune-test", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:39.795256Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:123 called testapi::assert_script_run
[2024-05-28T07:52:39.795379Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:52:39.795976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IuyBPzkU", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:39.796094Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273445000857464 seconds: # [0m
[32m[2024-05-28T07:52:39.796433Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:39.796826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mXrCCYAX", text="docker container commit basic_test_container example.com/prune-test", cmd="backend_type_string")
[2024-05-28T07:52:39.797371Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Hz8z8-\$?-", cmd="backend_type_string", json_cmd_token="RQMcrYvA")
[2024-05-28T07:52:39.797644Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:123 called testapi::assert_script_run
[2024-05-28T07:52:39.797780Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container commit basic_test_container example.com/prune-test; echo Hz8z8-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=195)
[2024-05-28T07:52:39.798233Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GCHrAycZ", buffer_size=195, pattern=[
    "docker container commit basic_test_container example.com/prune-test; echo Hz8z8-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker container commit basic_test_container example.com/prune-test; echo Hz8z8-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:39.798328Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212253000427154 seconds: docker container commit basic_test_container example.com/prune-test; echo Hz8z8-$?-[0m
[32m[2024-05-28T07:52:39.798671Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container commit basic_test_container example.com/prune-test; echo Hz8z8-$?-: ok[0m
[2024-05-28T07:52:39.799031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xqFyYwnO", cmd="backend_type_string")
[2024-05-28T07:52:39.799304Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:123 called testapi::assert_script_run
[2024-05-28T07:52:39.799438Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/Hz8z8-\d+-/u)
[2024-05-28T07:52:39.799828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:Hz8z8-\\d+-)", buffer_size=undef, json_cmd_token="OfFPNNBL", record_output=undef, no_regex=0, regexp="(?^u:Hz8z8-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:39.871835Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0720673529995111 seconds: Hz8z8-0-[0m
[32m[2024-05-28T07:52:39.872402Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Hz8z8-\d+-): ok[0m
[2024-05-28T07:52:39.872651Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.872841Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:39.873530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="igevfCeS", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:39.873664Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000288164999801666 seconds: # [0m
[32m[2024-05-28T07:52:39.874004Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:39.874141Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.874224Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptk3QZV.sh :\n \"cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-\" \n")
[2024-05-28T07:52:39.874758Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-\n", cmd="backend_type_string", json_cmd_token="mKyqLDsO")
[2024-05-28T07:52:39.875091Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.875275Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-")
[2024-05-28T07:52:39.875837Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-"
  ], buffer_size=undef, json_cmd_token="mZRGmMxD", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:39.875967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280524998743203 seconds: cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-$?-[0m
[32m[2024-05-28T07:52:39.876240Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptk3QZV.sh << 'EOT_k3QZV'; echo k3QZV-$?-: ok[0m
[2024-05-28T07:52:39.876375Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.876544Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> ")
[2024-05-28T07:52:39.877231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="ghqEumVU", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:39.877335Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000253824000537861 seconds: > [0m
[32m[2024-05-28T07:52:39.877712Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:39.878157Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image ls --all\nEOT_k3QZV\n", cmd="backend_type_string", json_cmd_token="yjnStEjy")
[2024-05-28T07:52:39.878464Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.878644Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> EOT_k3QZV", timeout=90, buffer_size=undef)
[2024-05-28T07:52:39.879309Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_k3QZV", pattern=[
    "> EOT_k3QZV"
  ], buffer_size=undef, json_cmd_token="ijGkNcRw", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:39.879437Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027777499963122 seconds: > EOT_k3QZV[0m
[32m[2024-05-28T07:52:39.879709Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_k3QZV: ok[0m
[2024-05-28T07:52:39.879842Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.880020Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="k3QZV-0-", record_output=undef, quiet=1, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:39.880487Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="twVZLCRW", buffer_size=undef, pattern="k3QZV-0-", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="k3QZV-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:52:39.880570Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165403000210063 seconds: k3QZV-0-[0m
[32m[2024-05-28T07:52:39.880775Z] [debug] [pid:107057] >>> testapi::wait_serial: k3QZV-0-: ok[0m
[2024-05-28T07:52:39.880857Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.880955Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:52:39.881340Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="fXiwkEpV", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:39.881400Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000147053000546293 seconds: # [0m
[32m[2024-05-28T07:52:39.881596Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:39.881865Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-\n", cmd="backend_type_string", json_cmd_token="UeTauAqU")
[2024-05-28T07:52:39.882078Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.882185Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:39.882591Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-", record_output=undef, no_regex=1, json_cmd_token="OJhdfRtw", buffer_size=undef, pattern=[
    "echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-\$?-"
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:39.882667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165043000379228 seconds: echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-$?-[0m
[32m[2024-05-28T07:52:39.882882Z] [debug] [pid:107057] >>> testapi::wait_serial: echo k3QZV; bash -oe pipefail /tmp/scriptk3QZV.sh ; echo SCRIPT_FINISHEDk3QZV-$?-: ok[0m
[2024-05-28T07:52:39.882961Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:124 called testapi::validate_script_output
[2024-05-28T07:52:39.883060Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDk3QZV-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:52:39.883451Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDk3QZV-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="WxhqmweC", buffer_size=undef, pattern="SCRIPT_FINISHEDk3QZV-\\d+-")
[33m[2024-05-28T07:52:39.896205Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 64 loops & 0.0128198309994332 seconds: SCRIPT_FINISHEDk3QZV-0-[0m
[32m[2024-05-28T07:52:39.896442Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDk3QZV-\d+-: ok[0m
[2024-05-28T07:52:39.896726Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:125 called testapi::assert_script_run
[2024-05-28T07:52:39.896832Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker image prune -af", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:39.896939Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:125 called testapi::assert_script_run
[2024-05-28T07:52:39.897058Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:39.897520Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qaKPpsTd", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:39.897649Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233373999435571 seconds: # [0m
[32m[2024-05-28T07:52:39.897965Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:39.898297Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zezzReek", text="docker image prune -af", cmd="backend_type_string")
[2024-05-28T07:52:39.898736Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tAvXrERg", text="; echo KazSD-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:39.898962Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:125 called testapi::assert_script_run
[2024-05-28T07:52:39.899095Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=150, regexp="docker image prune -af; echo KazSD-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:39.899498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker image prune -af; echo KazSD-\$?-", pattern=[
    "docker image prune -af; echo KazSD-\$?-"
  ], buffer_size=150, json_cmd_token="khhRnLiP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:39.899587Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200352998945164 seconds: docker image prune -af; echo KazSD-$?-[0m
[32m[2024-05-28T07:52:39.899911Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image prune -af; echo KazSD-$?-: ok[0m
[2024-05-28T07:52:39.900277Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="snoZtxMe")
[2024-05-28T07:52:39.900542Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:125 called testapi::assert_script_run
[2024-05-28T07:52:39.900673Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/KazSD-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:52:39.901097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:KazSD-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="yHudmgNT", buffer_size=undef, pattern="(?^u:KazSD-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:40.012048Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 27 loops & 0.110934743999678 seconds: KazSD-0-[0m
[32m[2024-05-28T07:52:40.012955Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:KazSD-\d+-): ok[0m
[2024-05-28T07:52:40.013278Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.013541Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ")
[2024-05-28T07:52:40.014471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="Tvlvvzqj", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:40.014660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000422937000621459 seconds: # [0m
[32m[2024-05-28T07:52:40.015165Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.015344Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.015463Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPwi5h.sh :\n \"cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\" \n")
[2024-05-28T07:52:40.016166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-\n", json_cmd_token="QVSTPpfj")
[2024-05-28T07:52:40.016470Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.016599Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.017064Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-", record_output=undef, no_regex=1, json_cmd_token="etuXepfP", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:40.017160Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223184000788024 seconds: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-[0m
[32m[2024-05-28T07:52:40.017413Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPwi5h.sh << 'EOT_Pwi5h'; echo Pwi5h-$?-: ok[0m
[2024-05-28T07:52:40.017510Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.017622Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:40.018015Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="GuayzZif")
[33m[2024-05-28T07:52:40.018089Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183383001058246 seconds: > [0m
[32m[2024-05-28T07:52:40.018272Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:40.018521Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps\nEOT_Pwi5h\n", json_cmd_token="GUBdnpDc", cmd="backend_type_string")
[2024-05-28T07:52:40.018741Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.018866Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_Pwi5h")
[2024-05-28T07:52:40.019345Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_Pwi5h", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> EOT_Pwi5h"
  ], buffer_size=undef, json_cmd_token="HesiOAfx")
[33m[2024-05-28T07:52:40.019432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207122999199782 seconds: > EOT_Pwi5h[0m
[32m[2024-05-28T07:52:40.019597Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Pwi5h: ok[0m
[2024-05-28T07:52:40.019686Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.019790Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="Pwi5h-0-", record_output=undef, quiet=1, no_regex=0, expect_not_found=0)
[2024-05-28T07:52:40.020136Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="Pwi5h-0-", buffer_size=undef, json_cmd_token="mZhlaEco", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="Pwi5h-0-")
[33m[2024-05-28T07:52:40.020236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212863000342622 seconds: Pwi5h-0-[0m
[32m[2024-05-28T07:52:40.020452Z] [debug] [pid:107057] >>> testapi::wait_serial: Pwi5h-0-: ok[0m
[2024-05-28T07:52:40.020558Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.020686Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:40.021002Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rOkNkIdy", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.021089Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164132999998401 seconds: # [0m
[32m[2024-05-28T07:52:40.021291Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.021625Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-\n", json_cmd_token="kWDAfHgs", cmd="backend_type_string")
[2024-05-28T07:52:40.021844Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.021957Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.022298Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="jjUgtRti", buffer_size=undef, pattern=[
    "echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-\$?-"
  ])
[33m[2024-05-28T07:52:40.022385Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182183001015801 seconds: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-[0m
[32m[2024-05-28T07:52:40.022548Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Pwi5h; bash -oe pipefail /tmp/scriptPwi5h.sh ; echo SCRIPT_FINISHEDPwi5h-$?-: ok[0m
[2024-05-28T07:52:40.022638Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:126 called testapi::validate_script_output
[2024-05-28T07:52:40.022739Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, no_regex=0, quiet=1, expect_not_found=0, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.023058Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDPwi5h-\\d+-", buffer_size=undef, json_cmd_token="qpTxCwia", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPwi5h-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.035652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.0126614780001546 seconds: SCRIPT_FINISHEDPwi5h-0-[0m
[32m[2024-05-28T07:52:40.035872Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPwi5h-\d+-: ok[0m
[2024-05-28T07:52:40.037587Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.037734Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:40.038154Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VEkncxHc", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:40.038250Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212573000681004 seconds: # [0m
[32m[2024-05-28T07:52:40.038443Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.038530Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.038591Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script2fWJp.sh :\n \"cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\" \n")
[2024-05-28T07:52:40.038891Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\n", json_cmd_token="jgqllGLC")
[2024-05-28T07:52:40.039117Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.039253Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:40.039643Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-", record_output=undef, no_regex=1, json_cmd_token="CwRTIvtg", buffer_size=undef, pattern=[
    "cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:40.039737Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209763000384555 seconds: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-[0m
[32m[2024-05-28T07:52:40.039927Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-: ok[0m
[2024-05-28T07:52:40.040034Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.040163Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:40.040554Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HDQtCqNI", buffer_size=undef, pattern=[
    "> "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:40.040630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185614000656642 seconds: > [0m
[32m[2024-05-28T07:52:40.040813Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:40.041102Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image ls\nEOT_2fWJp\n", json_cmd_token="lkFgchLL", cmd="backend_type_string")
[2024-05-28T07:52:40.041322Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.041451Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> EOT_2fWJp", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.041828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="Xpvczyno", buffer_size=undef, pattern=[
    "> EOT_2fWJp"
  ], regexp="> EOT_2fWJp", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:40.041922Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203974001124152 seconds: > EOT_2fWJp[0m
[32m[2024-05-28T07:52:40.042103Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_2fWJp: ok[0m
[2024-05-28T07:52:40.042199Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.042319Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="2fWJp-0-", no_regex=0, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:40.042769Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="2fWJp-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="rmKivwZo", buffer_size=undef, pattern="2fWJp-0-")
[33m[2024-05-28T07:52:40.042892Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262964000285137 seconds: 2fWJp-0-[0m
[32m[2024-05-28T07:52:40.043097Z] [debug] [pid:107057] >>> testapi::wait_serial: 2fWJp-0-: ok[0m
[2024-05-28T07:52:40.043219Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.043354Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:52:40.043807Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PkimTYYK", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.043893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000231363999773748 seconds: # [0m
[32m[2024-05-28T07:52:40.044142Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.044464Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-\n", json_cmd_token="NNPvNhQq")
[2024-05-28T07:52:40.044996Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.045180Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:52:40.045591Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", no_regex=1, record_output=undef, json_cmd_token="CAzwiJpf", buffer_size=undef, pattern=[
    "echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:40.045681Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219194000237621 seconds: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-[0m
[32m[2024-05-28T07:52:40.045865Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-: ok[0m
[2024-05-28T07:52:40.045967Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:127 called testapi::validate_script_output
[2024-05-28T07:52:40.046105Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=0, record_output=1, regexp="SCRIPT_FINISHED2fWJp-\\d+-")
[2024-05-28T07:52:40.046465Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHED2fWJp-\\d+-", buffer_size=undef, json_cmd_token="NQnbeCVw", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHED2fWJp-\\d+-")
[33m[2024-05-28T07:52:40.056914Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 26 loops & 0.0105453519990988 seconds: SCRIPT_FINISHED2fWJp-0-[0m
[32m[2024-05-28T07:52:40.057140Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED2fWJp-\d+-: ok[0m
[2024-05-28T07:52:40.057414Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:128 called testapi::assert_script_run
[2024-05-28T07:52:40.057525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -f", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:40.057631Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:128 called testapi::assert_script_run
[2024-05-28T07:52:40.057752Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:40.058104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hEdKGtxK", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:40.058196Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186494000445236 seconds: # [0m
[32m[2024-05-28T07:52:40.058493Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.058785Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker system prune -f", json_cmd_token="hbBQuPeG")
[2024-05-28T07:52:40.059199Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo MahKm-\$?-", json_cmd_token="usUoBjUQ")
[2024-05-28T07:52:40.059415Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:128 called testapi::assert_script_run
[2024-05-28T07:52:40.059559Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker system prune -f; echo MahKm-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=150)
[2024-05-28T07:52:40.059944Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LJExaPXx", buffer_size=150, pattern=[
    "docker system prune -f; echo MahKm-\$?-"
  ], regexp="docker system prune -f; echo MahKm-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:40.060051Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204853000468574 seconds: docker system prune -f; echo MahKm-$?-[0m
[32m[2024-05-28T07:52:40.060345Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -f; echo MahKm-$?-: ok[0m
[2024-05-28T07:52:40.060634Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="PxWfvMRD")
[2024-05-28T07:52:40.060867Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:128 called testapi::assert_script_run
[2024-05-28T07:52:40.061003Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/MahKm-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:40.061377Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:MahKm-\\d+-)", buffer_size=undef, json_cmd_token="VeUWbEki", record_output=undef, no_regex=0, regexp="(?^u:MahKm-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.078579Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0172912580001139 seconds: MahKm-0-[0m
[32m[2024-05-28T07:52:40.078914Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:MahKm-\d+-): ok[0m
[2024-05-28T07:52:40.079083Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.079216Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:40.079619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kdPJYRbo", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:40.079713Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207033999686246 seconds: # [0m
[32m[2024-05-28T07:52:40.079906Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.079990Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.080059Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script2fWJp.sh :\n \"cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\" \n")
[2024-05-28T07:52:40.080362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-\n", json_cmd_token="rzlFPQKk")
[2024-05-28T07:52:40.080591Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.080723Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-")
[2024-05-28T07:52:40.081123Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-"
  ], buffer_size=undef, json_cmd_token="KdOtdqUt", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-\$?-")
[33m[2024-05-28T07:52:40.081221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210113999855821 seconds: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-[0m
[32m[2024-05-28T07:52:40.081408Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script2fWJp.sh << 'EOT_2fWJp'; echo 2fWJp-$?-: ok[0m
[2024-05-28T07:52:40.081502Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.081621Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.082004Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="LTzhAWNj", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.082081Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184783999429783 seconds: > [0m
[32m[2024-05-28T07:52:40.082276Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:40.082570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image ls\nEOT_2fWJp\n", json_cmd_token="IBPhHkBQ", cmd="backend_type_string")
[2024-05-28T07:52:40.082787Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.082913Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="> EOT_2fWJp", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.083281Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="iErkRBYd", buffer_size=undef, pattern=[
    "> EOT_2fWJp"
  ], regexp="> EOT_2fWJp", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:40.083370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196114000573289 seconds: > EOT_2fWJp[0m
[32m[2024-05-28T07:52:40.083550Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_2fWJp: ok[0m
[2024-05-28T07:52:40.083643Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.083764Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="2fWJp-0-", record_output=undef, expect_not_found=0, no_regex=0, quiet=1)
[2024-05-28T07:52:40.084303Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="2fWJp-0-", buffer_size=undef, json_cmd_token="XbTiItzc", no_regex=0, record_output=undef, regexp="2fWJp-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.084412Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218753999433829 seconds: 2fWJp-0-[0m
[32m[2024-05-28T07:52:40.084626Z] [debug] [pid:107057] >>> testapi::wait_serial: 2fWJp-0-: ok[0m
[2024-05-28T07:52:40.084722Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.084850Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:40.085305Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="VxZYDzZj", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:40.085395Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000238704000366852 seconds: # [0m
[32m[2024-05-28T07:52:40.085664Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.086003Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-\n", cmd="backend_type_string", json_cmd_token="wkULGBjZ")
[2024-05-28T07:52:40.086258Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.086415Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:52:40.086831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="aUUvicLn", buffer_size=undef, pattern=[
    "echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-"
  ], regexp="echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:40.086926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020605299869203 seconds: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-[0m
[32m[2024-05-28T07:52:40.087138Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 2fWJp; bash -oe pipefail /tmp/script2fWJp.sh ; echo SCRIPT_FINISHED2fWJp-$?-: ok[0m
[2024-05-28T07:52:40.087256Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:129 called testapi::validate_script_output
[2024-05-28T07:52:40.087396Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHED2fWJp-\\d+-", quiet=1, expect_not_found=0, no_regex=0, record_output=1)
[2024-05-28T07:52:40.087803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHED2fWJp-\\d+-", buffer_size=undef, json_cmd_token="EKrETdiP", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHED2fWJp-\\d+-")
[33m[2024-05-28T07:52:40.098955Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 26 loops & 0.0112545739993948 seconds: SCRIPT_FINISHED2fWJp-0-[0m
[32m[2024-05-28T07:52:40.099193Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED2fWJp-\d+-: ok[0m
[2024-05-28T07:52:40.099433Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:130 called testapi::assert_script_run
[2024-05-28T07:52:40.099547Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker rmi -a", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:40.099653Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:130 called testapi::assert_script_run
[2024-05-28T07:52:40.099778Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:52:40.100211Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CfTnDfYG")
[33m[2024-05-28T07:52:40.100305Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207182998565258 seconds: # [0m
[32m[2024-05-28T07:52:40.100647Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.100962Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NeMITQRf", text="! docker rmi -a", cmd="backend_type_string")
[2024-05-28T07:52:40.101414Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xEbTrfGx", text="; echo XdHP~-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:40.101663Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:130 called testapi::assert_script_run
[2024-05-28T07:52:40.101820Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=143, timeout=90, regexp="! docker rmi -a; echo XdHP~-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:52:40.102235Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="! docker rmi -a; echo XdHP~-\$?-", no_regex=1, record_output=undef, json_cmd_token="oymAzwBt", buffer_size=143, pattern=[
    "! docker rmi -a; echo XdHP~-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:40.102327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210233998586773 seconds: ! docker rmi -a; echo XdHP~-$?-[0m
[32m[2024-05-28T07:52:40.102645Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker rmi -a; echo XdHP~-$?-: ok[0m
[2024-05-28T07:52:40.102966Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="JpBGDANp")
[2024-05-28T07:52:40.103219Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:130 called testapi::assert_script_run
[2024-05-28T07:52:40.103374Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/XdHP~-\d+-/u)
[2024-05-28T07:52:40.103772Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:XdHP~-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="AtGcvyva", buffer_size=undef, pattern="(?^u:XdHP~-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:40.132601Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0289276690000406 seconds: XdHP~-0-[0m
[32m[2024-05-28T07:52:40.133034Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XdHP~-\d+-): ok[0m
[2024-05-28T07:52:40.133173Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:133 called testapi::assert_script_run
[2024-05-28T07:52:40.133287Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container stop basic_test_container", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:40.133393Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:133 called testapi::assert_script_run
[2024-05-28T07:52:40.133515Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:40.134013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RjepGGkE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:40.134115Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215213000046788 seconds: # [0m
[32m[2024-05-28T07:52:40.134499Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:40.134894Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container stop basic_test_container", json_cmd_token="IywVFcnY", cmd="backend_type_string")
[2024-05-28T07:52:40.135467Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0Qy3T-\$?-", json_cmd_token="eoCOVrAR")
[2024-05-28T07:52:40.135725Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:133 called testapi::assert_script_run
[2024-05-28T07:52:40.135884Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=170, timeout=90, regexp="docker container stop basic_test_container; echo 0Qy3T-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:52:40.136305Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker container stop basic_test_container; echo 0Qy3T-\$?-"
  ], buffer_size=170, json_cmd_token="QvuKvMPG", record_output=undef, no_regex=1, regexp="docker container stop basic_test_container; echo 0Qy3T-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:40.136401Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205584001378156 seconds: docker container stop basic_test_container; echo 0Qy3T-$?-[0m
[32m[2024-05-28T07:52:40.136723Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container stop basic_test_container; echo 0Qy3T-$?-: ok[0m
[2024-05-28T07:52:40.137029Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="gjidmXHI")
[2024-05-28T07:52:40.137286Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:133 called testapi::assert_script_run
[2024-05-28T07:52:40.137443Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/0Qy3T-\d+-/u)
[2024-05-28T07:52:40.137836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:0Qy3T-\\d+-)", buffer_size=undef, json_cmd_token="DiVpFgbe", no_regex=0, record_output=undef, regexp="(?^u:0Qy3T-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:52.612673Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.4748555810002 seconds: 0Qy3T-0-[0m
[32m[2024-05-28T07:52:52.613336Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Qy3T-\d+-): ok[0m
[2024-05-28T07:52:52.613527Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:134 called testapi::assert_script_run
[2024-05-28T07:52:52.613671Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container rm basic_test_container", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:52.613804Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:134 called testapi::assert_script_run
[2024-05-28T07:52:52.613994Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:52:52.614673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uLxiljpP", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:52.614800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000290104999294272 seconds: # [0m
[32m[2024-05-28T07:52:52.615102Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.615415Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container rm basic_test_container", json_cmd_token="eitpAWaL")
[2024-05-28T07:52:52.615801Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo KDkIj-\$?-", json_cmd_token="fpqEdhdP")
[2024-05-28T07:52:52.616024Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:134 called testapi::assert_script_run
[2024-05-28T07:52:52.616175Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=168, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker container rm basic_test_container; echo KDkIj-\$?-")
[2024-05-28T07:52:52.616559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PAcUaiRV", buffer_size=168, pattern=[
    "docker container rm basic_test_container; echo KDkIj-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker container rm basic_test_container; echo KDkIj-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:52.616672Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002201139996032 seconds: docker container rm basic_test_container; echo KDkIj-$?-[0m
[32m[2024-05-28T07:52:52.617010Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container rm basic_test_container; echo KDkIj-$?-: ok[0m
[2024-05-28T07:52:52.617349Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CWAyONOd", text="\n", cmd="backend_type_string")
[2024-05-28T07:52:52.617611Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:134 called testapi::assert_script_run
[2024-05-28T07:52:52.617759Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/KDkIj-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:52.618164Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:KDkIj-\\d+-)", buffer_size=undef, json_cmd_token="JUeNflVI", no_regex=0, record_output=undef, regexp="(?^u:KDkIj-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:52.641066Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0230052770002658 seconds: KDkIj-0-[0m
[32m[2024-05-28T07:52:52.641399Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:KDkIj-\d+-): ok[0m
[2024-05-28T07:52:52.641588Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.641728Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:52.642087Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CnbBjUEy", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:52.642167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178243000846123 seconds: # [0m
[32m[2024-05-28T07:52:52.642346Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.642436Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.642507Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptTcyp5.sh :\n \"cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-\" \n")
[2024-05-28T07:52:52.642766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-\n", cmd="backend_type_string", json_cmd_token="XOqWmYyM")
[2024-05-28T07:52:52.642975Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.643109Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:52:52.643446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="FYftzkTJ", buffer_size=undef, pattern=[
    "cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-"
  ], regexp="cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:52.643526Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017382300029567 seconds: cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-$?-[0m
[32m[2024-05-28T07:52:52.643693Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptTcyp5.sh << 'EOT_Tcyp5'; echo Tcyp5-$?-: ok[0m
[2024-05-28T07:52:52.643788Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.643909Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.644250Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SETJNvre", buffer_size=undef, pattern=[
    "> "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:52:52.644317Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000155903000631952 seconds: > [0m
[32m[2024-05-28T07:52:52.644484Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:52:52.644734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls --all\nEOT_Tcyp5\n", json_cmd_token="EexQSCMM", cmd="backend_type_string")
[2024-05-28T07:52:52.644932Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.645060Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_Tcyp5", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:52.645378Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_Tcyp5", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "> EOT_Tcyp5"
  ], buffer_size=undef, json_cmd_token="FkLUUrmU")
[33m[2024-05-28T07:52:52.645456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164762999702361 seconds: > EOT_Tcyp5[0m
[32m[2024-05-28T07:52:52.645617Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Tcyp5: ok[0m
[2024-05-28T07:52:52.645710Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.645839Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="Tcyp5-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.646156Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="gEcoixZY", buffer_size=undef, pattern="Tcyp5-0-", regexp="Tcyp5-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:52.646247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170313000126043 seconds: Tcyp5-0-[0m
[32m[2024-05-28T07:52:52.646425Z] [debug] [pid:107057] >>> testapi::wait_serial: Tcyp5-0-: ok[0m
[2024-05-28T07:52:52.646560Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.646715Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:52:52.647064Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ECFmBlRH", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:52:52.647142Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016965300164884 seconds: # [0m
[32m[2024-05-28T07:52:52.647310Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.647558Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-\n", cmd="backend_type_string", json_cmd_token="kaiCHOKO")
[2024-05-28T07:52:52.647737Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.647846Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-")
[2024-05-28T07:52:52.648174Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="LbWBmYSM", buffer_size=undef, pattern=[
    "echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-"
  ], regexp="echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:52.648257Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175912999111461 seconds: echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-$?-[0m
[32m[2024-05-28T07:52:52.648412Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Tcyp5; bash -oe pipefail /tmp/scriptTcyp5.sh ; echo SCRIPT_FINISHEDTcyp5-$?-: ok[0m
[2024-05-28T07:52:52.648491Z] [debug] [pid:107057] tests/containers/container_engine.pm:157 called container_engine::basic_container_tests -> tests/containers/container_engine.pm:135 called testapi::validate_script_output
[2024-05-28T07:52:52.648593Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDTcyp5-\\d+-", record_output=1, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.648972Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDTcyp5-\\d+-", pattern="SCRIPT_FINISHEDTcyp5-\\d+-", buffer_size=undef, json_cmd_token="EXAjiPCm", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:52:52.659288Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 0.0103822689998196 seconds: SCRIPT_FINISHEDTcyp5-0-[0m
[32m[2024-05-28T07:52:52.659536Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDTcyp5-\d+-: ok[0m
[2024-05-28T07:52:52.661322Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:55 called testapi::record_info
[2024-05-28T07:52:52.661433Z] [debug] [pid:107057] <<< testapi::record_info(title="Run image", output="Base:       registry.opensuse.org/opensuse/bci/python:latest\nDockerfile: Dockerfile.python3\nRuntime:    docker", result="ok")
[2024-05-28T07:52:52.661615Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:52:52.661719Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /var/tmp/containerapp/BuildTest", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:52.661846Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:52:52.662022Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.662496Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="wFaUIyET", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:52.662591Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214514000617783 seconds: # [0m
[32m[2024-05-28T07:52:52.662879Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.663186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /var/tmp/containerapp/BuildTest", json_cmd_token="UPqGLqav", cmd="backend_type_string")
[2024-05-28T07:52:52.663625Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tBbkhjKd", text="; echo p5rNj-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:52.663846Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:52:52.663984Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=168, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-")
[2024-05-28T07:52:52.664400Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-", pattern=[
    "mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-"
  ], buffer_size=168, json_cmd_token="EcXFTzPK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:52.664500Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211153999771341 seconds: mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-$?-[0m
[32m[2024-05-28T07:52:52.664769Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-$?-: ok[0m
[2024-05-28T07:52:52.665071Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="pymPaWmU")
[2024-05-28T07:52:52.665291Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:52:52.665404Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p5rNj-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.665782Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:p5rNj-\\d+-)", pattern="(?^u:p5rNj-\\d+-)", buffer_size=undef, json_cmd_token="pUuxmsYZ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:52.666507Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000825394999992568 seconds: p5rNj-0-[0m
[32m[2024-05-28T07:52:52.666775Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p5rNj-\d+-): ok[0m
[2024-05-28T07:52:52.666927Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:52:52.667015Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:52:52.667095Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:52:52.667192Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:52:52.667575Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zBUKjPfH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:52.667774Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204634001420345 seconds: # [0m
[32m[2024-05-28T07:52:52.668051Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.668349Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aiFEaxaW", text="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile", cmd="backend_type_string")
[2024-05-28T07:52:52.668754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zVcZOSJn", text="; echo e5EpH-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:52.669045Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:52:52.669162Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=258, timeout=90, regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile; echo e5EpH-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:52:52.669548Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile; echo e5EpH-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="kLHcjaxf", buffer_size=258, pattern=[
    "curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile; echo e5EpH-\$?-"
  ])
[33m[2024-05-28T07:52:52.669659Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000228004000746296 seconds: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile; echo e5EpH-$?-[0m
[32m[2024-05-28T07:52:52.669925Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile.python3 -o /var/tmp/containerapp/BuildTest/Dockerfile; echo e5EpH-$?-: ok[0m
[2024-05-28T07:52:52.670213Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="pIsxhTak")
[2024-05-28T07:52:52.670457Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:52:52.670611Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/e5EpH-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:52:52.671001Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="XQbQbodB", buffer_size=undef, pattern="(?^u:e5EpH-\\d+-)", regexp="(?^u:e5EpH-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[2024-05-28T07:52:52.686491Z] [info] [pid:107049] Test data requested: opensuse/data/containers/Dockerfile.python3
[33m[2024-05-28T07:52:52.690653Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 392 loops & 0.0197432810000464 seconds: e5EpH-0-[0m
[32m[2024-05-28T07:52:52.691073Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:e5EpH-\d+-): ok[0m
[2024-05-28T07:52:52.691232Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:60 called testapi::assert_script_run
[2024-05-28T07:52:52.691346Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:52.691450Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:60 called testapi::assert_script_run
[2024-05-28T07:52:52.691573Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:52:52.691978Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qZhehyRO")
[33m[2024-05-28T07:52:52.692084Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221344000237877 seconds: # [0m
[32m[2024-05-28T07:52:52.692391Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.692704Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py", json_cmd_token="xaOAdwDS", cmd="backend_type_string")
[2024-05-28T07:52:52.693122Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 5AusT-\$?-", json_cmd_token="wkRxTxKz")
[2024-05-28T07:52:52.693330Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:60 called testapi::assert_script_run
[2024-05-28T07:52:52.693492Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=240, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py; echo 5AusT-\$?-")
[2024-05-28T07:52:52.693902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py; echo 5AusT-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KRdNtXqw", buffer_size=240, pattern=[
    "curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py; echo 5AusT-\$?-"
  ])
[33m[2024-05-28T07:52:52.694019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000232304000746808 seconds: curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py; echo 5AusT-$?-[0m
[32m[2024-05-28T07:52:52.694301Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/www.py -o /var/tmp/containerapp/BuildTest/www.py; echo 5AusT-$?-: ok[0m
[2024-05-28T07:52:52.694585Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="jZiViTxw")
[2024-05-28T07:52:52.694802Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:60 called testapi::assert_script_run
[2024-05-28T07:52:52.694918Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/5AusT-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:52:52.695287Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:5AusT-\\d+-)", pattern="(?^u:5AusT-\\d+-)", buffer_size=undef, json_cmd_token="iiwSgcKP", quiet=undef, expect_not_found=0)
[2024-05-28T07:52:52.703593Z] [info] [pid:107049] Test data requested: opensuse/data/containers/www.py
[33m[2024-05-28T07:52:52.707059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 393 loops & 0.0118626139992557 seconds: 5AusT-0-[0m
[32m[2024-05-28T07:52:52.707421Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:5AusT-\d+-): ok[0m
[2024-05-28T07:52:52.707574Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:61 called testapi::assert_script_run
[2024-05-28T07:52:52.707718Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="chmod 755 /var/tmp/containerapp/BuildTest/www.py", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:52:52.707842Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:61 called testapi::assert_script_run
[2024-05-28T07:52:52.707970Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:52.708379Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WPTittdQ", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:52.708465Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185862998478115 seconds: # [0m
[32m[2024-05-28T07:52:52.708708Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.708980Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="chmod 755 /var/tmp/containerapp/BuildTest/www.py", json_cmd_token="xVYYHjVu")
[2024-05-28T07:52:52.709343Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo IGYjO-\$?-", json_cmd_token="sBUGwZNg")
[2024-05-28T07:52:52.709544Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:61 called testapi::assert_script_run
[2024-05-28T07:52:52.709701Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="chmod 755 /var/tmp/containerapp/BuildTest/www.py; echo IGYjO-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=176, timeout=90)
[2024-05-28T07:52:52.710082Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TIaZxqtA", buffer_size=176, pattern=[
    "chmod 755 /var/tmp/containerapp/BuildTest/www.py; echo IGYjO-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="chmod 755 /var/tmp/containerapp/BuildTest/www.py; echo IGYjO-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:52.710164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201883998670382 seconds: chmod 755 /var/tmp/containerapp/BuildTest/www.py; echo IGYjO-$?-[0m
[32m[2024-05-28T07:52:52.710463Z] [debug] [pid:107057] >>> testapi::wait_serial: chmod 755 /var/tmp/containerapp/BuildTest/www.py; echo IGYjO-$?-: ok[0m
[2024-05-28T07:52:52.710766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="VFcziZFE", cmd="backend_type_string")
[2024-05-28T07:52:52.710993Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:61 called testapi::assert_script_run
[2024-05-28T07:52:52.711137Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/IGYjO-\d+-/u)
[2024-05-28T07:52:52.711466Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:IGYjO-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:IGYjO-\\d+-)", buffer_size=undef, json_cmd_token="WodxUwlZ")
[33m[2024-05-28T07:52:52.712050Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000638011000773986 seconds: IGYjO-0-[0m
[32m[2024-05-28T07:52:52.712367Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:IGYjO-\d+-): ok[0m
[2024-05-28T07:52:52.712556Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:52:52.712683Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/bci\\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:52.712793Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:52:52.712916Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:52:52.713245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RtaPkYkL")
[33m[2024-05-28T07:52:52.713325Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165272000231198 seconds: # [0m
[32m[2024-05-28T07:52:52.713598Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.713892Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/bci\\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile", json_cmd_token="eGmrCMtS")
[2024-05-28T07:52:52.714264Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3ztBE-\$?-", cmd="backend_type_string", json_cmd_token="WqQElTfw")
[2024-05-28T07:52:52.714478Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:52:52.714620Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/bci\\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 3ztBE-\$?-", buffer_size=251, timeout=90)
[2024-05-28T07:52:52.714952Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/bci\\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 3ztBE-\$?-", pattern=[
    "sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/bci\\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 3ztBE-\$?-"
  ], buffer_size=251, json_cmd_token="TTqWAqaZ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:52.715064Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000191402999917045 seconds: sed -E 's/baseimage_var/registry.opensuse.org\/opensuse\/bci\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 3ztBE-$?-[0m
[32m[2024-05-28T07:52:52.715335Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -E 's/baseimage_var/registry.opensuse.org\/opensuse\/bci\/python:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 3ztBE-$?-: ok[0m
[2024-05-28T07:52:52.715596Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="mulWiLeP")
[2024-05-28T07:52:52.715794Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:52:52.715927Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/3ztBE-\d+-/u)
[2024-05-28T07:52:52.716289Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="FjbxTtUN", buffer_size=undef, pattern="(?^u:3ztBE-\\d+-)", regexp="(?^u:3ztBE-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:52.717347Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0011442300001363 seconds: 3ztBE-0-[0m
[32m[2024-05-28T07:52:52.717617Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3ztBE-\d+-): ok[0m
[2024-05-28T07:52:52.717855Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:52.718015Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", output="", quiet=undef, die_on_timeout=1, timeout=603)
[2024-05-28T07:52:52.718153Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:52.718283Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:52.718680Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rKQJQFpr", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:52.718756Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166542999068042 seconds: # [0m
[32m[2024-05-28T07:52:52.719021Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:52.719304Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", cmd="backend_type_string", json_cmd_token="DDDEAZzc")
[2024-05-28T07:52:52.720223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NjLWIHnM", text="; echo YasyF-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:52.720453Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:52.720581Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=231, timeout=90, regexp="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:52:52.721129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-"
  ], buffer_size=231, json_cmd_token="undlLAUT")
[33m[2024-05-28T07:52:52.721247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000347876000887481 seconds: timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-$?-[0m
[32m[2024-05-28T07:52:52.721515Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-$?-: ok[0m
[2024-05-28T07:52:52.721790Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ZbYSguRj", cmd="backend_type_string")
[2024-05-28T07:52:52.721994Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:52.722110Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=603, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/YasyF-\d+-/u)
[2024-05-28T07:52:52.722480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XZMypIiW", buffer_size=undef, pattern="(?^u:YasyF-\\d+-)", regexp="(?^u:YasyF-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=603)
[33m[2024-05-28T07:52:55.571475Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1323 loops & 2.84901591900052 seconds: YasyF-0-[0m
[32m[2024-05-28T07:52:55.572311Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YasyF-\d+-): ok[0m
[2024-05-28T07:52:55.572545Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:52:55.572650Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", timeout=600, quiet=undef, fail_message="")
[2024-05-28T07:52:55.572759Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:52:55.572865Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:55.573484Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SYicGIKD", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:55.573590Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283355000647134 seconds: # [0m
[32m[2024-05-28T07:52:55.574127Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:55.574510Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", cmd="backend_type_string", json_cmd_token="fYRpjYsE")
[2024-05-28T07:52:55.574947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kSfONUsA", text="; echo Ob1IB-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:55.575238Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:52:55.575447Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-", timeout=90, buffer_size=227)
[2024-05-28T07:52:55.575858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-"
  ], buffer_size=227, json_cmd_token="VrGnOpGb", record_output=undef, no_regex=1, regexp="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:52:55.575964Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000223912998990272 seconds: docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-$?-[0m
[32m[2024-05-28T07:52:55.576285Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-$?-: ok[0m
[2024-05-28T07:52:55.576582Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vYdNWAfY", cmd="backend_type_string")
[2024-05-28T07:52:55.576838Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:52:55.576974Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/Ob1IB-\d+-/u, timeout=600, buffer_size=undef)
[2024-05-28T07:52:55.577351Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:Ob1IB-\\d+-)", timeout=600, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Ob1IB-\\d+-)", buffer_size=undef, json_cmd_token="nBlTxyTU")
[33m[2024-05-28T07:52:55.877102Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 61 loops & 0.299771041998611 seconds: Ob1IB-0-[0m
[32m[2024-05-28T07:52:55.877934Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ob1IB-\d+-): ok[0m
[2024-05-28T07:52:55.878165Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:121 called testapi::record_info
[2024-05-28T07:52:55.878311Z] [debug] [pid:107057] <<< testapi::record_info(title="Build OK", output="Image myapp created", result="ok")
[2024-05-28T07:52:55.878555Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:52:55.878695Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf /var/tmp/containerapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:55.878860Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:52:55.879044Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:55.879634Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aTvsWNZE", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:55.879736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263025000094785 seconds: # [0m
[32m[2024-05-28T07:52:55.880078Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:55.880408Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jQGWasdm", text="rm -rf /var/tmp/containerapp", cmd="backend_type_string")
[2024-05-28T07:52:55.880843Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uiugyjvn", text="; echo bg~mc-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:55.881077Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:52:55.881245Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -rf /var/tmp/containerapp; echo bg~mc-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=156, timeout=90)
[2024-05-28T07:52:55.881651Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -rf /var/tmp/containerapp; echo bg~mc-\$?-", pattern=[
    "rm -rf /var/tmp/containerapp; echo bg~mc-\$?-"
  ], buffer_size=156, json_cmd_token="bQDLcHeT", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:55.881748Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215563999518054 seconds: rm -rf /var/tmp/containerapp; echo bg~mc-$?-[0m
[32m[2024-05-28T07:52:55.882077Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf /var/tmp/containerapp; echo bg~mc-$?-: ok[0m
[2024-05-28T07:52:55.882379Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="AbttHzTH")
[2024-05-28T07:52:55.882625Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:52:55.882813Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/bg~mc-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:55.883204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:bg~mc-\\d+-)", pattern="(?^u:bg~mc-\\d+-)", buffer_size=undef, json_cmd_token="vZfLoFOx", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:55.884344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00124044100084575 seconds: bg~mc-0-[0m
[32m[2024-05-28T07:52:55.884647Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:bg~mc-\d+-): ok[0m
[2024-05-28T07:52:55.884768Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:52:55.884893Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker images", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:52:55.885020Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:52:55.885190Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:52:55.885543Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VGWgGLvw", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:55.885619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169143000675831 seconds: # [0m
[32m[2024-05-28T07:52:55.885892Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:55.886142Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ElALHjzN", text="docker images", cmd="backend_type_string")
[2024-05-28T07:52:55.886497Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo JwzWK-\$?-", json_cmd_token="ILBlyReE", cmd="backend_type_string")
[2024-05-28T07:52:55.886692Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:52:55.886814Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=141, regexp="docker images; echo JwzWK-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:55.887134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker images; echo JwzWK-\$?-"
  ], buffer_size=141, json_cmd_token="NVNVDosd", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker images; echo JwzWK-\$?-")
[33m[2024-05-28T07:52:55.887208Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165683000886929 seconds: docker images; echo JwzWK-$?-[0m
[32m[2024-05-28T07:52:55.887440Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images; echo JwzWK-$?-: ok[0m
[2024-05-28T07:52:55.887684Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="XbIsxeif", cmd="backend_type_string")
[2024-05-28T07:52:55.887911Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:52:55.888108Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/JwzWK-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:52:55.888460Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:JwzWK-\\d+-)", pattern="(?^u:JwzWK-\\d+-)", buffer_size=undef, json_cmd_token="oyWFFydE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:55.900386Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 44 loops & 0.0119950770003925 seconds: JwzWK-0-[0m
[32m[2024-05-28T07:52:55.900691Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JwzWK-\d+-): ok[0m
[2024-05-28T07:52:55.900802Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:52:55.900892Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images --all | grep myapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:55.900979Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:52:55.901084Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:55.901453Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="moMmwOCL", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:55.901539Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198984000235214 seconds: # [0m
[32m[2024-05-28T07:52:55.901801Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:55.902068Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images --all | grep myapp", json_cmd_token="QcBVzXVp")
[2024-05-28T07:52:55.902446Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AQYRqAEK", text="; echo OXcPK-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:55.902653Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:52:55.902776Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker images --all | grep myapp; echo OXcPK-\$?-")
[2024-05-28T07:52:55.903130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker images --all | grep myapp; echo OXcPK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="iCScjFoN", buffer_size=160, pattern=[
    "docker images --all | grep myapp; echo OXcPK-\$?-"
  ])
[33m[2024-05-28T07:52:55.903218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197444000150426 seconds: docker images --all | grep myapp; echo OXcPK-$?-[0m
[32m[2024-05-28T07:52:55.903463Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images --all | grep myapp; echo OXcPK-$?-: ok[0m
[2024-05-28T07:52:55.903725Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="bynttRzW")
[2024-05-28T07:52:55.903966Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:52:55.904156Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/OXcPK-\d+-/u)
[2024-05-28T07:52:55.904536Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UUzpKXWE", buffer_size=undef, pattern="(?^u:OXcPK-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:OXcPK-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:52:55.916339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0119028560002334 seconds: OXcPK-0-[0m
[32m[2024-05-28T07:52:55.916622Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OXcPK-\d+-): ok[0m
[2024-05-28T07:52:55.916733Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:52:55.916826Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:55.916912Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:52:55.917013Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:52:55.917376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nINhmPNu", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:52:55.917461Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193402998775127 seconds: # [0m
[32m[2024-05-28T07:52:55.917706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:55.917975Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", json_cmd_token="tBIczKST", cmd="backend_type_string")
[2024-05-28T07:52:55.918351Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo J2Gy8-\$?-", json_cmd_token="ovrGAZKe")
[2024-05-28T07:52:55.918561Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:52:55.918687Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=195, timeout=90, regexp="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:52:55.919046Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-"
  ], buffer_size=195, json_cmd_token="GLraKDmE")
[33m[2024-05-28T07:52:55.919135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204204001420294 seconds: docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-$?-[0m
[32m[2024-05-28T07:52:55.919443Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-$?-: ok[0m
[2024-05-28T07:52:55.919734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IwCAFgzm", cmd="backend_type_string")
[2024-05-28T07:52:55.919976Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:52:55.920174Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/J2Gy8-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:52:55.920561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:J2Gy8-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:J2Gy8-\\d+-)", buffer_size=undef, json_cmd_token="bIUQYAdE")
[33m[2024-05-28T07:52:56.919280Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.998731483001393 seconds: J2Gy8-0-[0m
[32m[2024-05-28T07:52:56.919930Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:J2Gy8-\d+-): ok[0m
[2024-05-28T07:52:56.920120Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:52:56.920227Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name myapp -p 8888:80 myapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:52:56.920328Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:52:56.920435Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:52:56.921016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BuFyqdDJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:56.921130Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270464999630349 seconds: # [0m
[32m[2024-05-28T07:52:56.921406Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:56.921760Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --name myapp -p 8888:80 myapp", json_cmd_token="jHUBfCzq", cmd="backend_type_string")
[2024-05-28T07:52:56.922360Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Sve9L-\$?-", json_cmd_token="KwxCKTEp")
[2024-05-28T07:52:56.922600Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:52:56.922729Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-", buffer_size=171, timeout=90)
[2024-05-28T07:52:56.923166Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="UsAMVIIM", buffer_size=171, pattern=[
    "docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-"
  ])
[33m[2024-05-28T07:52:56.923274Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242164000155753 seconds: docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-$?-[0m
[32m[2024-05-28T07:52:56.923537Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-$?-: ok[0m
[2024-05-28T07:52:56.923878Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="yeYiQALL")
[2024-05-28T07:52:56.924140Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:52:56.924326Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/Sve9L-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:52:56.924771Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DXiqqGUh", buffer_size=undef, pattern="(?^u:Sve9L-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:Sve9L-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:52:57.555824Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.63108604899935 seconds: Sve9L-0-[0m
[32m[2024-05-28T07:52:57.556554Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Sve9L-\d+-): ok[0m
[2024-05-28T07:52:57.556781Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.556915Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker ps -a | grep myapp", die_on_timeout=1, timeout=33, output="", quiet=undef)
[2024-05-28T07:52:57.557039Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.557167Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:52:57.557834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bsYExVqN", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:52:57.557952Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000297954999041394 seconds: # [0m
[32m[2024-05-28T07:52:57.558347Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:57.558789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  30 docker ps -a | grep myapp", json_cmd_token="rpVXkSpx")
[2024-05-28T07:52:57.559417Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo V3Z8M-\$?-", json_cmd_token="oNtojStb", cmd="backend_type_string")
[2024-05-28T07:52:57.559756Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.559914Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=165, timeout=90)
[2024-05-28T07:52:57.560462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-", record_output=undef, no_regex=1, json_cmd_token="zRtfNmrB", buffer_size=165, pattern=[
    "timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:57.562028Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00168929999927059 seconds: timeout  30 docker ps -a | grep myapp; echo V3Z8M-$?-[0m
[32m[2024-05-28T07:52:57.562463Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker ps -a | grep myapp; echo V3Z8M-$?-: ok[0m
[2024-05-28T07:52:57.562904Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GpTWkPLb", text="\n", cmd="backend_type_string")
[2024-05-28T07:52:57.563217Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.563374Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/V3Z8M-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=33)
[2024-05-28T07:52:57.563843Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:V3Z8M-\\d+-)", timeout=33, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:V3Z8M-\\d+-)", buffer_size=undef, json_cmd_token="uClWlVMJ")
[33m[2024-05-28T07:52:57.588871Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.025128463999863 seconds: V3Z8M-0-[0m
[32m[2024-05-28T07:52:57.589314Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:V3Z8M-\d+-): ok[0m
[2024-05-28T07:52:57.589455Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:57.589564Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker logs myapp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:52:57.589672Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:57.589798Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:57.590374Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YUXOwvHD", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:52:57.590476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233314000070095 seconds: # [0m
[32m[2024-05-28T07:52:57.590792Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:57.591177Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker logs myapp", json_cmd_token="ErGxsmRQ")
[2024-05-28T07:52:57.592013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Y4_U5-\$?-", json_cmd_token="YDSEEIUb", cmd="backend_type_string")
[2024-05-28T07:52:57.592316Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:57.592458Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker logs myapp; echo Y4_U5-\$?-", timeout=90, buffer_size=145)
[2024-05-28T07:52:57.592986Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker logs myapp; echo Y4_U5-\$?-", no_regex=1, record_output=undef, json_cmd_token="cNmObHwA", buffer_size=145, pattern=[
    "docker logs myapp; echo Y4_U5-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:52:57.593101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267135001195129 seconds: docker logs myapp; echo Y4_U5-$?-[0m
[32m[2024-05-28T07:52:57.593487Z] [debug] [pid:107057] >>> testapi::wait_serial: docker logs myapp; echo Y4_U5-$?-: ok[0m
[2024-05-28T07:52:57.593872Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="sIjvPKms")
[2024-05-28T07:52:57.594164Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:52:57.594325Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Y4_U5-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:52:57.594814Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:Y4_U5-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Y4_U5-\\d+-)", buffer_size=undef, json_cmd_token="UIxqIRuW")
[33m[2024-05-28T07:52:57.615217Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0205040330001793 seconds: Y4_U5-0-[0m
[32m[2024-05-28T07:52:57.615586Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y4_U5-\d+-): ok[0m
[2024-05-28T07:52:57.615741Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.615867Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:52:57.615978Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.616129Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:52:57.616562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QDfTtSpl")
[33m[2024-05-28T07:52:57.616660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219084000491421 seconds: # [0m
[32m[2024-05-28T07:52:57.616964Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:57.617283Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", cmd="backend_type_string", json_cmd_token="wuXxDGWU")
[2024-05-28T07:52:57.617708Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PWnTgmin", text="; echo 1ysZ5-\$?-", cmd="backend_type_string")
[2024-05-28T07:52:57.617935Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.618078Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=196, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-")
[2024-05-28T07:52:57.618470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-", no_regex=1, record_output=undef, json_cmd_token="UJfKmDcN", buffer_size=196, pattern=[
    "timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:57.618576Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220724001337658 seconds: timeout  30 curl http://localhost:8888/ | grep "The test shall pass"; echo 1ysZ5-$?-[0m
[32m[2024-05-28T07:52:57.618877Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 curl http://localhost:8888/ | grep "The test shall pass"; echo 1ysZ5-$?-: ok[0m
[2024-05-28T07:52:57.619166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="kvSKyncW", cmd="backend_type_string")
[2024-05-28T07:52:57.619401Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:52:57.619537Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/1ysZ5-\d+-/u)
[2024-05-28T07:52:57.619909Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=33, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:1ysZ5-\\d+-)", pattern="(?^u:1ysZ5-\\d+-)", buffer_size=undef, json_cmd_token="rdBKqUJx", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:52:57.640580Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 322 loops & 0.0207699479997245 seconds: 1ysZ5-0-[0m
[32m[2024-05-28T07:52:57.640915Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1ysZ5-\d+-): ok[0m
[2024-05-28T07:52:57.641047Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:52:57.641156Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop myapp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:52:57.641259Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:52:57.641381Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:52:57.641730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JgJbNNVB", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:57.641808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172252999618649 seconds: # [0m
[32m[2024-05-28T07:52:57.642092Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:52:57.642353Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker stop myapp", json_cmd_token="STLsIABM")
[2024-05-28T07:52:57.642720Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo B_bVb-\$?-", json_cmd_token="qMTtXxbA", cmd="backend_type_string")
[2024-05-28T07:52:57.642930Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:52:57.643064Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker stop myapp; echo B_bVb-\$?-", timeout=90, buffer_size=145)
[2024-05-28T07:52:57.643391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="PPSbPoFt", buffer_size=145, pattern=[
    "docker stop myapp; echo B_bVb-\$?-"
  ], regexp="docker stop myapp; echo B_bVb-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:52:57.643476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176402998476988 seconds: docker stop myapp; echo B_bVb-$?-[0m
[32m[2024-05-28T07:52:57.643746Z] [debug] [pid:107057] >>> testapi::wait_serial: docker stop myapp; echo B_bVb-$?-: ok[0m
[2024-05-28T07:52:57.643992Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LBTVCfHd", cmd="backend_type_string")
[2024-05-28T07:52:57.644268Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:52:57.644404Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/B_bVb-\d+-/u)
[2024-05-28T07:52:57.644726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:B_bVb-\\d+-)", buffer_size=undef, json_cmd_token="uAbIMuXZ", record_output=undef, no_regex=0, regexp="(?^u:B_bVb-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:10.125391Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.4806431929992 seconds: B_bVb-0-[0m
[32m[2024-05-28T07:53:10.126092Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:B_bVb-\d+-): ok[0m
[2024-05-28T07:53:10.126342Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:53:10.126501Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm myapp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:10.126675Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:53:10.126860Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:53:10.127427Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FeHCjAqG", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:10.127521Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232353999308543 seconds: # [0m
[32m[2024-05-28T07:53:10.127781Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:10.128064Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm myapp", json_cmd_token="QxFjKXeA", cmd="backend_type_string")
[2024-05-28T07:53:10.128423Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo hgRWd-\$?-", json_cmd_token="TyfazwOA")
[2024-05-28T07:53:10.128619Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:53:10.128765Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=143, timeout=90, regexp="docker rm myapp; echo hgRWd-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:53:10.129110Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm myapp; echo hgRWd-\$?-", pattern=[
    "docker rm myapp; echo hgRWd-\$?-"
  ], buffer_size=143, json_cmd_token="PclyBahN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:10.129197Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182353000127478 seconds: docker rm myapp; echo hgRWd-$?-[0m
[32m[2024-05-28T07:53:10.129468Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm myapp; echo hgRWd-$?-: ok[0m
[2024-05-28T07:53:10.129720Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xINmYGfw")
[2024-05-28T07:53:10.129917Z] [debug] [pid:107057] tests/containers/container_engine.pm:159 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:53:10.130054Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/hgRWd-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:53:10.130376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:hgRWd-\\d+-)", buffer_size=undef, json_cmd_token="jkTTKxMD", no_regex=0, record_output=undef, regexp="(?^u:hgRWd-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:10.149741Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0193411300006119 seconds: hgRWd-0-[0m
[32m[2024-05-28T07:53:10.150234Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hgRWd-\d+-): ok[0m
[2024-05-28T07:53:10.150413Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:119 called testapi::record_info
[2024-05-28T07:53:10.150509Z] [debug] [pid:107057] <<< testapi::record_info(title="Smoke", output="Smoke test running image: registry.opensuse.org/opensuse/busybox:latest on runtime: docker.", result="ok")
[2024-05-28T07:53:10.150676Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:125 called testapi::assert_script_run
[2024-05-28T07:53:10.150766Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker pull registry.opensuse.org/opensuse/busybox:latest", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:10.150861Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:125 called testapi::assert_script_run
[2024-05-28T07:53:10.150966Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:10.151645Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ofxdoYFe", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:10.151790Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000400626999180531 seconds: # [0m
[32m[2024-05-28T07:53:10.152078Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:10.152374Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker pull registry.opensuse.org/opensuse/busybox:latest", json_cmd_token="maihpKdo")
[2024-05-28T07:53:10.152743Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo CS2MR-\$?-", json_cmd_token="xzZnRqab", cmd="backend_type_string")
[2024-05-28T07:53:10.152920Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:125 called testapi::assert_script_run
[2024-05-28T07:53:10.153040Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker pull registry.opensuse.org/opensuse/busybox:latest; echo CS2MR-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=185)
[2024-05-28T07:53:10.153403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker pull registry.opensuse.org/opensuse/busybox:latest; echo CS2MR-\$?-", pattern=[
    "docker pull registry.opensuse.org/opensuse/busybox:latest; echo CS2MR-\$?-"
  ], buffer_size=185, json_cmd_token="vZrUZYHA", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:10.153510Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223744000322768 seconds: docker pull registry.opensuse.org/opensuse/busybox:latest; echo CS2MR-$?-[0m
[32m[2024-05-28T07:53:10.153779Z] [debug] [pid:107057] >>> testapi::wait_serial: docker pull registry.opensuse.org/opensuse/busybox:latest; echo CS2MR-$?-: ok[0m
[2024-05-28T07:53:10.154035Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="BSZqGrtg")
[2024-05-28T07:53:10.154216Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:125 called testapi::assert_script_run
[2024-05-28T07:53:10.154332Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/CS2MR-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:10.154662Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:CS2MR-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="RbTBxTSY", buffer_size=undef, pattern="(?^u:CS2MR-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:10.615371Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 61 loops & 0.460717007001222 seconds: CS2MR-0-[0m
[32m[2024-05-28T07:53:10.616176Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:CS2MR-\d+-): ok[0m
[2024-05-28T07:53:10.616383Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:130 called testapi::assert_script_run
[2024-05-28T07:53:10.616503Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker image ls", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:53:10.616652Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:130 called testapi::assert_script_run
[2024-05-28T07:53:10.616792Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:53:10.617497Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dZuLkJiD")
[33m[2024-05-28T07:53:10.617618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000355566000507679 seconds: # [0m
[32m[2024-05-28T07:53:10.618139Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:10.618550Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VcUByfne", text="docker image ls", cmd="backend_type_string")
[2024-05-28T07:53:10.619039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p0Jti-\$?-", cmd="backend_type_string", json_cmd_token="jBjnwjqF")
[2024-05-28T07:53:10.619321Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:130 called testapi::assert_script_run
[2024-05-28T07:53:10.619496Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=143, timeout=90, regexp="docker image ls; echo p0Jti-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:53:10.620028Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker image ls; echo p0Jti-\$?-", pattern=[
    "docker image ls; echo p0Jti-\$?-"
  ], buffer_size=143, json_cmd_token="LirmyNWj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:10.620155Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000317226000333903 seconds: docker image ls; echo p0Jti-$?-[0m
[32m[2024-05-28T07:53:10.620480Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image ls; echo p0Jti-$?-: ok[0m
[2024-05-28T07:53:10.620845Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PipNYXoK", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:10.621121Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:130 called testapi::assert_script_run
[2024-05-28T07:53:10.621303Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/p0Jti-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:53:10.621813Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:p0Jti-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="hDXnHNRt", buffer_size=undef, pattern="(?^u:p0Jti-\\d+-)")
[33m[2024-05-28T07:53:10.634092Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.0124408329993457 seconds: p0Jti-0-[0m
[32m[2024-05-28T07:53:10.634441Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p0Jti-\d+-): ok[0m
[2024-05-28T07:53:10.634603Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:135 called testapi::assert_script_run
[2024-05-28T07:53:10.634734Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:10.634862Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:135 called testapi::assert_script_run
[2024-05-28T07:53:10.635015Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:10.635478Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FjlHIAjg", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:53:10.635596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259774998994544 seconds: # [0m
[32m[2024-05-28T07:53:10.635909Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:10.636258Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'", cmd="backend_type_string", json_cmd_token="MKvNFfJi")
[2024-05-28T07:53:10.636714Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ADRVi-\$?-", json_cmd_token="cSgBNoLR")
[2024-05-28T07:53:10.636956Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:135 called testapi::assert_script_run
[2024-05-28T07:53:10.637154Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=206, regexp="docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'; echo ADRVi-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:53:10.637620Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'; echo ADRVi-\$?-", no_regex=1, record_output=undef, json_cmd_token="andUpRHN", buffer_size=206, pattern=[
    "docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'; echo ADRVi-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:10.637743Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028062400087947 seconds: docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'; echo ADRVi-$?-[0m
[32m[2024-05-28T07:53:10.638077Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -it --rm registry.opensuse.org/opensuse/busybox:latest echo 'Hello'; echo ADRVi-$?-: ok[0m
[2024-05-28T07:53:10.638397Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TBTqopJV")
[2024-05-28T07:53:10.638642Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:135 called testapi::assert_script_run
[2024-05-28T07:53:10.638823Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/ADRVi-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:53:10.639259Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="udrRNmqz", buffer_size=undef, pattern="(?^u:ADRVi-\\d+-)", regexp="(?^u:ADRVi-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:11.667632Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.02844118299981 seconds: ADRVi-0-[0m
[32m[2024-05-28T07:53:11.668293Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ADRVi-\d+-): ok[0m
[2024-05-28T07:53:11.668487Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:138 called testapi::assert_script_run
[2024-05-28T07:53:11.668611Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:11.668728Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:138 called testapi::assert_script_run
[2024-05-28T07:53:11.668853Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:11.669420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gMnpCNGH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:11.669527Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261504001173307 seconds: # [0m
[32m[2024-05-28T07:53:11.669823Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:11.670139Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999", cmd="backend_type_string", json_cmd_token="sgvbIKvJ")
[2024-05-28T07:53:11.670536Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo u~TJo-\$?-", json_cmd_token="ljifKPDz")
[2024-05-28T07:53:11.670736Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:138 called testapi::assert_script_run
[2024-05-28T07:53:11.670882Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=214, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999; echo u~TJo-\$?-")
[2024-05-28T07:53:11.671262Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999; echo u~TJo-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999; echo u~TJo-\$?-"
  ], buffer_size=214, json_cmd_token="lflQcXmW")
[33m[2024-05-28T07:53:11.671377Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226394000492292 seconds: docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999; echo u~TJo-$?-[0m
[32m[2024-05-28T07:53:11.671658Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name 'sleeper' registry.opensuse.org/opensuse/busybox:latest sleep 999; echo u~TJo-$?-: ok[0m
[2024-05-28T07:53:11.671932Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hIMUeIMm")
[2024-05-28T07:53:11.672160Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:138 called testapi::assert_script_run
[2024-05-28T07:53:11.672303Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/u~TJo-\d+-/u)
[2024-05-28T07:53:11.672673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="CfwGzGSV", buffer_size=undef, pattern="(?^u:u~TJo-\\d+-)", regexp="(?^u:u~TJo-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:12.240617Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.567954891001136 seconds: u~TJo-0-[0m
[32m[2024-05-28T07:53:12.241314Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:u~TJo-\d+-): ok[0m
[2024-05-28T07:53:12.241526Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:139 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:12.241656Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker ps | grep sleeper", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:53:12.241776Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:139 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:12.241902Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:53:12.242515Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="uwwBqgwg", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:12.242629Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278034000075422 seconds: # [0m
[32m[2024-05-28T07:53:12.242986Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.243368Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker ps | grep sleeper", json_cmd_token="yHdiDLEK", cmd="backend_type_string")
[2024-05-28T07:53:12.243942Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo hORkT-\$?-", cmd="backend_type_string", json_cmd_token="jrPlNYGN")
[2024-05-28T07:53:12.244241Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:139 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:12.244401Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=164, timeout=90, regexp="timeout  30 docker ps | grep sleeper; echo hORkT-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:12.244878Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 docker ps | grep sleeper; echo hORkT-\$?-"
  ], buffer_size=164, json_cmd_token="kanqHdpF", no_regex=1, record_output=undef, regexp="timeout  30 docker ps | grep sleeper; echo hORkT-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.244989Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240654000663199 seconds: timeout  30 docker ps | grep sleeper; echo hORkT-$?-[0m
[32m[2024-05-28T07:53:12.245328Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker ps | grep sleeper; echo hORkT-$?-: ok[0m
[2024-05-28T07:53:12.245667Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="EOrEHCjb")
[2024-05-28T07:53:12.245912Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:139 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:12.246059Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, regexp=qr/hORkT-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:53:12.246484Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sAPYSYrW", buffer_size=undef, pattern="(?^u:hORkT-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=33, regexp="(?^u:hORkT-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:53:12.262483Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0160749149999901 seconds: hORkT-0-[0m
[32m[2024-05-28T07:53:12.262877Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hORkT-\d+-): ok[0m
[2024-05-28T07:53:12.263021Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:142 called testapi::assert_script_run
[2024-05-28T07:53:12.263113Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker exec sleeper echo 'Hello'", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:12.263207Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:142 called testapi::assert_script_run
[2024-05-28T07:53:12.263309Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.263687Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZwCdcevF", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:53:12.263770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188553000043612 seconds: # [0m
[32m[2024-05-28T07:53:12.264020Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.264271Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker exec sleeper echo 'Hello'", json_cmd_token="gmIGALsT", cmd="backend_type_string")
[2024-05-28T07:53:12.264627Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LYjjb-\$?-", json_cmd_token="ufrtxcxv", cmd="backend_type_string")
[2024-05-28T07:53:12.264831Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:142 called testapi::assert_script_run
[2024-05-28T07:53:12.264958Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker exec sleeper echo 'Hello'; echo LYjjb-\$?-", timeout=90, buffer_size=160)
[2024-05-28T07:53:12.265278Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker exec sleeper echo 'Hello'; echo LYjjb-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker exec sleeper echo 'Hello'; echo LYjjb-\$?-"
  ], buffer_size=160, json_cmd_token="uzWIAuwU")
[33m[2024-05-28T07:53:12.265365Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174783001057222 seconds: docker exec sleeper echo 'Hello'; echo LYjjb-$?-[0m
[32m[2024-05-28T07:53:12.265605Z] [debug] [pid:107057] >>> testapi::wait_serial: docker exec sleeper echo 'Hello'; echo LYjjb-$?-: ok[0m
[2024-05-28T07:53:12.265839Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="nsmdAQTg")
[2024-05-28T07:53:12.266060Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:142 called testapi::assert_script_run
[2024-05-28T07:53:12.266248Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/LYjjb-\d+-/u)
[2024-05-28T07:53:12.266572Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:LYjjb-\\d+-)", buffer_size=undef, json_cmd_token="mNxQbDSf", no_regex=0, record_output=undef, regexp="(?^u:LYjjb-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.334897Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0683601490000001 seconds: LYjjb-0-[0m
[32m[2024-05-28T07:53:12.335373Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LYjjb-\d+-): ok[0m
[2024-05-28T07:53:12.335656Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.335860Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:53:12.336370Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="jFZTBCsh", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:12.336469Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232394000704517 seconds: # [0m
[32m[2024-05-28T07:53:12.336737Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.336818Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.336872Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptqubgU.sh :\n \"cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-\" \n")
[2024-05-28T07:53:12.337166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-\n", cmd="backend_type_string", json_cmd_token="vciIBxMn")
[2024-05-28T07:53:12.337406Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.337575Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.337974Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-"
  ], buffer_size=undef, json_cmd_token="rcNXvEmQ", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.338075Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213542998608318 seconds: cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-$?-[0m
[32m[2024-05-28T07:53:12.338341Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-$?-: ok[0m
[2024-05-28T07:53:12.338441Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.338551Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:53:12.338906Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="MZrUyKDP", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:12.338978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177522999365465 seconds: > [0m
[32m[2024-05-28T07:53:12.339233Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:12.339510Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BmJwxzxu", text="docker container inspect -f '{{.HostConfig.CpuShares}}' sleeper\nEOT_qubgU\n", cmd="backend_type_string")
[2024-05-28T07:53:12.339740Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.339905Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_qubgU", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:53:12.340315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_qubgU", no_regex=1, record_output=undef, json_cmd_token="LWCmRZNV", buffer_size=undef, pattern=[
    "> EOT_qubgU"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:12.340405Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196823000806035 seconds: > EOT_qubgU[0m
[32m[2024-05-28T07:53:12.340724Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_qubgU: ok[0m
[2024-05-28T07:53:12.340857Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.341030Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp="qubgU-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.341407Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="xENSSWiY", buffer_size=undef, pattern="qubgU-0-", regexp="qubgU-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:12.341502Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194672998986789 seconds: qubgU-0-[0m
[32m[2024-05-28T07:53:12.341782Z] [debug] [pid:107057] >>> testapi::wait_serial: qubgU-0-: ok[0m
[2024-05-28T07:53:12.341880Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.341996Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:53:12.342353Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uVGhQdtn")
[33m[2024-05-28T07:53:12.342436Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192673000128707 seconds: # [0m
[32m[2024-05-28T07:53:12.342675Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.342952Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lZnvdgWT", text="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:12.343178Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.343349Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:53:12.343729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-"
  ], buffer_size=undef, json_cmd_token="OvKoCVol", no_regex=1, record_output=undef, regexp="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.343817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198544001250411 seconds: echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-$?-[0m
[32m[2024-05-28T07:53:12.344142Z] [debug] [pid:107057] >>> testapi::wait_serial: echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-$?-: ok[0m
[2024-05-28T07:53:12.344283Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:92 called testapi::script_output
[2024-05-28T07:53:12.344465Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, no_regex=0, quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDqubgU-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:53:12.344849Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDqubgU-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDqubgU-\\d+-", buffer_size=undef, json_cmd_token="DYYczbwe")
[33m[2024-05-28T07:53:12.356073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0113027339994005 seconds: SCRIPT_FINISHEDqubgU-0-[0m
[32m[2024-05-28T07:53:12.356402Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDqubgU-\d+-: ok[0m
[2024-05-28T07:53:12.356558Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:97 called testapi::assert_script_run
[2024-05-28T07:53:12.356663Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker update --cpu-shares 512 sleeper", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:12.356772Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:97 called testapi::assert_script_run
[2024-05-28T07:53:12.356905Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:12.357301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="RadJUZrH", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:12.357394Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203304000024218 seconds: # [0m
[32m[2024-05-28T07:53:12.357679Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.357973Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker update --cpu-shares 512 sleeper", json_cmd_token="dMiJMTVW", cmd="backend_type_string")
[2024-05-28T07:53:12.358370Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ddAtO-\$?-", json_cmd_token="lBDyoaSC", cmd="backend_type_string")
[2024-05-28T07:53:12.358580Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:97 called testapi::assert_script_run
[2024-05-28T07:53:12.358716Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker update --cpu-shares 512 sleeper; echo ddAtO-\$?-", buffer_size=166, timeout=90)
[2024-05-28T07:53:12.359096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker update --cpu-shares 512 sleeper; echo ddAtO-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker update --cpu-shares 512 sleeper; echo ddAtO-\$?-"
  ], buffer_size=166, json_cmd_token="vyfEPUXy")
[33m[2024-05-28T07:53:12.359189Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205042999368743 seconds: docker update --cpu-shares 512 sleeper; echo ddAtO-$?-[0m
[32m[2024-05-28T07:53:12.359474Z] [debug] [pid:107057] >>> testapi::wait_serial: docker update --cpu-shares 512 sleeper; echo ddAtO-$?-: ok[0m
[2024-05-28T07:53:12.359757Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="juFJmISZ")
[2024-05-28T07:53:12.359976Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:97 called testapi::assert_script_run
[2024-05-28T07:53:12.360126Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/ddAtO-\d+-/u)
[2024-05-28T07:53:12.360510Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:ddAtO-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:ddAtO-\\d+-)", buffer_size=undef, json_cmd_token="xVqfEKlq")
[33m[2024-05-28T07:53:12.384054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0236270040004456 seconds: ddAtO-0-[0m
[32m[2024-05-28T07:53:12.384389Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ddAtO-\d+-): ok[0m
[2024-05-28T07:53:12.384552Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.384682Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:12.385091Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mVigsXep", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:12.385191Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212764000025345 seconds: # [0m
[32m[2024-05-28T07:53:12.385539Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.385634Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.385696Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptqubgU.sh :\n \"cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-\" \n")
[2024-05-28T07:53:12.385990Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BmbCantI", text="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:12.386205Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.386340Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:53:12.386723Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-"
  ], buffer_size=undef, json_cmd_token="EapJDuZA", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.386817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205063999601407 seconds: cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-$?-[0m
[32m[2024-05-28T07:53:12.387099Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptqubgU.sh << 'EOT_qubgU'; echo qubgU-$?-: ok[0m
[2024-05-28T07:53:12.387203Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.387325Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.387699Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="IDCXqAfW")
[33m[2024-05-28T07:53:12.387774Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182963000042946 seconds: > [0m
[32m[2024-05-28T07:53:12.388123Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:12.388431Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qGWxbkRn", text="docker container inspect -f '{{.HostConfig.CpuShares}}' sleeper\nEOT_qubgU\n", cmd="backend_type_string")
[2024-05-28T07:53:12.388648Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.388790Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_qubgU", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:12.389166Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kFyctkdg", buffer_size=undef, pattern=[
    "> EOT_qubgU"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_qubgU", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:12.389259Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201503000425873 seconds: > EOT_qubgU[0m
[32m[2024-05-28T07:53:12.389539Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_qubgU: ok[0m
[2024-05-28T07:53:12.389644Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.389769Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="qubgU-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:12.390139Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="qubgU-0-", pattern="qubgU-0-", buffer_size=undef, json_cmd_token="eOfvYUUV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:12.390237Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197243000002345 seconds: qubgU-0-[0m
[32m[2024-05-28T07:53:12.390510Z] [debug] [pid:107057] >>> testapi::wait_serial: qubgU-0-: ok[0m
[2024-05-28T07:53:12.390618Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.390741Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.391117Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZyUuettc", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.391192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185423999937484 seconds: # [0m
[32m[2024-05-28T07:53:12.391469Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.391759Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-\n", cmd="backend_type_string", json_cmd_token="xIZKxsit")
[2024-05-28T07:53:12.391972Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.392097Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:12.392437Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-"
  ], buffer_size=undef, json_cmd_token="BzcSrGEJ", no_regex=1, record_output=undef, regexp="echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:12.392516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170433000675985 seconds: echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-$?-[0m
[32m[2024-05-28T07:53:12.392766Z] [debug] [pid:107057] >>> testapi::wait_serial: echo qubgU; bash -oe pipefail /tmp/scriptqubgU.sh ; echo SCRIPT_FINISHEDqubgU-$?-: ok[0m
[2024-05-28T07:53:12.392852Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:145 called containers::utils::test_update_cmd -> lib/containers/utils.pm:99 called testapi::script_output
[2024-05-28T07:53:12.392954Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDqubgU-\\d+-")
[2024-05-28T07:53:12.393274Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDqubgU-\\d+-", buffer_size=undef, json_cmd_token="wTZMPfnd", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDqubgU-\\d+-")
[33m[2024-05-28T07:53:12.403991Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0107828339987464 seconds: SCRIPT_FINISHEDqubgU-0-[0m
[32m[2024-05-28T07:53:12.404324Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDqubgU-\d+-: ok[0m
[2024-05-28T07:53:12.404446Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:148 called testapi::assert_script_run
[2024-05-28T07:53:12.404542Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop sleeper", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:12.404650Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:148 called testapi::assert_script_run
[2024-05-28T07:53:12.404768Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:53:12.405155Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="AEmKaaFF", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:12.405248Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203374000193435 seconds: # [0m
[32m[2024-05-28T07:53:12.405531Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:12.405820Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FojBXmpX", text="docker stop sleeper", cmd="backend_type_string")
[2024-05-28T07:53:12.406214Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo KAOWe-\$?-", json_cmd_token="wCMUToJl", cmd="backend_type_string")
[2024-05-28T07:53:12.406424Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:148 called testapi::assert_script_run
[2024-05-28T07:53:12.406557Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, regexp="docker stop sleeper; echo KAOWe-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:53:12.406928Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker stop sleeper; echo KAOWe-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="lcJjpqZA", buffer_size=147, pattern=[
    "docker stop sleeper; echo KAOWe-\$?-"
  ])
[33m[2024-05-28T07:53:12.407019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201032999029849 seconds: docker stop sleeper; echo KAOWe-$?-[0m
[32m[2024-05-28T07:53:12.407297Z] [debug] [pid:107057] >>> testapi::wait_serial: docker stop sleeper; echo KAOWe-$?-: ok[0m
[2024-05-28T07:53:12.407589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="HucJEUNZ", cmd="backend_type_string")
[2024-05-28T07:53:12.407805Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:148 called testapi::assert_script_run
[2024-05-28T07:53:12.407940Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/KAOWe-\d+-/u)
[2024-05-28T07:53:12.408349Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LhPnMvki", buffer_size=undef, pattern="(?^u:KAOWe-\\d+-)", regexp="(?^u:KAOWe-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:24.872759Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.4644164540005 seconds: KAOWe-0-[0m
[32m[2024-05-28T07:53:24.873427Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:KAOWe-\d+-): ok[0m
[2024-05-28T07:53:24.873621Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:151 called testapi::assert_script_run
[2024-05-28T07:53:24.873739Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm sleeper", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:24.873854Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:151 called testapi::assert_script_run
[2024-05-28T07:53:24.873979Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:53:24.874573Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GxOkTMKl")
[33m[2024-05-28T07:53:24.874678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283985000351095 seconds: # [0m
[32m[2024-05-28T07:53:24.874971Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:24.875299Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WYRCQMOw", text="docker rm sleeper", cmd="backend_type_string")
[2024-05-28T07:53:24.875714Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo HYjkO-\$?-", cmd="backend_type_string", json_cmd_token="ERkUXNRT")
[2024-05-28T07:53:24.875923Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:151 called testapi::assert_script_run
[2024-05-28T07:53:24.876075Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=145, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker rm sleeper; echo HYjkO-\$?-")
[2024-05-28T07:53:24.876522Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker rm sleeper; echo HYjkO-\$?-"
  ], buffer_size=145, json_cmd_token="RqjyiIod", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm sleeper; echo HYjkO-\$?-")
[33m[2024-05-28T07:53:24.876624Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002467140002409 seconds: docker rm sleeper; echo HYjkO-$?-[0m
[32m[2024-05-28T07:53:24.876907Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm sleeper; echo HYjkO-$?-: ok[0m
[2024-05-28T07:53:24.877175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KSVUzUzB", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:24.877383Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:151 called testapi::assert_script_run
[2024-05-28T07:53:24.877531Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/HYjkO-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T07:53:24.877862Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="rFXeQnaB", buffer_size=undef, pattern="(?^u:HYjkO-\\d+-)", regexp="(?^u:HYjkO-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:24.896292Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0184919660005107 seconds: HYjkO-0-[0m
[32m[2024-05-28T07:53:24.896647Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:HYjkO-\d+-): ok[0m
[2024-05-28T07:53:24.896774Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:155 called testapi::assert_script_run
[2024-05-28T07:53:24.896878Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rmi registry.opensuse.org/opensuse/busybox:latest", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:53:24.896979Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:155 called testapi::assert_script_run
[2024-05-28T07:53:24.897098Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:24.897488Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oXhTNOTA", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:24.897579Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206994000109262 seconds: # [0m
[32m[2024-05-28T07:53:24.897846Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:24.898121Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rmi registry.opensuse.org/opensuse/busybox:latest", json_cmd_token="WWiymBFW")
[2024-05-28T07:53:24.898566Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo foNUu-\$?-", json_cmd_token="eDfDLwQP")
[2024-05-28T07:53:24.898768Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:155 called testapi::assert_script_run
[2024-05-28T07:53:24.898909Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=184, timeout=90, regexp="docker rmi registry.opensuse.org/opensuse/busybox:latest; echo foNUu-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:53:24.899290Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker rmi registry.opensuse.org/opensuse/busybox:latest; echo foNUu-\$?-", pattern=[
    "docker rmi registry.opensuse.org/opensuse/busybox:latest; echo foNUu-\$?-"
  ], buffer_size=184, json_cmd_token="PKBQBPEk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:24.899382Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204633999601356 seconds: docker rmi registry.opensuse.org/opensuse/busybox:latest; echo foNUu-$?-[0m
[32m[2024-05-28T07:53:24.899659Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rmi registry.opensuse.org/opensuse/busybox:latest; echo foNUu-$?-: ok[0m
[2024-05-28T07:53:24.899942Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="secroRdf", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:24.900168Z] [debug] [pid:107057] tests/containers/container_engine.pm:162 called containers::utils::runtime_smoke_tests -> lib/containers/utils.pm:155 called testapi::assert_script_run
[2024-05-28T07:53:24.900310Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/foNUu-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:24.900678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:foNUu-\\d+-)", buffer_size=undef, json_cmd_token="TPcVNgsY", no_regex=0, record_output=undef, regexp="(?^u:foNUu-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:24.975687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 10 loops & 0.0750810740009911 seconds: foNUu-0-[0m
[32m[2024-05-28T07:53:24.976063Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:foNUu-\d+-): ok[0m
[2024-05-28T07:53:24.976203Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:41 called testapi::record_info
[2024-05-28T07:53:24.976297Z] [debug] [pid:107057] <<< testapi::record_info(title="URL", output="Scanning: docker.io", result="ok")
[2024-05-28T07:53:24.976480Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:43 called testapi::assert_script_run
[2024-05-28T07:53:24.976586Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker --log-level=debug search docker.io/busybox --format=\"{{.Name}}\"", timeout=200, quiet=undef, fail_message="")
[2024-05-28T07:53:24.976688Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:43 called testapi::assert_script_run
[2024-05-28T07:53:24.976809Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:24.977255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jsMDYOht", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:24.977361Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253594000241719 seconds: # [0m
[32m[2024-05-28T07:53:24.977649Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:24.977951Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker --log-level=debug search docker.io/busybox --format=\"{{.Name}}\"", json_cmd_token="XreplPXJ", cmd="backend_type_string")
[2024-05-28T07:53:24.978385Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9No1~-\$?-", json_cmd_token="GZhpNPmI")
[2024-05-28T07:53:24.978616Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:43 called testapi::assert_script_run
[2024-05-28T07:53:24.978758Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker --log-level=debug search docker.io/busybox --format=\"{{.Name}}\"; echo 9No1~-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=198)
[2024-05-28T07:53:24.979161Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker --log-level=debug search docker.io/busybox --format=\"{{.Name}}\"; echo 9No1~-\$?-", no_regex=1, record_output=undef, json_cmd_token="TJLBSZNA", buffer_size=198, pattern=[
    "docker --log-level=debug search docker.io/busybox --format=\"{{.Name}}\"; echo 9No1~-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:24.979258Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221973999941838 seconds: docker --log-level=debug search docker.io/busybox --format="{{.Name}}"; echo 9No1~-$?-[0m
[32m[2024-05-28T07:53:24.979542Z] [debug] [pid:107057] >>> testapi::wait_serial: docker --log-level=debug search docker.io/busybox --format="{{.Name}}"; echo 9No1~-$?-: ok[0m
[2024-05-28T07:53:24.979821Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="oYXSFbfS")
[2024-05-28T07:53:24.980057Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:43 called testapi::assert_script_run
[2024-05-28T07:53:24.980198Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=200, regexp=qr/9No1~-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:53:24.980619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="lruFupfF", buffer_size=undef, pattern="(?^u:9No1~-\\d+-)", regexp="(?^u:9No1~-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=200)
[33m[2024-05-28T07:53:25.300625Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.320046642000307 seconds: 9No1~-0-[0m
[32m[2024-05-28T07:53:25.301235Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9No1~-\d+-): ok[0m
[2024-05-28T07:53:25.301404Z] [debug] [pid:107057] tests/containers/container_engine.pm:165 called container_engine::test_search_registry -> tests/containers/container_engine.pm:45 called testapi::record_info
[2024-05-28T07:53:25.301509Z] [debug] [pid:107057] <<< testapi::record_info(title="Response", output="Registry docker.io responded in 1 seconds", result="ok")
[2024-05-28T07:53:25.301733Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.301842Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:53:25.301960Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.302084Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:53:25.302611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="AuvgiTwX", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:25.302714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254463999226573 seconds: # [0m
[32m[2024-05-28T07:53:25.303003Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.303307Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mDlWRThA", text="docker ps -q | xargs -r docker stop", cmd="backend_type_string")
[2024-05-28T07:53:25.303696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="GMOPNxcS")
[2024-05-28T07:53:25.303900Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.304055Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:25.304556Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], buffer_size=163, json_cmd_token="PgBSrfTw")
[33m[2024-05-28T07:53:25.304660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228302998948493 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:53:25.304952Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:53:25.305253Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="hteMpJMP")
[2024-05-28T07:53:25.305510Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.305673Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/ILCn4-\d+-/u)
[2024-05-28T07:53:25.306100Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=180, regexp="(?^u:ILCn4-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="IxsuIeIx", buffer_size=undef, pattern="(?^u:ILCn4-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.318262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0122561699990911 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:53:25.318639Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:53:25.318781Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.318934Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:53:25.319061Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.319187Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:53:25.319612Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CCnqaPGL", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:25.319707Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209664000067278 seconds: # [0m
[32m[2024-05-28T07:53:25.319997Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.320304Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume prune -f", cmd="backend_type_string", json_cmd_token="ufkOKIfk")
[2024-05-28T07:53:25.320681Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo U1xFX-\$?-", json_cmd_token="hnHtbEvG", cmd="backend_type_string")
[2024-05-28T07:53:25.320908Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.321071Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker volume prune -f; echo U1xFX-\$?-", buffer_size=150, timeout=90)
[2024-05-28T07:53:25.321445Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker volume prune -f; echo U1xFX-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="GmVXKuXP")
[33m[2024-05-28T07:53:25.321544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207922999834409 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:53:25.321830Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:53:25.322105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vnwenskq", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:25.322343Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.322487Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/U1xFX-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:53:25.322854Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:U1xFX-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=300, expect_not_found=0, quiet=undef, json_cmd_token="yEUYxVip", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)")
[33m[2024-05-28T07:53:25.331943Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00918034699861892 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:53:25.332272Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:53:25.332401Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.332502Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:53:25.332609Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.332817Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.333213Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qyNRdVgq", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.333309Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020823400154768 seconds: # [0m
[32m[2024-05-28T07:53:25.333593Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.333870Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="zgPnhzHB", cmd="backend_type_string")
[2024-05-28T07:53:25.334250Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo uOgVl-\$?-", cmd="backend_type_string", json_cmd_token="HxpjFMtM")
[2024-05-28T07:53:25.334458Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.334602Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, regexp="docker system prune -a -f; echo uOgVl-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:53:25.334972Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="pvoaVSlA", record_output=undef, no_regex=1, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.335065Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207204000616912 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:53:25.335343Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:53:25.335620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YJEjWhyo", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:25.335834Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:25.335970Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/uOgVl-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:53:25.336402Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:uOgVl-\\d+-)", pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="MjPUysJw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.924063Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.587675087001116 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:53:25.924765Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:53:25.925111Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.925316Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:53:25.925914Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XQBJsowh")
[33m[2024-05-28T07:53:25.926014Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254733999099699 seconds: # [0m
[32m[2024-05-28T07:53:25.926379Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.926528Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.926619Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:53:25.926969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="vUqxXnbg")
[2024-05-28T07:53:25.927274Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.927460Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-")
[2024-05-28T07:53:25.927937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="ddTMpcMR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:25.928077Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252154000918381 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:53:25.928442Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:53:25.928595Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.928770Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.929187Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="KmttVOxy", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.929263Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000189263999345712 seconds: > [0m
[32m[2024-05-28T07:53:25.929570Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:25.929879Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hJqIXzJC", text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string")
[2024-05-28T07:53:25.930144Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.930317Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_abhxA")
[2024-05-28T07:53:25.930721Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SCTIyRwi", buffer_size=undef, pattern=[
    "> EOT_abhxA"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_abhxA", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:25.930814Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203973999305163 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:53:25.931151Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:53:25.931301Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.931497Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp="abhxA-0-")
[2024-05-28T07:53:25.931904Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="abhxA-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="abhxA-0-", buffer_size=undef, json_cmd_token="cONTybSN")
[33m[2024-05-28T07:53:25.932010Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198593001186964 seconds: abhxA-0-[0m
[32m[2024-05-28T07:53:25.932378Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:53:25.932539Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.932723Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:53:25.933133Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CcUEMXZN", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:53:25.933204Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182152998604579 seconds: # [0m
[32m[2024-05-28T07:53:25.933518Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.933828Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="wnVmlRWK")
[2024-05-28T07:53:25.934087Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.934268Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:53:25.934682Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="bfRucHlQ", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:25.934779Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211693999517593 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:53:25.935098Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:53:25.935254Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.935430Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDabhxA-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:53:25.935785Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="zAiREeFs")
[33m[2024-05-28T07:53:25.946410Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.010672942000383 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:53:25.946774Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:53:25.946957Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:53:25.947089Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:53:25.947488Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.947662Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:53:25.948054Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="VUcaDnDR", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:25.948146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209642999834614 seconds: # [0m
[32m[2024-05-28T07:53:25.948464Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.948597Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.948686Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:53:25.948965Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="ncpbtJMR")
[2024-05-28T07:53:25.949241Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.949436Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:53:25.949880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="guMqIfZc", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:25.949971Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203253999643493 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:53:25.950330Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:53:25.950484Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.950676Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:53:25.951094Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AvNyFhUw", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.951165Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00017644300169195 seconds: > [0m
[32m[2024-05-28T07:53:25.951508Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:25.951862Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="ApJpHiMv")
[2024-05-28T07:53:25.952152Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.952360Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.952795Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="FUxCszRH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.952885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199103000340983 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:53:25.953217Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:53:25.953375Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.953572Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="hZgU~-0-", no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:53:25.953992Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", no_regex=0, record_output=undef, json_cmd_token="jyfjUfcl", buffer_size=undef, pattern="hZgU~-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.954088Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196302999029285 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:53:25.954432Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:53:25.954595Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.954794Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.955233Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QWVZdfFV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.955304Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178522999704001 seconds: # [0m
[32m[2024-05-28T07:53:25.955648Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.955949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="EhLLSgJs")
[2024-05-28T07:53:25.956232Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.956440Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:53:25.956841Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="RoYefque", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:53:25.956920Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171183000929886 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:53:25.957262Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:53:25.957418Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:25.957612Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.957965Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UCXhTJBa", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:53:25.968431Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0105063090013573 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:53:25.968897Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:53:25.969063Z] [debug] [pid:107057] tests/containers/container_engine.pm:168 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:53:25.969188Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T07:53:25.973560Z] [debug] [pid:107057] ||| finished docker containers (runtime: 140 s)[0m
[1;34m[2024-05-28T07:53:25.975104Z] [debug] [pid:107057] ||| starting image_docker tests/containers/image.pm[0m
[2024-05-28T07:53:25.975751Z] [debug] [pid:107057] tests/containers/image.pm:73 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:53:25.975841Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:53:25.976507Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.976702Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.977122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DYOQKnfv", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:25.977217Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205943000764819 seconds: # [0m
[32m[2024-05-28T07:53:25.977556Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.977687Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.977768Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:53:25.978077Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NtLWZICq", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:25.978339Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.978517Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:53:25.978932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", no_regex=1, record_output=undef, json_cmd_token="JAlQNEqN", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.979025Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207982999199885 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:53:25.979346Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:53:25.979496Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.979683Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:25.980095Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CHcUYmvw", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:53:25.980179Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000203674000658793 seconds: > [0m
[32m[2024-05-28T07:53:25.980493Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:25.980797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string", json_cmd_token="yHLShzDi")
[2024-05-28T07:53:25.981059Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.981240Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_n1~0x", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:53:25.981660Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="ADDpoEwA", no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.981752Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209354000617168 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:53:25.982072Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:53:25.982214Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.982393Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="n1~0x-0-", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.982809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="qjEPezBM", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="n1~0x-0-")
[33m[2024-05-28T07:53:25.982905Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197534000108135 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:53:25.983219Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:53:25.983366Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.983536Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.983932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="bDOmwkbw", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:25.984011Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178492999111768 seconds: # [0m
[32m[2024-05-28T07:53:25.984347Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.984651Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gBLqWVFE", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:25.984918Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.985102Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[2024-05-28T07:53:25.985526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="cgGEsZcp", no_regex=1, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.985620Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211103999390616 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:53:25.985945Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:53:25.986093Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:25.986279Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:25.986637Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", pattern="SCRIPT_FINISHEDn1~0x-\\d+-", buffer_size=undef, json_cmd_token="cSHqZSpK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:25.988924Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00235023999994155 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:53:25.989279Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c673700)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(image=HASH(0x55966beea3d0), "docker") called at opensuse/tests/containers/image.pm line 76
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c673700)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(image=HASH(0x55966beea3d0), "docker") called at opensuse/tests/containers/image.pm line 76
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:25.990453Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:53:25.990603Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:53:25.990756Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:53:25.990911Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:25.991257Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="bSpUdxqx", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:25.991331Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163992999659968 seconds: # [0m
[32m[2024-05-28T07:53:25.991619Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.991893Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="TUVdTqAQ", cmd="backend_type_string")
[2024-05-28T07:53:25.992300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cVdbyXvR", text="; echo 3Bn3R-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:25.992545Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:53:25.992723Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="which docker; echo 3Bn3R-\$?-", buffer_size=140, timeout=90)
[2024-05-28T07:53:25.993056Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="which docker; echo 3Bn3R-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cfOLiQAj", buffer_size=140, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ])
[33m[2024-05-28T07:53:25.993132Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166653000633232 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:53:25.993422Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:53:25.993674Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="WHLzqfOm", cmd="backend_type_string")
[2024-05-28T07:53:25.993915Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:53:25.994088Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:53:25.994410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="rXoLxfTu", record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.994817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000476478000564384 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:53:25.995115Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:53:25.995275Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:53:25.995415Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:53:25.995565Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:53:25.995738Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:53:25.996085Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ReporPxh", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:25.996162Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175302999195992 seconds: # [0m
[32m[2024-05-28T07:53:25.996455Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:25.996851Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", cmd="backend_type_string", json_cmd_token="vuoXrPNJ")
[2024-05-28T07:53:25.997390Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kOvsvJhe", text="; echo p9uJo-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:25.997745Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:53:25.997941Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=173, timeout=90)
[2024-05-28T07:53:25.998408Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, record_output=undef, json_cmd_token="SfVUAvMx", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:25.998511Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241323999944143 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:53:25.998898Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:53:25.999275Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="mpiKaSEl", cmd="backend_type_string")
[2024-05-28T07:53:25.999575Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:53:25.999765Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.000258Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:p9uJo-\\d+-)", pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="vBUIpIwR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.000822Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000698002000717679 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:53:26.001138Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:53:26.001275Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:53:26.001390Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:53:26.001508Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:53:26.001637Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.002060Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ylFilYes")
[33m[2024-05-28T07:53:26.002156Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222963999476633 seconds: # [0m
[32m[2024-05-28T07:53:26.002435Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.002725Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="CpfIvheA")
[2024-05-28T07:53:26.003101Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo cQEK7-\$?-", json_cmd_token="RqguzuYh")
[2024-05-28T07:53:26.003313Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:53:26.003456Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-")
[2024-05-28T07:53:26.003859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="zqLNybLq")
[33m[2024-05-28T07:53:26.003959Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233834000027855 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:53:26.004296Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:53:26.004652Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="uzoaGSeR")
[2024-05-28T07:53:26.004906Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:53:26.005046Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/cQEK7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.005390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:cQEK7-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="vFUSzcsh", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.005480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178303000211599 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:53:26.005738Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:53:26.005857Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.005947Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:53:26.006040Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.006137Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:53:26.006481Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="EGYCAyTL", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:26.006544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000154022998685832 seconds: # [0m
[32m[2024-05-28T07:53:26.006791Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.007054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yTBRZZOe", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T07:53:26.007410Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SnRQRTvF", text="; echo 9wqGK-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:26.007608Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.007720Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", timeout=90, buffer_size=162)
[2024-05-28T07:53:26.008063Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="OZFuMIxm", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ])
[33m[2024-05-28T07:53:26.008146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018196299970441 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:53:26.008403Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:53:26.008734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="PPDLViCC", cmd="backend_type_string")
[2024-05-28T07:53:26.008956Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.009070Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/9wqGK-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.009460Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="CnxjCOLl", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:9wqGK-\\d+-)")
[33m[2024-05-28T07:53:26.314783Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.30535104000046 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:53:26.315434Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:53:26.315620Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.315718Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:53:26.315823Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.315925Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:26.316442Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jRfUgIcA", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:26.316550Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243403999775182 seconds: # [0m
[32m[2024-05-28T07:53:26.316808Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.317119Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-enabled docker", json_cmd_token="XhFuSwFs", cmd="backend_type_string")
[2024-05-28T07:53:26.317498Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", json_cmd_token="DInswMoy", cmd="backend_type_string")
[2024-05-28T07:53:26.317689Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.317810Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=166, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[2024-05-28T07:53:26.318157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="CzjFBaDp", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.318235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171192999914638 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:53:26.318481Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:53:26.318754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CVckytXx", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:26.318960Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.319076Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/gSlMc-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.319418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:gSlMc-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="lHfAJIVw", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.325665Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00632153799961088 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:53:26.325971Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:53:26.326112Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.326212Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", fail_message="", quiet=undef, timeout=180)
[2024-05-28T07:53:26.326322Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.326438Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.326813Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zkZjUaXo")
[33m[2024-05-28T07:53:26.326885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165823001225363 seconds: # [0m
[32m[2024-05-28T07:53:26.327176Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.327471Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager start docker", json_cmd_token="VeuUXSnp")
[2024-05-28T07:53:26.327951Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ycQxQRig", text="; echo Ukt~P-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:26.328176Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.328320Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-")
[2024-05-28T07:53:26.328823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, json_cmd_token="TmvZQBJL", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:26.328926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000306095000269124 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:53:26.329214Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:53:26.329524Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QvwVRNTf")
[2024-05-28T07:53:26.329759Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.329900Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, regexp=qr/Ukt~P-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:53:26.330298Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=180, regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="UWTdPLIS", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.339967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00976209700093023 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:53:26.340287Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:53:26.340421Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.340521Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:26.340630Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.340747Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:26.341156Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="yHBbUGoE", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.341245Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198383000679314 seconds: # [0m
[32m[2024-05-28T07:53:26.341533Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.341852Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", cmd="backend_type_string", json_cmd_token="TkXQKbmX")
[2024-05-28T07:53:26.342259Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YOGRMqaS", text="; echo 0ysj5-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:26.342478Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.342628Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=165, timeout=90)
[2024-05-28T07:53:26.343026Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="JKKefWsu")
[33m[2024-05-28T07:53:26.343112Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195342998267733 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:53:26.343392Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:53:26.343695Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="PzAQcWMp")
[2024-05-28T07:53:26.343922Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.344076Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/0ysj5-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T07:53:26.344485Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qbPLScUU", buffer_size=undef, pattern="(?^u:0ysj5-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:0ysj5-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:53:26.349224Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0048372629989899 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:53:26.349537Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:53:26.349672Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.349773Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", quiet=undef, fail_message="", timeout=120)
[2024-05-28T07:53:26.349883Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.349999Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.350401Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="xOHGujus", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:26.350495Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192042998605757 seconds: # [0m
[32m[2024-05-28T07:53:26.350779Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.351093Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager status docker", json_cmd_token="CBiNsRHs")
[2024-05-28T07:53:26.351494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vNYNtAxV", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:26.351712Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.351854Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=162)
[2024-05-28T07:53:26.352307Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="FkfqGjie", buffer_size=162, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:26.352400Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212783999813837 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:53:26.352687Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:53:26.352997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ePUfaVkH")
[2024-05-28T07:53:26.353231Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.353373Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0aWkO-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=120)
[2024-05-28T07:53:26.353762Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="UnRNMaqn", no_regex=0, record_output=undef, regexp="(?^u:0aWkO-\\d+-)", timeout=120, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:26.362037Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 50 loops & 0.00836306400015019 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:53:26.362440Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:53:26.362624Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.362763Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.363190Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VOwuShqK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.363285Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209494000955601 seconds: # [0m
[32m[2024-05-28T07:53:26.363578Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.363677Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.363739Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:53:26.364083Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="ujTXYQeP")
[2024-05-28T07:53:26.364323Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.364465Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.364877Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="KvkrDUOS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-")
[33m[2024-05-28T07:53:26.364967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203933999728179 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:53:26.365250Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:53:26.365363Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.365491Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:53:26.365885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AfoRJRHg", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:53:26.365953Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000173312999322661 seconds: > [0m
[32m[2024-05-28T07:53:26.366237Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:26.366546Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", json_cmd_token="NbwZZpeG", cmd="backend_type_string")
[2024-05-28T07:53:26.366763Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.366900Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> EOT_XA0Gw", buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.367301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_XA0Gw", pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="pyQKVZaw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:26.367386Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187122999705025 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:53:26.367664Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:53:26.367775Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.367902Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="XA0Gw-0-", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.368342Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="iTUuOAwq", buffer_size=undef, pattern="XA0Gw-0-", regexp="XA0Gw-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:26.368436Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199033000171767 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:53:26.368673Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:53:26.368773Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.368879Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:53:26.369211Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FFUxliWA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.369269Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144993000503746 seconds: # [0m
[32m[2024-05-28T07:53:26.369499Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.369761Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="AeaOpxdV")
[2024-05-28T07:53:26.369943Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.370062Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-")
[2024-05-28T07:53:26.370400Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ueroaqoZ", buffer_size=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:26.370480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162923000971205 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:53:26.370719Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:53:26.370813Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:53:26.370919Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.371245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="NUnHmcil", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:26.411408Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0402224970002862 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:53:26.411812Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:53:26.412076Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:53:26.412261Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: runc io.containerd.runc.v2 oci\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 28\n  Goroutines: 53\n  System Time: 2024-05-28T03:53:11.219774144-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:53:26.412517Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.412655Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.413099Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ggCoKtEY")
[33m[2024-05-28T07:53:26.413199Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217443001020001 seconds: # [0m
[32m[2024-05-28T07:53:26.413498Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.413599Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.413675Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:53:26.414072Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", json_cmd_token="pICOnqcG", cmd="backend_type_string")
[2024-05-28T07:53:26.414311Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.414456Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:26.414831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="rUMSqXxZ")
[33m[2024-05-28T07:53:26.414920Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189832999240025 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:53:26.415197Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:53:26.415308Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.415434Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:26.415780Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="dRoNskgC", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.415846Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000160523000886315 seconds: > [0m
[32m[2024-05-28T07:53:26.416115Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:26.416400Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", json_cmd_token="GQiloBIg")
[2024-05-28T07:53:26.416603Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.416748Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_Y2gW_")
[2024-05-28T07:53:26.417185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_Y2gW_", record_output=undef, no_regex=1, json_cmd_token="rKmJmbsu", buffer_size=undef, pattern=[
    "> EOT_Y2gW_"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:26.417300Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271873999736272 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:53:26.417541Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:53:26.417632Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.417737Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="Y2gW_-0-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:53:26.418165Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xvCSCxAx", buffer_size=undef, pattern="Y2gW_-0-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="Y2gW_-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:53:26.418308Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287734999801614 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:53:26.418548Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:53:26.418643Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.418745Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.419066Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XcJfuicx", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:26.419147Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177562998942449 seconds: # [0m
[32m[2024-05-28T07:53:26.419365Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.419605Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NThvIUJj", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:26.419776Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.419893Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.420308Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="EAbsTaYl", buffer_size=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ])
[33m[2024-05-28T07:53:26.420420Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250184000833542 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:53:26.420649Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:53:26.420742Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:53:26.420850Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:53:26.421162Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qDcPLIyv", buffer_size=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:53:26.423001Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00192268299906573 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:53:26.423255Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:53:26.423365Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:53:26.423445Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:53:26.423604Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.423694Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:26.423790Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.423888Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:26.424230Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tIjWjrwa", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:53:26.424305Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164583001605934 seconds: # [0m
[32m[2024-05-28T07:53:26.424542Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:26.424794Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="goUISCqb", text="systemctl --no-pager restart docker", cmd="backend_type_string")
[2024-05-28T07:53:26.425125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AUkspVIL", text="; echo yoQuJ-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:26.425302Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.425416Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-")
[2024-05-28T07:53:26.425726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sOVRQGbv", buffer_size=163, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:26.425800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160543000674807 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:53:26.426026Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:53:26.426258Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="cEjWiKJx", cmd="backend_type_string")
[2024-05-28T07:53:26.426443Z] [debug] [pid:107057] tests/containers/image.pm:76 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:53:26.426554Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/yoQuJ-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:26.426857Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IbYOdxdO", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:yoQuJ-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:53:29.064506Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.63762975499958 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:53:29.065235Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T07:53:29.065496Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.065650Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:29.066295Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jzsgVlva", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:29.066403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294864999887068 seconds: # [0m
[32m[2024-05-28T07:53:29.066971Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:29.067128Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.067191Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:53:29.067589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="YfcJkvIC", cmd="backend_type_string")
[2024-05-28T07:53:29.067867Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.067992Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:53:29.068478Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YQCFUHUE", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:29.068574Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210522999623208 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:53:29.068891Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:53:29.068983Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.069091Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:29.069524Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="LKwyuxTX", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:29.069597Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187153000297258 seconds: > [0m
[32m[2024-05-28T07:53:29.069903Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:29.070263Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dUahaSIn", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:53:29.070512Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.070638Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T07:53:29.071077Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_n1~0x", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="GLCaTbJD", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ])
[33m[2024-05-28T07:53:29.071165Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199964000785258 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:53:29.071517Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:53:29.071673Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.071855Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="n1~0x-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:53:29.072272Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VcRWaJNV", buffer_size=undef, pattern="n1~0x-0-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="n1~0x-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:53:29.072375Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206352999157389 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:53:29.072706Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:53:29.072870Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.073059Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:53:29.073458Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kzThbTOY", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:53:29.073530Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182443000085186 seconds: # [0m
[32m[2024-05-28T07:53:29.073845Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:29.074145Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="ylMRYIYY", cmd="backend_type_string")
[2024-05-28T07:53:29.074394Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.074570Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:29.074952Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="xpSnyjNr", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[33m[2024-05-28T07:53:29.075042Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206483999136253 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:53:29.075319Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:53:29.075433Z] [debug] [pid:107057] tests/containers/image.pm:77 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:29.075592Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:53:29.075990Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", pattern="SCRIPT_FINISHEDn1~0x-\\d+-", buffer_size=undef, json_cmd_token="IIJXKxfP", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:29.077857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00199083400002564 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:53:29.078164Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/utils.pm line 160
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/image.pm line 77
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/utils.pm line 160
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/image.pm line 77
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $version in concatenation (.) or string at opensuse/lib/containers/utils.pm line 161.
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/image.pm line 77
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $version in string eq at opensuse/lib/containers/utils.pm line 165.
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/image.pm line 77
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:29.079590Z] [debug] [pid:107057] tests/containers/image.pm:94 called testapi::record_info
[2024-05-28T07:53:29.079680Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing image: registry.opensuse.org/opensuse/tumbleweed Version: Tumbleweed", result="ok")
[2024-05-28T07:53:29.079882Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:53:29.079991Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:53:29.080105Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:53:29.080208Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:53:29.080572Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="OFBdeaAB", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:29.080661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197033999938867 seconds: # [0m
[32m[2024-05-28T07:53:29.080907Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:29.081186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="KoPrnBBO")
[2024-05-28T07:53:29.081573Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo C0B1~-\$?-", json_cmd_token="TXfYjlzC", cmd="backend_type_string")
[2024-05-28T07:53:29.081757Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:53:29.081878Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=266, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-")
[2024-05-28T07:53:29.082248Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="rSGFuJtu", buffer_size=266, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-"
  ], regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:29.082351Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000221383999814861 seconds: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-$?-[0m
[32m[2024-05-28T07:53:29.082597Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-$?-: ok[0m
[2024-05-28T07:53:29.082853Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="gqfMRhZZ")
[2024-05-28T07:53:29.083044Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:53:29.083166Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/C0B1~-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:53:29.083522Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:C0B1~-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:C0B1~-\\d+-)", buffer_size=undef, json_cmd_token="DgtcVNUX")
[33m[2024-05-28T07:53:29.095117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0116989199996169 seconds: C0B1~-1-[0m
[32m[2024-05-28T07:53:29.095473Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C0B1~-\d+-): ok[0m
[2024-05-28T07:53:29.095698Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:29.095871Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed", timeout=423, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:53:29.096052Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:29.096215Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:29.096594Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="MUxytPsO", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:29.096682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020074300118722 seconds: # [0m
[32m[2024-05-28T07:53:29.096960Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:29.097246Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="ooauhuVE")
[2024-05-28T07:53:29.097619Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ZeBPn-\$?-", json_cmd_token="VaPyJAYO")
[2024-05-28T07:53:29.097842Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:29.098014Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-", timeout=90, buffer_size=194)
[2024-05-28T07:53:29.098390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="WAjiaSJE", buffer_size=194, pattern=[
    "timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-"
  ])
[33m[2024-05-28T07:53:29.098480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203084000531817 seconds: timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-$?-[0m
[32m[2024-05-28T07:53:29.098787Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-$?-: ok[0m
[2024-05-28T07:53:29.099080Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="uOVjmUHF")
[2024-05-28T07:53:29.099315Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:29.099481Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, regexp=qr/ZeBPn-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:29.099842Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:ZeBPn-\\d+-)", timeout=423, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:ZeBPn-\\d+-)", buffer_size=undef, json_cmd_token="kLuzrdiJ")
[33m[2024-05-28T07:53:31.584618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 148 loops & 2.48478455199984 seconds: ZeBPn-0-[0m
[32m[2024-05-28T07:53:31.585306Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZeBPn-\d+-): ok[0m
[2024-05-28T07:53:31.585558Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.585685Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:53:31.586335Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pgVXGUwX", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:53:31.586444Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268645000687684 seconds: # [0m
[32m[2024-05-28T07:53:31.586783Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:31.586875Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.586929Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:53:31.587352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="wxTPCFIq")
[2024-05-28T07:53:31.587649Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.587820Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:53:31.588360Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, json_cmd_token="sMUkSsYp", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:31.588471Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244664001002093 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:53:31.588792Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:53:31.588889Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.588994Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:31.589444Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="SweCRhEk")
[33m[2024-05-28T07:53:31.589518Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000198742998691159 seconds: > [0m
[32m[2024-05-28T07:53:31.589816Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:31.590113Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="NlJzqZhE")
[2024-05-28T07:53:31.590370Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.590535Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_hZgU~", timeout=90, buffer_size=undef)
[2024-05-28T07:53:31.590908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_hZgU~", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="qNMkmIzO", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ])
[33m[2024-05-28T07:53:31.590996Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196373001017491 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:53:31.591237Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:53:31.591332Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.591437Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp="hZgU~-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:31.591747Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="hZgU~-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="XWtBFXDz", buffer_size=undef, pattern="hZgU~-0-")
[33m[2024-05-28T07:53:31.592047Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000367135999113088 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:53:31.592297Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:53:31.592398Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.592503Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:31.592819Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SpaUEuJq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:31.592891Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161352998475195 seconds: # [0m
[32m[2024-05-28T07:53:31.593129Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:31.593376Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="FEHWDxfo")
[2024-05-28T07:53:31.593574Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.593690Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:31.594016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="tOcDQoeN", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:53:31.594091Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162612999702105 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:53:31.594324Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:53:31.594421Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:53:31.594526Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:53:31.594832Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="tePAWUpp")
[33m[2024-05-28T07:53:31.606854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0120609469995543 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:53:31.607171Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:53:31.607312Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:53:31.607401Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d", result="ok")
[2024-05-28T07:53:31.607612Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.607723Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:53:31.607840Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.607962Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:53:31.608468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="iSUDIExy", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:31.608597Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000296525000521797 seconds: # [0m
[32m[2024-05-28T07:53:31.608882Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:31.609243Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'", json_cmd_token="XiukKNUI")
[2024-05-28T07:53:31.609840Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo _vCX5-\$?-", cmd="backend_type_string", json_cmd_token="cZVVjHBO")
[2024-05-28T07:53:31.610139Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.610287Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=305, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-")
[2024-05-28T07:53:31.610723Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WtDcjPsI", buffer_size=305, pattern=[
    "docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:31.610852Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000257034000242129 seconds: docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/tumbleweed"'; echo _vCX5-$?-[0m
[32m[2024-05-28T07:53:31.611163Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/tumbleweed"'; echo _vCX5-$?-: ok[0m
[2024-05-28T07:53:31.611464Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HbNKOhiC")
[2024-05-28T07:53:31.611745Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.611886Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/_vCX5-\d+-/u, buffer_size=undef, timeout=300)
[2024-05-28T07:53:31.612286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:_vCX5-\\d+-)", buffer_size=undef, json_cmd_token="fgNOdNla", expect_not_found=0, quiet=undef, timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:_vCX5-\\d+-)")
[33m[2024-05-28T07:53:31.684751Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0725470010002027 seconds: _vCX5-0-[0m
[32m[2024-05-28T07:53:31.685125Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_vCX5-\d+-): ok[0m
[2024-05-28T07:53:31.685280Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.685387Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:31.685503Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.685624Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:53:31.686133Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JONAdrCD", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:31.686239Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233583999943221 seconds: # [0m
[32m[2024-05-28T07:53:31.686555Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:31.686951Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", cmd="backend_type_string", json_cmd_token="DnkVhqLW")
[2024-05-28T07:53:31.687396Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="uMyGicFo", cmd="backend_type_string")
[2024-05-28T07:53:31.687624Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.687762Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=158, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-")
[2024-05-28T07:53:31.688169Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-", pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="BGpCCdfH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:31.688271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231624000662123 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:53:31.688575Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:53:31.688868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NmgyHvOc")
[2024-05-28T07:53:31.689112Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:31.689245Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/tKbhY-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:53:31.689628Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="FKhUCVtN", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:tKbhY-\\d+-)")
[33m[2024-05-28T07:53:32.242711Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.553117587000088 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:53:32.243339Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:53:32.243527Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:53:32.243634Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:53:32.243841Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.243948Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:53:32.244082Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.244225Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:53:32.244853Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UpZBZJuo")
[33m[2024-05-28T07:53:32.244963Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264065000010305 seconds: # [0m
[32m[2024-05-28T07:53:32.245260Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.245606Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="rftNpVwK", cmd="backend_type_string")
[2024-05-28T07:53:32.246076Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="DcoSDEtY")
[2024-05-28T07:53:32.246293Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.246407Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, buffer_size=147)
[2024-05-28T07:53:32.246837Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="UxtbhEem", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[33m[2024-05-28T07:53:32.246930Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207433000468882 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:53:32.247198Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:53:32.247512Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="lByJiZcl")
[2024-05-28T07:53:32.247745Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.247857Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:32.248271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="pbxnnjdz")
[33m[2024-05-28T07:53:32.679436Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.431164240999351 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:53:32.680112Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:53:32.680295Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:53:32.680401Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:53:32.680615Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.680726Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:53:32.680852Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.680983Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:53:32.681579Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="FmeSSZvk", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:32.681701Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233774000662379 seconds: # [0m
[32m[2024-05-28T07:53:32.682032Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.682448Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RAwGREjn", text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:53:32.682988Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="XPciBAVD")
[2024-05-28T07:53:32.683238Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.683378Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:32.683889Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="haXTdIpr", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:32.684023Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282574999801 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:53:32.684341Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:53:32.684714Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vrJGvgLO", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:32.684986Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.685151Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/LKnws-\d+-/u)
[2024-05-28T07:53:32.685728Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lQpwzgKr", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:53:32.698320Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0127306080012204 seconds: LKnws-0-[0m
[32m[2024-05-28T07:53:32.698684Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:53:32.698837Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.698946Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:53:32.699061Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.699186Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:53:32.699684Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aPxxHOXF", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:32.699806Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000288125000224682 seconds: # [0m
[32m[2024-05-28T07:53:32.700110Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.700466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="LrweNEZc")
[2024-05-28T07:53:32.700917Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="xiuhqsAo")
[2024-05-28T07:53:32.701142Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.701283Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=148, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-")
[2024-05-28T07:53:32.701770Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-", pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="NfQEGeHu", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:32.701893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00029030500081717 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:53:32.702173Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:53:32.702513Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CiwhSFub", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:32.702780Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:53:32.702966Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/jxDgA-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:32.703477Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sakLNrVG", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:53:32.719308Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0159925829993881 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:53:32.719617Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:53:32.719738Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:53:32.719851Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:53:32.719951Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:53:32.720088Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:53:32.720568Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ecBHEEvq", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:32.720689Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287115000901395 seconds: # [0m
[32m[2024-05-28T07:53:32.720968Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.721300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pSXJRDFf", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:53:32.721748Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", cmd="backend_type_string", json_cmd_token="rKZMUMiJ")
[2024-05-28T07:53:32.721952Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:53:32.722094Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=175)
[2024-05-28T07:53:32.722555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="UhrhMxTW", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ])
[33m[2024-05-28T07:53:32.722682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278715000604279 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:53:32.722961Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:53:32.723286Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GNthbwnk", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:32.723511Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:53:32.723645Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/oWo0H-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=30)
[2024-05-28T07:53:32.724126Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:oWo0H-\\d+-)", pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="ZDuKjPtr", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:32.726472Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00250482299998112 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:53:32.726767Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:53:32.726880Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:53:32.726993Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:53:32.727090Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:53:32.727207Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:32.727648Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="zQkHUnrV", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:32.727771Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276875000054133 seconds: # [0m
[32m[2024-05-28T07:53:32.728057Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.728398Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'", json_cmd_token="gNlsLUYw")
[2024-05-28T07:53:32.728845Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JSXFmIqF", text="; echo ruQRf-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:32.729049Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:53:32.729192Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=221, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-")
[2024-05-28T07:53:32.729724Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-"
  ], buffer_size=221, json_cmd_token="WalRkCfW", record_output=undef, no_regex=1, regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:32.729859Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000339946000167402 seconds: grep "Heartbeat from registry.opensuse.org/opensuse/tumbleweed" '/var/tmp/container_logs.txt'; echo ruQRf-$?-[0m
[32m[2024-05-28T07:53:32.730122Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.opensuse.org/opensuse/tumbleweed" '/var/tmp/container_logs.txt'; echo ruQRf-$?-: ok[0m
[2024-05-28T07:53:32.730459Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="JplWTDef")
[2024-05-28T07:53:32.730663Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:53:32.730777Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/ruQRf-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:53:32.731242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ruQRf-\\d+-)", buffer_size=undef, json_cmd_token="SglFcvGN", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:ruQRf-\\d+-)")
[33m[2024-05-28T07:53:32.732417Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00132888299958722 seconds: ruQRf-0-[0m
[32m[2024-05-28T07:53:32.732685Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ruQRf-\d+-): ok[0m
[2024-05-28T07:53:32.732777Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:53:32.732859Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:53:32.732939Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:53:32.733035Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:32.733518Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AHjgWipG", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:53:32.733647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000304316001347615 seconds: # [0m
[32m[2024-05-28T07:53:32.733899Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.734243Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="VUQxWYrJ")
[2024-05-28T07:53:32.734708Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="ylEIDZZW")
[2024-05-28T07:53:32.734900Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:53:32.735015Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, buffer_size=161)
[2024-05-28T07:53:32.735483Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="nvePLsSE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:32.735610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000291215001197997 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:53:32.735858Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:53:32.736192Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="zIMIpWLJ")
[2024-05-28T07:53:32.736412Z] [debug] [pid:107057] tests/containers/image.pm:95 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:53:32.736527Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NBm8O-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:32.736992Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="zyPUFbCM", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:32.737454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000617871000940795 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:53:32.737714Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:53:32.737874Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.737981Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:32.738433Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="wwLLSTHF", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:32.738554Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276693999694544 seconds: # [0m
[32m[2024-05-28T07:53:32.738799Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.738874Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.738924Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptZ8Vum.sh :\n \"cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-\$?-\" \n")
[2024-05-28T07:53:32.739246Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-\$?-\n", json_cmd_token="cNCHsAoq", cmd="backend_type_string")
[2024-05-28T07:53:32.739444Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.739553Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-\$?-")
[2024-05-28T07:53:32.740013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-\$?-"
  ], buffer_size=undef, json_cmd_token="ORkZGWmU", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:32.740146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293345001409762 seconds: cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-$?-[0m
[32m[2024-05-28T07:53:32.740399Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptZ8Vum.sh << 'EOT_Z8Vum'; echo Z8Vum-$?-: ok[0m
[2024-05-28T07:53:32.740483Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.740591Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:53:32.741044Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="oAugnrKe")
[33m[2024-05-28T07:53:32.741148Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000256133998846053 seconds: > [0m
[32m[2024-05-28T07:53:32.741396Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:32.741712Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run registry.opensuse.org/opensuse/tumbleweed cat /etc/os-release\nEOT_Z8Vum\n", json_cmd_token="jdWrzIDR", cmd="backend_type_string")
[2024-05-28T07:53:32.741909Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.742019Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> EOT_Z8Vum")
[2024-05-28T07:53:32.742471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_Z8Vum", record_output=undef, no_regex=1, json_cmd_token="QVuxNukT", buffer_size=undef, pattern=[
    "> EOT_Z8Vum"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:32.742586Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258725000094273 seconds: > EOT_Z8Vum[0m
[32m[2024-05-28T07:53:32.742838Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Z8Vum: ok[0m
[2024-05-28T07:53:32.742921Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.743025Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="Z8Vum-0-", no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:32.743465Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="Z8Vum-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="Z8Vum-0-", buffer_size=undef, json_cmd_token="eSXclOfp")
[33m[2024-05-28T07:53:32.744156Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000844135000079405 seconds: Z8Vum-0-[0m
[32m[2024-05-28T07:53:32.744401Z] [debug] [pid:107057] >>> testapi::wait_serial: Z8Vum-0-: ok[0m
[2024-05-28T07:53:32.744490Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.744591Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:53:32.745069Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="CpBLZEou", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:32.745192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293725001029088 seconds: # [0m
[32m[2024-05-28T07:53:32.745442Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:32.745764Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-\$?-\n", cmd="backend_type_string", json_cmd_token="kGxhsaHa")
[2024-05-28T07:53:32.745964Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.746077Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:53:32.746534Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ifbFcAIv", buffer_size=undef, pattern=[
    "echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-\$?-"
  ])
[33m[2024-05-28T07:53:32.746658Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281964999885531 seconds: echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-$?-[0m
[32m[2024-05-28T07:53:32.746912Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Z8Vum; bash -oe pipefail /tmp/scriptZ8Vum.sh ; echo SCRIPT_FINISHEDZ8Vum-$?-: ok[0m
[2024-05-28T07:53:32.746998Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:40 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:32.747100Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDZ8Vum-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:53:32.747493Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DGADnmJw", buffer_size=undef, pattern="SCRIPT_FINISHEDZ8Vum-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDZ8Vum-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:53:33.718101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.97064234500067 seconds: SCRIPT_FINISHEDZ8Vum-0-[0m
[32m[2024-05-28T07:53:33.718883Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDZ8Vum-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release("docker run registry.opensuse.org/opensuse/tumbleweed") called at opensuse/tests/containers/image.pm line 40
	image::test_rpm_db_backend(image=HASH(0x55966beea3d0), "image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700)) called at opensuse/tests/containers/image.pm line 96
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release("docker run registry.opensuse.org/opensuse/tumbleweed") called at opensuse/tests/containers/image.pm line 40
	image::test_rpm_db_backend(image=HASH(0x55966beea3d0), "image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700)) called at opensuse/tests/containers/image.pm line 96
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:33.720160Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.720336Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:33.720958Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aZCnsofk")
[33m[2024-05-28T07:53:33.721066Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273804998869309 seconds: # [0m
[32m[2024-05-28T07:53:33.721356Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:33.721504Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.721601Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripts9zve.sh :\n \"cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-\$?-\" \n")
[2024-05-28T07:53:33.721934Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-\$?-\n", json_cmd_token="LeVKcfFS")
[2024-05-28T07:53:33.722157Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.722304Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-\$?-")
[2024-05-28T07:53:33.722698Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-\$?-"
  ], buffer_size=undef, json_cmd_token="eCnVkjzm", record_output=undef, no_regex=1, regexp="cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:33.722790Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207233000764973 seconds: cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-$?-[0m
[32m[2024-05-28T07:53:33.722955Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripts9zve.sh << 'EOT_s9zve'; echo s9zve-$?-: ok[0m
[2024-05-28T07:53:33.723056Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.723183Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:53:33.723541Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="SIzciMhT", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:53:33.723611Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177912999788532 seconds: > [0m
[32m[2024-05-28T07:53:33.723769Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:33.724051Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run registry.opensuse.org/opensuse/tumbleweed rpm --eval %_db_backend\nEOT_s9zve\n", json_cmd_token="WQOljlYj", cmd="backend_type_string")
[2024-05-28T07:53:33.724256Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.724386Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_s9zve", timeout=90, buffer_size=undef)
[2024-05-28T07:53:33.724742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_s9zve", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> EOT_s9zve"
  ], buffer_size=undef, json_cmd_token="lzdSihmv")
[33m[2024-05-28T07:53:33.724829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193572999705793 seconds: > EOT_s9zve[0m
[32m[2024-05-28T07:53:33.724987Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_s9zve: ok[0m
[2024-05-28T07:53:33.725080Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.725200Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=1, regexp="s9zve-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:53:33.725538Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="s9zve-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="ffLtwolC", buffer_size=undef, pattern="s9zve-0-")
[33m[2024-05-28T07:53:33.725797Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000352085999111296 seconds: s9zve-0-[0m
[32m[2024-05-28T07:53:33.725951Z] [debug] [pid:107057] >>> testapi::wait_serial: s9zve-0-: ok[0m
[2024-05-28T07:53:33.726050Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.726178Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:33.726526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hFTgPBkh")
[33m[2024-05-28T07:53:33.726610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189754000530229 seconds: # [0m
[32m[2024-05-28T07:53:33.726767Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:33.727039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-\$?-\n", json_cmd_token="tZtuDgVU", cmd="backend_type_string")
[2024-05-28T07:53:33.727224Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.727356Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-\$?-", quiet=1, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:53:33.727713Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-\$?-", no_regex=1, record_output=undef, json_cmd_token="iPQvFKGD", buffer_size=undef, pattern=[
    "echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:53:33.727800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197002998902462 seconds: echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-$?-[0m
[32m[2024-05-28T07:53:33.727955Z] [debug] [pid:107057] >>> testapi::wait_serial: echo s9zve; bash -oe pipefail /tmp/scripts9zve.sh ; echo SCRIPT_FINISHEDs9zve-$?-: ok[0m
[2024-05-28T07:53:33.728059Z] [debug] [pid:107057] tests/containers/image.pm:96 called image::test_rpm_db_backend -> tests/containers/image.pm:43 called testapi::validate_script_output
[2024-05-28T07:53:33.728182Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDs9zve-\\d+-", expect_not_found=0, quiet=1, no_regex=0, record_output=1)
[2024-05-28T07:53:33.728537Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDs9zve-\\d+-", record_output=1, no_regex=0, json_cmd_token="JLAbUAgr", buffer_size=undef, pattern="SCRIPT_FINISHEDs9zve-\\d+-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:53:34.710571Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.982048080000823 seconds: SCRIPT_FINISHEDs9zve-0-[0m
[32m[2024-05-28T07:53:34.711051Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDs9zve-\d+-: ok[0m
[2024-05-28T07:53:34.712420Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.712605Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:34.713240Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ESiknZWC", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:53:34.713349Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002767349997157 seconds: # [0m
[32m[2024-05-28T07:53:34.713703Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:34.713805Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.713867Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script~J1Fm.sh :\n \"cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-\" \n")
[2024-05-28T07:53:34.714242Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-\n", json_cmd_token="ThqEsjhH", cmd="backend_type_string")
[2024-05-28T07:53:34.714471Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.714606Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:34.714998Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-", record_output=undef, no_regex=1, json_cmd_token="icxHQEUL", buffer_size=undef, pattern=[
    "cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:34.715092Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210582998988684 seconds: cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-$?-[0m
[32m[2024-05-28T07:53:34.715386Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-$?-: ok[0m
[2024-05-28T07:53:34.715490Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.715620Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:53:34.716034Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qUqefGcj", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:34.716113Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000206923999940045 seconds: > [0m
[32m[2024-05-28T07:53:34.716401Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:34.716690Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --entrypoint '' registry.opensuse.org/opensuse/tumbleweed cat /etc/os-release\nEOT_~J1Fm\n", json_cmd_token="EbKqwvNo", cmd="backend_type_string")
[2024-05-28T07:53:34.716901Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.717036Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_~J1Fm", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:34.717398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_~J1Fm"
  ], buffer_size=undef, json_cmd_token="kCCaOGWH", record_output=undef, no_regex=1, regexp="> EOT_~J1Fm", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:34.717493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203413999770419 seconds: > EOT_~J1Fm[0m
[32m[2024-05-28T07:53:34.717769Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_~J1Fm: ok[0m
[2024-05-28T07:53:34.717868Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.718075Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="~J1Fm-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:34.718427Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="~J1Fm-0-", buffer_size=undef, json_cmd_token="yLpcaujd", no_regex=0, record_output=undef, regexp="~J1Fm-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:34.719209Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000877795000633341 seconds: ~J1Fm-0-[0m
[32m[2024-05-28T07:53:34.719467Z] [debug] [pid:107057] >>> testapi::wait_serial: ~J1Fm-0-: ok[0m
[2024-05-28T07:53:34.719572Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.719693Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:34.720061Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aZekRiAm", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:34.720148Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204452999241767 seconds: # [0m
[32m[2024-05-28T07:53:34.720418Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:34.720693Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yOUKigyH", text="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:34.720873Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.720984Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-")
[2024-05-28T07:53:34.721336Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-"
  ], buffer_size=undef, json_cmd_token="zcmVEkTF", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-")
[33m[2024-05-28T07:53:34.721424Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199563000933267 seconds: echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-$?-[0m
[32m[2024-05-28T07:53:34.721658Z] [debug] [pid:107057] >>> testapi::wait_serial: echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-$?-: ok[0m
[2024-05-28T07:53:34.721745Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:58 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:34.721848Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHED~J1Fm-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1)
[2024-05-28T07:53:34.722200Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHED~J1Fm-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHED~J1Fm-\\d+-", buffer_size=undef, json_cmd_token="bGzgkykm")
[33m[2024-05-28T07:53:35.707756Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 35 loops & 0.98556999000175 seconds: SCRIPT_FINISHED~J1Fm-0-[0m
[32m[2024-05-28T07:53:35.708430Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED~J1Fm-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release("docker run --entrypoint '' registry.opensuse.org/opensuse/tum"...) called at opensuse/tests/containers/image.pm line 58
	image::test_systemd_install(image=HASH(0x55966beea3d0), "image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700)) called at opensuse/tests/containers/image.pm line 97
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release("docker run --entrypoint '' registry.opensuse.org/opensuse/tum"...) called at opensuse/tests/containers/image.pm line 58
	image::test_systemd_install(image=HASH(0x55966beea3d0), "image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700)) called at opensuse/tests/containers/image.pm line 97
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:35.709449Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:67 called testapi::assert_script_run
[2024-05-28T07:53:35.709579Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:53:35.709697Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:67 called testapi::assert_script_run
[2024-05-28T07:53:35.709824Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:53:35.710409Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="pAMcJlpa", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:35.710526Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275444001090364 seconds: # [0m
[32m[2024-05-28T07:53:35.710820Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:35.711139Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'", cmd="backend_type_string", json_cmd_token="YrBimaqw")
[2024-05-28T07:53:35.711534Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo f6Noo-\$?-", cmd="backend_type_string", json_cmd_token="DAvSmQon")
[2024-05-28T07:53:35.711734Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:67 called testapi::assert_script_run
[2024-05-28T07:53:35.711881Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=235, regexp="docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'; echo f6Noo-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:53:35.712276Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'; echo f6Noo-\$?-"
  ], buffer_size=235, json_cmd_token="FMnrvSSk", record_output=undef, no_regex=1, regexp="docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'; echo f6Noo-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:35.712410Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00024825499895087 seconds: docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'; echo f6Noo-$?-[0m
[32m[2024-05-28T07:53:35.712691Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run registry.opensuse.org/opensuse/tumbleweed /bin/bash -c 'zypper al udev && zypper -n in  systemd'; echo f6Noo-$?-: ok[0m
[2024-05-28T07:53:35.712975Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="PqOWYDFx")
[2024-05-28T07:53:35.713190Z] [debug] [pid:107057] tests/containers/image.pm:97 called image::test_systemd_install -> tests/containers/image.pm:67 called testapi::assert_script_run
[2024-05-28T07:53:35.713330Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/f6Noo-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:53:35.713699Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="nwilUlst", buffer_size=undef, pattern="(?^u:f6Noo-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=300, regexp="(?^u:f6Noo-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:53:46.489175Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 980 loops & 10.7754806180001 seconds: f6Noo-0-[0m
[32m[2024-05-28T07:53:46.490018Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:f6Noo-\d+-): ok[0m
[2024-05-28T07:53:46.490370Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.490534Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:53:46.491130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="BgpjMVSD", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:46.491235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002757139991445 seconds: # [0m
[32m[2024-05-28T07:53:46.491562Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:46.491667Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.491733Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:53:46.492065Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="COhUywuM", cmd="backend_type_string")
[2024-05-28T07:53:46.492296Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.492443Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:53:46.492865Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="pOTTGVHI", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:46.492960Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217203998545301 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:53:46.493237Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:53:46.493346Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.493472Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.493850Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="FYztlEIR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:46.493923Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187003000974073 seconds: > [0m
[32m[2024-05-28T07:53:46.494182Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:46.494486Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DmuqweCP", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:53:46.494754Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.494903Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_n1~0x", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:46.495289Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="SJZYjbQl", no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:46.495372Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178612999661709 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:53:46.495639Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:53:46.495735Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.495847Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp="n1~0x-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:46.496214Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="hLiEgDEh", buffer_size=undef, pattern="n1~0x-0-", regexp="n1~0x-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:46.496766Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000640271000520443 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:53:46.497045Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:53:46.497143Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.497252Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:53:46.497653Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="IZNLXbSE", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:46.497744Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022055299996282 seconds: # [0m
[32m[2024-05-28T07:53:46.498087Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:46.498397Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="lbnjAyIj")
[2024-05-28T07:53:46.498660Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.498825Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.499219Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="CGIHdQMK", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:46.499314Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213852999877417 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:53:46.499636Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:53:46.499761Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:157 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.499902Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:53:46.500285Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="yALXzfkz", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:46.503391Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00321790499947383 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:53:46.503740Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/container_images.pm line 157
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/container_images.pm line 157
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:46.504715Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.504860Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:53:46.505192Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BzmZtBCQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:46.505265Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164862000019639 seconds: # [0m
[32m[2024-05-28T07:53:46.505528Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:46.505621Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.505684Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script~J1Fm.sh :\n \"cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-\" \n")
[2024-05-28T07:53:46.505924Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zFHnvuhK", text="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:53:46.506120Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.506262Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:53:46.506577Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-"
  ], buffer_size=undef, json_cmd_token="AmEpoKwF", record_output=undef, no_regex=1, regexp="cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:46.506650Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162362999617471 seconds: cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-$?-[0m
[32m[2024-05-28T07:53:46.506902Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script~J1Fm.sh << 'EOT_~J1Fm'; echo ~J1Fm-$?-: ok[0m
[2024-05-28T07:53:46.506993Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.507096Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.507394Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="CULxuFOJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:46.507451Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00014618299974245 seconds: > [0m
[32m[2024-05-28T07:53:46.507668Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:46.507896Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --entrypoint '' registry.opensuse.org/opensuse/tumbleweed cat /etc/os-release\nEOT_~J1Fm\n", json_cmd_token="fyKNBAde", cmd="backend_type_string")
[2024-05-28T07:53:46.508072Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.508182Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_~J1Fm")
[2024-05-28T07:53:46.508489Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_~J1Fm"
  ], buffer_size=undef, json_cmd_token="HhPbTElg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_~J1Fm")
[33m[2024-05-28T07:53:46.508563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162581998665701 seconds: > EOT_~J1Fm[0m
[32m[2024-05-28T07:53:46.508781Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_~J1Fm: ok[0m
[2024-05-28T07:53:46.508864Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.508965Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="~J1Fm-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.509260Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="~J1Fm-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KngMoWwG", buffer_size=undef, pattern="~J1Fm-0-")
[33m[2024-05-28T07:53:46.510074Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000892675001523457 seconds: ~J1Fm-0-[0m
[32m[2024-05-28T07:53:46.510326Z] [debug] [pid:107057] >>> testapi::wait_serial: ~J1Fm-0-: ok[0m
[2024-05-28T07:53:46.510425Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.510530Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.510848Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cTHdpHFP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:46.510924Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165003000802244 seconds: # [0m
[32m[2024-05-28T07:53:46.511156Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:46.511401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-\n", cmd="backend_type_string", json_cmd_token="zRZhpudK")
[2024-05-28T07:53:46.511580Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.511692Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-")
[2024-05-28T07:53:46.512016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-", pattern=[
    "echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-\$?-"
  ], buffer_size=undef, json_cmd_token="anSVhVar", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:46.512098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000181363000592683 seconds: echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-$?-[0m
[32m[2024-05-28T07:53:46.512336Z] [debug] [pid:107057] >>> testapi::wait_serial: echo ~J1Fm; bash -oe pipefail /tmp/script~J1Fm.sh ; echo SCRIPT_FINISHED~J1Fm-$?-: ok[0m
[2024-05-28T07:53:46.512425Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:158 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:53:46.512529Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHED~J1Fm-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:53:46.512844Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JhGIIFlh", buffer_size=undef, pattern="SCRIPT_FINISHED~J1Fm-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHED~J1Fm-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:53:47.531196Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 35 loops & 1.01835055100128 seconds: SCRIPT_FINISHED~J1Fm-0-[0m
[32m[2024-05-28T07:53:47.531897Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED~J1Fm-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release("docker run --entrypoint '' registry.opensuse.org/opensuse/tum"...) called at opensuse/lib/containers/container_images.pm line 158
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release("docker run --entrypoint '' registry.opensuse.org/opensuse/tum"...) called at opensuse/lib/containers/container_images.pm line 158
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $host_version in concatenation (.) or string at opensuse/lib/containers/container_images.pm line 160.
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:47.533178Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:160 called testapi::record_info
[2024-05-28T07:53:47.533289Z] [debug] [pid:107057] <<< testapi::record_info(title="Host", output="Host has '', '0', 'opensuse-tumbleweed' in /etc/os-release", result="ok")
Use of uninitialized value $image_version in concatenation (.) or string at opensuse/lib/containers/container_images.pm line 161.
	containers::container_images::test_opensuse_based_image("image", "registry.opensuse.org/opensuse/tumbleweed", "runtime", containers::docker=HASH(0x55966c673700), "version", "Tumbleweed", "beta", 0) called at opensuse/tests/containers/image.pm line 99
	image::run(image=HASH(0x55966beea3d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(image=HASH(0x55966beea3d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:53:47.533754Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:161 called testapi::record_info
[2024-05-28T07:53:47.533857Z] [debug] [pid:107057] <<< testapi::record_info(title="Image", output="Image has '', '0', 'opensuse-tumbleweed' in /etc/os-release", result="ok")
[2024-05-28T07:53:47.534143Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.534281Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:47.534862Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="tuscIeUr", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:53:47.534969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256764998994186 seconds: # [0m
[32m[2024-05-28T07:53:47.535172Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:47.535264Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.535326Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPEQdm.sh :\n \"cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-\$?-\" \n")
[2024-05-28T07:53:47.535660Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-\$?-\n", json_cmd_token="EGBRjJxX")
[2024-05-28T07:53:47.535895Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.536043Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-\$?-")
[2024-05-28T07:53:47.536470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-\$?-", record_output=undef, no_regex=1, json_cmd_token="exwHEEId", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:53:47.536568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213622999581276 seconds: cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-$?-[0m
[32m[2024-05-28T07:53:47.536758Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPEQdm.sh << 'EOT_PEQdm'; echo PEQdm-$?-: ok[0m
[2024-05-28T07:53:47.536858Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.536982Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:47.537384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="FCraKIFV", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:53:47.537459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187554000149248 seconds: > [0m
[32m[2024-05-28T07:53:47.537645Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:47.537958Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container run --entrypoint '/bin/bash' --rm registry.opensuse.org/opensuse/tumbleweed -c 'cat /etc/os-release'\nEOT_PEQdm\n", json_cmd_token="VebrkGoe", cmd="backend_type_string")
[2024-05-28T07:53:47.538205Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.538342Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_PEQdm", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:53:47.538748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_PEQdm", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> EOT_PEQdm"
  ], buffer_size=undef, json_cmd_token="PWXlMslN")
[33m[2024-05-28T07:53:47.538839Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200913000298897 seconds: > EOT_PEQdm[0m
[32m[2024-05-28T07:53:47.539026Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_PEQdm: ok[0m
[2024-05-28T07:53:47.539146Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.539272Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="PEQdm-0-", record_output=undef, quiet=1, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:47.539674Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="VZvhvOwE", buffer_size=undef, pattern="PEQdm-0-", regexp="PEQdm-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:47.540035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000444706998678157 seconds: PEQdm-0-[0m
[32m[2024-05-28T07:53:47.540232Z] [debug] [pid:107057] >>> testapi::wait_serial: PEQdm-0-: ok[0m
[2024-05-28T07:53:47.540335Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.540455Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:47.540857Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="yxcGeCaq", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:47.540948Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200152999241254 seconds: # [0m
[32m[2024-05-28T07:53:47.541117Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:47.541389Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-\$?-\n", json_cmd_token="xQcIrYBp")
[2024-05-28T07:53:47.541587Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.541700Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-\$?-", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:53:47.542052Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="TlKlHCCk", buffer_size=undef, pattern=[
    "echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-\$?-"
  ], regexp="echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:47.542137Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176153000211343 seconds: echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-$?-[0m
[32m[2024-05-28T07:53:47.542308Z] [debug] [pid:107057] >>> testapi::wait_serial: echo PEQdm; bash -oe pipefail /tmp/scriptPEQdm.sh ; echo SCRIPT_FINISHEDPEQdm-$?-: ok[0m
[2024-05-28T07:53:47.542390Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:187 called testapi::validate_script_output
[2024-05-28T07:53:47.542492Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDPEQdm-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:47.542830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDPEQdm-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="NDPLeWne", buffer_size=undef, pattern="SCRIPT_FINISHEDPEQdm-\\d+-")
[33m[2024-05-28T07:53:48.536395Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 33 loops & 0.993552017000184 seconds: SCRIPT_FINISHEDPEQdm-0-[0m
[32m[2024-05-28T07:53:48.536883Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPEQdm-\d+-: ok[0m
[2024-05-28T07:53:48.538071Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:205 called testapi::record_info
[2024-05-28T07:53:48.538203Z] [debug] [pid:107057] <<< testapi::record_info(title="zypper tests", output="Basic zypper commands in the container.", result="ok")
[2024-05-28T07:53:48.538497Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.538638Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:53:48.539238Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="XjJLotFO", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:53:48.539342Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258165000559529 seconds: # [0m
[32m[2024-05-28T07:53:48.539689Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:48.539792Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.539853Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptrjtyx.sh :\n \"cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-\$?-\" \n")
[2024-05-28T07:53:48.540194Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-\$?-\n", json_cmd_token="tpWuwQdN", cmd="backend_type_string")
[2024-05-28T07:53:48.540434Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.540581Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-\$?-")
[2024-05-28T07:53:48.540981Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-\$?-"
  ], buffer_size=undef, json_cmd_token="PyOdGQQy", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:48.541078Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214943000173662 seconds: cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-$?-[0m
[32m[2024-05-28T07:53:48.541366Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptrjtyx.sh << 'EOT_rjtyx'; echo rjtyx-$?-: ok[0m
[2024-05-28T07:53:48.541480Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.541605Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:53:48.541987Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="UEQXGknS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:53:48.542063Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018665300012799 seconds: > [0m
[32m[2024-05-28T07:53:48.542340Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:48.542643Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout --foreground 267 docker run --rm -ti registry.opensuse.org/opensuse/tumbleweed zypper ls\nEOT_rjtyx\n", cmd="backend_type_string", json_cmd_token="pmrKhTqR")
[2024-05-28T07:53:48.542864Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.543Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_rjtyx", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:53:48.543383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_rjtyx"
  ], buffer_size=undef, json_cmd_token="cvQfyGLW", record_output=undef, no_regex=1, regexp="> EOT_rjtyx", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:48.543474Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202072998945368 seconds: > EOT_rjtyx[0m
[32m[2024-05-28T07:53:48.543747Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_rjtyx: ok[0m
[2024-05-28T07:53:48.543858Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.543992Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rjtyx-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:53:48.544379Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YxsNRwWJ", buffer_size=undef, pattern="rjtyx-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="rjtyx-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:53:48.544481Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206783000976429 seconds: rjtyx-0-[0m
[32m[2024-05-28T07:53:48.544772Z] [debug] [pid:107057] >>> testapi::wait_serial: rjtyx-0-: ok[0m
[2024-05-28T07:53:48.544890Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.545012Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:53:48.545352Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QhfNFRNj", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:53:48.545428Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167873000464169 seconds: # [0m
[32m[2024-05-28T07:53:48.545667Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:48.545922Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-\$?-\n", cmd="backend_type_string", json_cmd_token="bRBQoQEu")
[2024-05-28T07:53:48.546117Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.546228Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:53:48.546557Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-\$?-", no_regex=1, record_output=undef, json_cmd_token="hNqPwbcb", buffer_size=undef, pattern=[
    "echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:53:48.546635Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172453001141548 seconds: echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-$?-[0m
[32m[2024-05-28T07:53:48.546872Z] [debug] [pid:107057] >>> testapi::wait_serial: echo rjtyx; bash -oe pipefail /tmp/scriptrjtyx.sh ; echo SCRIPT_FINISHEDrjtyx-$?-: ok[0m
[2024-05-28T07:53:48.546966Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T07:53:48.547076Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDrjtyx-\\d+-", timeout=270, buffer_size=undef)
[2024-05-28T07:53:48.547395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDrjtyx-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=270, quiet=undef, expect_not_found=0, json_cmd_token="qbEGkuBf", buffer_size=undef, pattern="SCRIPT_FINISHEDrjtyx-\\d+-")
[33m[2024-05-28T07:53:49.549152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 1.00174608700036 seconds: SCRIPT_FINISHEDrjtyx-0-[0m
[32m[2024-05-28T07:53:49.549903Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDrjtyx-\d+-: ok[0m
[2024-05-28T07:53:49.550358Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.550509Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T07:53:49.551074Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="EJkjhHli", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:49.551178Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254803999268916 seconds: # [0m
[32m[2024-05-28T07:53:49.551370Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:49.551470Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.551532Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptigIK0.sh :\n \"cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-\$?-\" \n")
[2024-05-28T07:53:49.551840Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-\$?-\n", cmd="backend_type_string", json_cmd_token="AwTjyigz")
[2024-05-28T07:53:49.552079Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.552219Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:49.552615Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-\$?-"
  ], buffer_size=undef, json_cmd_token="XPSSaZen")
[33m[2024-05-28T07:53:49.552711Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209512998480932 seconds: cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-$?-[0m
[32m[2024-05-28T07:53:49.552894Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptigIK0.sh << 'EOT_igIK0'; echo igIK0-$?-: ok[0m
[2024-05-28T07:53:49.553005Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.553127Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:49.553502Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="MEpmlxzn", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:53:49.553577Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185492999662529 seconds: > [0m
[32m[2024-05-28T07:53:49.553744Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:53:49.554032Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout --foreground --kill-after 5s 180s docker run -i --entrypoint '' registry.opensuse.org/opensuse/tumbleweed zypper lr -s\nEOT_igIK0\n", json_cmd_token="AuYvAmPd")
[2024-05-28T07:53:49.554247Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.554377Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, expect_not_found=0, no_regex=1, regexp="> EOT_igIK0", buffer_size=undef, timeout=90)
[2024-05-28T07:53:49.554745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_igIK0", record_output=undef, no_regex=1, json_cmd_token="yONBQHpw", buffer_size=undef, pattern=[
    "> EOT_igIK0"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:53:49.554835Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201413999093347 seconds: > EOT_igIK0[0m
[32m[2024-05-28T07:53:49.555002Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_igIK0: ok[0m
[2024-05-28T07:53:49.555110Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.555233Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=0, expect_not_found=0, regexp="igIK0-0-")
[2024-05-28T07:53:49.555592Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="igIK0-0-", pattern="igIK0-0-", buffer_size=undef, json_cmd_token="InoKmSFW", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:53:49.556128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000631781000265619 seconds: igIK0-0-[0m
[32m[2024-05-28T07:53:49.556302Z] [debug] [pid:107057] >>> testapi::wait_serial: igIK0-0-: ok[0m
[2024-05-28T07:53:49.556426Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.556549Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:53:49.556919Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zrVODVqy", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:53:49.557009Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001997740000661 seconds: # [0m
[32m[2024-05-28T07:53:49.557172Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:49.557447Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-\$?-\n", json_cmd_token="YfszMBGJ", cmd="backend_type_string")
[2024-05-28T07:53:49.557662Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.557798Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-\$?-", no_regex=1, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T07:53:49.558184Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="pbJsnmJq", buffer_size=undef, pattern=[
    "echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-\$?-"
  ])
[33m[2024-05-28T07:53:49.558280Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207462999242125 seconds: echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-$?-[0m
[32m[2024-05-28T07:53:49.558446Z] [debug] [pid:107057] >>> testapi::wait_serial: echo igIK0; bash -oe pipefail /tmp/scriptigIK0.sh ; echo SCRIPT_FINISHEDigIK0-$?-: ok[0m
[2024-05-28T07:53:49.558556Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:53:49.558681Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=188, regexp="SCRIPT_FINISHEDigIK0-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=1)
[2024-05-28T07:53:49.559040Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SeblqUTK", buffer_size=undef, pattern="SCRIPT_FINISHEDigIK0-\\d+-", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=188, regexp="SCRIPT_FINISHEDigIK0-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:53:50.606669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 1.0476415209996 seconds: SCRIPT_FINISHEDigIK0-0-[0m
[32m[2024-05-28T07:53:50.607162Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDigIK0-\d+-: ok[0m
[2024-05-28T07:53:50.608479Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T07:53:50.608633Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:53:50.608758Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T07:53:50.608881Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:53:50.609434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UXhItqUk", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:50.609540Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025295500017819 seconds: # [0m
[32m[2024-05-28T07:53:50.609846Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:50.610168Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash", json_cmd_token="IcpiUXPn", cmd="backend_type_string")
[2024-05-28T07:53:50.610584Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ozzZvVfR", text="; echo _wZ5Z-\$?-", cmd="backend_type_string")
[2024-05-28T07:53:50.610804Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T07:53:50.610946Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash; echo _wZ5Z-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=226)
[2024-05-28T07:53:50.611341Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash; echo _wZ5Z-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash; echo _wZ5Z-\$?-"
  ], buffer_size=226, json_cmd_token="GMFMnOON")
[33m[2024-05-28T07:53:50.611448Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000224784000238287 seconds: docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash; echo _wZ5Z-$?-[0m
[32m[2024-05-28T07:53:50.611736Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed bash; echo _wZ5Z-$?-: ok[0m
[2024-05-28T07:53:50.612035Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="VTevnXbW", cmd="backend_type_string")
[2024-05-28T07:53:50.612272Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T07:53:50.612419Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/_wZ5Z-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:53:50.612795Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:_wZ5Z-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300, expect_not_found=0, quiet=undef, json_cmd_token="VlLFpVks", buffer_size=undef, pattern="(?^u:_wZ5Z-\\d+-)")
[33m[2024-05-28T07:53:51.174542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.561769374000505 seconds: _wZ5Z-0-[0m
[32m[2024-05-28T07:53:51.175216Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_wZ5Z-\d+-): ok[0m
[2024-05-28T07:53:51.175432Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:51.175563Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref", die_on_timeout=1, timeout=603, output="", quiet=undef)
[2024-05-28T07:53:51.175688Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:51.175812Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:53:51.176418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OrnPcrPO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:51.176526Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026077499933308 seconds: # [0m
[32m[2024-05-28T07:53:51.176880Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:51.177322Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref", json_cmd_token="fdCYZIAe", cmd="backend_type_string")
[2024-05-28T07:53:51.177946Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo YXUCv-\$?-", cmd="backend_type_string", json_cmd_token="igUdSrsQ")
[2024-05-28T07:53:51.178248Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:51.178399Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref; echo YXUCv-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=200)
[2024-05-28T07:53:51.178934Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="wtJhvdTs", buffer_size=200, pattern=[
    "timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref; echo YXUCv-\$?-"
  ], regexp="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref; echo YXUCv-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:51.179044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239864000832313 seconds: timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref; echo YXUCv-$?-[0m
[32m[2024-05-28T07:53:51.179420Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref; echo YXUCv-$?-: ok[0m
[2024-05-28T07:53:51.179797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="cRguTUoF")
[2024-05-28T07:53:51.180058Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:53:51.180203Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/YXUCv-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=603)
[2024-05-28T07:53:51.180602Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:YXUCv-\\d+-)", buffer_size=undef, json_cmd_token="KpGodlOJ", expect_not_found=0, quiet=undef, timeout=603, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:YXUCv-\\d+-)")
[33m[2024-05-28T07:53:57.558739Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 273 loops & 6.37814202700065 seconds: YXUCv-0-[0m
[32m[2024-05-28T07:53:57.559603Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YXUCv-\d+-): ok[0m
[2024-05-28T07:53:57.559815Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T07:53:57.559936Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker commit refreshed refreshed-image", timeout=120, quiet=undef, fail_message="")
[2024-05-28T07:53:57.560071Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T07:53:57.560200Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:53:57.560864Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="OJVKptkN", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:53:57.560975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000302245000057155 seconds: # [0m
[32m[2024-05-28T07:53:57.561615Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:57.562100Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker commit refreshed refreshed-image", cmd="backend_type_string", json_cmd_token="cNQRPGqS")
[2024-05-28T07:53:57.562678Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3RQnV-\$?-", json_cmd_token="rNNdNDiC")
[2024-05-28T07:53:57.563040Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T07:53:57.563207Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker commit refreshed refreshed-image; echo 3RQnV-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=167)
[2024-05-28T07:53:57.563746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker commit refreshed refreshed-image; echo 3RQnV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ARRgUcoU", buffer_size=167, pattern=[
    "docker commit refreshed refreshed-image; echo 3RQnV-\$?-"
  ])
[33m[2024-05-28T07:53:57.563856Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240944000324816 seconds: docker commit refreshed refreshed-image; echo 3RQnV-$?-[0m
[32m[2024-05-28T07:53:57.564237Z] [debug] [pid:107057] >>> testapi::wait_serial: docker commit refreshed refreshed-image; echo 3RQnV-$?-: ok[0m
[2024-05-28T07:53:57.564658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="HtByiJEu", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:57.564978Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T07:53:57.565135Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, regexp=qr/3RQnV-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:53:57.565646Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:3RQnV-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=120, quiet=undef, expect_not_found=0, json_cmd_token="iBNkzIlH", buffer_size=undef, pattern="(?^u:3RQnV-\\d+-)")
[33m[2024-05-28T07:53:57.817511Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.251928896999743 seconds: 3RQnV-0-[0m
[32m[2024-05-28T07:53:57.818086Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3RQnV-\d+-): ok[0m
[2024-05-28T07:53:57.818316Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T07:53:57.818458Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f refreshed", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:53:57.818621Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T07:53:57.818796Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:53:57.819559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vkKizkGj", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:53:57.819659Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282734999927925 seconds: # [0m
[32m[2024-05-28T07:53:57.820012Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:53:57.820473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f refreshed", json_cmd_token="FjnMGmVH", cmd="backend_type_string")
[2024-05-28T07:53:57.821073Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo zr5Hs-\$?-", json_cmd_token="CwtNqrnB")
[2024-05-28T07:53:57.821362Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T07:53:57.821536Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f refreshed; echo zr5Hs-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=150, timeout=90)
[2024-05-28T07:53:57.822101Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="RMUKFzoN", buffer_size=150, pattern=[
    "docker rm -f refreshed; echo zr5Hs-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker rm -f refreshed; echo zr5Hs-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:53:57.822203Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256344001172693 seconds: docker rm -f refreshed; echo zr5Hs-$?-[0m
[32m[2024-05-28T07:53:57.822539Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f refreshed; echo zr5Hs-$?-: ok[0m
[2024-05-28T07:53:57.822961Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sCvFRGdl", text="\n", cmd="backend_type_string")
[2024-05-28T07:53:57.823250Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T07:53:57.823411Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/zr5Hs-\d+-/u)
[2024-05-28T07:53:57.823955Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:zr5Hs-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="AASYxomO", buffer_size=undef, pattern="(?^u:zr5Hs-\\d+-)")
[33m[2024-05-28T07:54:08.247813Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 10.423913966999 seconds: zr5Hs-0-[0m
[32m[2024-05-28T07:54:08.248508Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:zr5Hs-\d+-): ok[0m
[2024-05-28T07:54:08.248726Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:08.248858Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref", die_on_timeout=1, timeout=303, output="", quiet=undef)
[2024-05-28T07:54:08.248984Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:08.249113Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:08.249766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GsgakYZq", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:08.249879Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270443999397685 seconds: # [0m
[32m[2024-05-28T07:54:08.250227Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:08.250612Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref", json_cmd_token="LkdrAOwT", cmd="backend_type_string")
[2024-05-28T07:54:08.251127Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LYAmH-\$?-", json_cmd_token="TapApgkR", cmd="backend_type_string")
[2024-05-28T07:54:08.251371Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:08.251528Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref; echo LYAmH-\$?-", buffer_size=206, timeout=90)
[2024-05-28T07:54:08.251975Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref; echo LYAmH-\$?-", no_regex=1, record_output=undef, json_cmd_token="uuprJeFv", buffer_size=206, pattern=[
    "timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref; echo LYAmH-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:08.252101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258824000411551 seconds: timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref; echo LYAmH-$?-[0m
[32m[2024-05-28T07:54:08.252393Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref; echo LYAmH-$?-: ok[0m
[2024-05-28T07:54:08.252693Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="OKSucqOb", cmd="backend_type_string")
[2024-05-28T07:54:08.252925Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:194 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:08.253066Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/LYAmH-\d+-/u, timeout=303, buffer_size=undef)
[2024-05-28T07:54:08.253439Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:LYAmH-\\d+-)", timeout=303, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:LYAmH-\\d+-)", buffer_size=undef, json_cmd_token="SLNaSYcY")
[33m[2024-05-28T07:54:09.622687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 47 loops & 1.36925676999999 seconds: LYAmH-0-[0m
[32m[2024-05-28T07:54:09.623454Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LYAmH-\d+-): ok[0m
[2024-05-28T07:54:09.623678Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:55 called testapi::record_info
[2024-05-28T07:54:09.623793Z] [debug] [pid:107057] <<< testapi::record_info(title="Run image", output="Base:       registry.opensuse.org/opensuse/tumbleweed\nDockerfile: Dockerfile\nRuntime:    docker", result="ok")
[2024-05-28T07:54:09.623994Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:54:09.624150Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /var/tmp/containerapp/BuildTest", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:09.624311Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:54:09.624473Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:54:09.625078Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VbjRVNsv", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:09.625187Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265735001448775 seconds: # [0m
[32m[2024-05-28T07:54:09.625484Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:09.625795Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FpwsivAn", text="mkdir -p /var/tmp/containerapp/BuildTest", cmd="backend_type_string")
[2024-05-28T07:54:09.626246Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo p5rNj-\$?-", json_cmd_token="uaXvJXnz")
[2024-05-28T07:54:09.626535Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:54:09.626696Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=168, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-")
[2024-05-28T07:54:09.627138Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="UuakBxBo", buffer_size=168, pattern=[
    "mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-\$?-"
  ])
[33m[2024-05-28T07:54:09.627232Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208244000532432 seconds: mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-$?-[0m
[32m[2024-05-28T07:54:09.627503Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /var/tmp/containerapp/BuildTest; echo p5rNj-$?-: ok[0m
[2024-05-28T07:54:09.627769Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KAXiUhsw")
[2024-05-28T07:54:09.627963Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:54:09.628091Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/p5rNj-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:09.628441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UkbYyqMa", buffer_size=undef, pattern="(?^u:p5rNj-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:p5rNj-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:54:09.629581Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00123682099911093 seconds: p5rNj-0-[0m
[32m[2024-05-28T07:54:09.629853Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p5rNj-\d+-): ok[0m
[2024-05-28T07:54:09.630016Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:54:09.630122Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:09.630226Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:54:09.630344Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:54:09.630702Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dGvlZEjk", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:09.630806Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204253999982029 seconds: # [0m
[32m[2024-05-28T07:54:09.631136Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:09.631454Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile", json_cmd_token="AlWdmUdw")
[2024-05-28T07:54:09.631832Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo XjmYl-\$?-", cmd="backend_type_string", json_cmd_token="dUHDwXzi")
[2024-05-28T07:54:09.632030Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:54:09.632153Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=250, timeout=90, regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile; echo XjmYl-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:54:09.632533Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile; echo XjmYl-\$?-"
  ], buffer_size=250, json_cmd_token="YQZnycHN", record_output=undef, no_regex=1, regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile; echo XjmYl-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:09.632621Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000216513999475865 seconds: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile; echo XjmYl-$?-[0m
[32m[2024-05-28T07:54:09.632856Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile; echo XjmYl-$?-: ok[0m
[2024-05-28T07:54:09.633086Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="zPZNgCbZ", cmd="backend_type_string")
[2024-05-28T07:54:09.633262Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T07:54:09.633379Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/XjmYl-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:54:09.633672Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:XjmYl-\\d+-)", pattern="(?^u:XjmYl-\\d+-)", buffer_size=undef, json_cmd_token="fHcefqLa", quiet=undef, expect_not_found=0)
[2024-05-28T07:54:09.650360Z] [info] [pid:107049] Test data requested: opensuse/data/containers/Dockerfile
[33m[2024-05-28T07:54:09.656075Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 392 loops & 0.0224579839996295 seconds: XjmYl-0-[0m
[32m[2024-05-28T07:54:09.656435Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XjmYl-\d+-): ok[0m
[2024-05-28T07:54:09.656594Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T07:54:09.656706Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:09.656816Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T07:54:09.656939Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:54:09.657355Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="oPFwgTeq", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:09.657446Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217883000004804 seconds: # [0m
[32m[2024-05-28T07:54:09.657730Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:09.658027Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html", cmd="backend_type_string", json_cmd_token="GhZsFZls")
[2024-05-28T07:54:09.658411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo pR4F~-\$?-", json_cmd_token="xGvWuPEy")
[2024-05-28T07:54:09.658611Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T07:54:09.658753Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=248, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html; echo pR4F~-\$?-")
[2024-05-28T07:54:09.659134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html; echo pR4F~-\$?-", pattern=[
    "curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html; echo pR4F~-\$?-"
  ], buffer_size=248, json_cmd_token="MBbgYCye", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:09.659252Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000232304000746808 seconds: curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html; echo pR4F~-$?-[0m
[32m[2024-05-28T07:54:09.659526Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html; echo pR4F~-$?-: ok[0m
[2024-05-28T07:54:09.659832Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="gUiFLvhz", cmd="backend_type_string")
[2024-05-28T07:54:09.660062Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T07:54:09.660199Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/pR4F~-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:09.660569Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:pR4F~-\\d+-)", buffer_size=undef, json_cmd_token="sCyCIdsT", record_output=undef, no_regex=0, regexp="(?^u:pR4F~-\\d+-)", timeout=90, cmd="backend_wait_serial")
[2024-05-28T07:54:09.675116Z] [info] [pid:107049] Test data requested: opensuse/data/containers/index.html
[33m[2024-05-28T07:54:09.679095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 391 loops & 0.0186277579996386 seconds: pR4F~-0-[0m
[32m[2024-05-28T07:54:09.679481Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:pR4F~-\d+-): ok[0m
[2024-05-28T07:54:09.679626Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:54:09.679738Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:09.679855Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:54:09.679987Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:54:09.680435Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="djHrOiSY")
[33m[2024-05-28T07:54:09.680513Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182113000846584 seconds: # [0m
[32m[2024-05-28T07:54:09.680833Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:09.681130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile", cmd="backend_type_string", json_cmd_token="tjrWwiRB")
[2024-05-28T07:54:09.681513Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0xxdC-\$?-", json_cmd_token="AbuutcEF")
[2024-05-28T07:54:09.681714Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:54:09.681853Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 0xxdC-\$?-", timeout=90, buffer_size=243)
[2024-05-28T07:54:09.682212Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 0xxdC-\$?-"
  ], buffer_size=243, json_cmd_token="HhdDkhQb", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 0xxdC-\$?-")
[33m[2024-05-28T07:54:09.682298Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000192793000678648 seconds: sed -E 's/baseimage_var/registry.opensuse.org\/opensuse\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 0xxdC-$?-[0m
[32m[2024-05-28T07:54:09.682564Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -E 's/baseimage_var/registry.opensuse.org\/opensuse\/tumbleweed/' -i /var/tmp/containerapp/BuildTest/Dockerfile; echo 0xxdC-$?-: ok[0m
[2024-05-28T07:54:09.682817Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="WCpZtZQn")
[2024-05-28T07:54:09.683026Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T07:54:09.683162Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/0xxdC-\d+-/u)
[2024-05-28T07:54:09.683495Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:0xxdC-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="kEshZWvY", buffer_size=undef, pattern="(?^u:0xxdC-\\d+-)")
[33m[2024-05-28T07:54:09.685364Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00194768400069734 seconds: 0xxdC-0-[0m
[32m[2024-05-28T07:54:09.685639Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0xxdC-\d+-): ok[0m
[2024-05-28T07:54:09.685817Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:09.685938Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", timeout=603, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:09.686066Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:09.686203Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:09.686555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oKqMooJj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:09.686629Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176303001353517 seconds: # [0m
[32m[2024-05-28T07:54:09.686885Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:09.687151Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", json_cmd_token="pKBdqSzN")
[2024-05-28T07:54:09.687514Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo YasyF-\$?-", json_cmd_token="HkOUdiAP", cmd="backend_type_string")
[2024-05-28T07:54:09.687720Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:09.687860Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=231, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-")
[2024-05-28T07:54:09.688223Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-"
  ], buffer_size=231, json_cmd_token="ALrKFSRE", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-\$?-")
[33m[2024-05-28T07:54:09.688311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000192953000805574 seconds: timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-$?-[0m
[32m[2024-05-28T07:54:09.688576Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest; echo YasyF-$?-: ok[0m
[2024-05-28T07:54:09.688826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="EUlySWYF")
[2024-05-28T07:54:09.689045Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:09.689182Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/YasyF-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=603)
[2024-05-28T07:54:09.689517Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:YasyF-\\d+-)", timeout=603, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:YasyF-\\d+-)", buffer_size=undef, json_cmd_token="YVRBsBoC")
[33m[2024-05-28T07:54:22.317091Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5231 loops & 12.6275221119995 seconds: YasyF-0-[0m
[32m[2024-05-28T07:54:22.318230Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YasyF-\d+-): ok[0m
[2024-05-28T07:54:22.318574Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:22.318778Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", quiet=undef, fail_message="", timeout=600)
[2024-05-28T07:54:22.319006Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:22.319264Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:22.320299Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="oYPryDWL", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:22.320484Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000522889000421856 seconds: # [0m
[32m[2024-05-28T07:54:22.320963Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:22.321458Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", cmd="backend_type_string", json_cmd_token="BoQOyuOL")
[2024-05-28T07:54:22.322097Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ob1IB-\$?-", json_cmd_token="zczLkBnb", cmd="backend_type_string")
[2024-05-28T07:54:22.322476Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:22.322740Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=227, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-")
[2024-05-28T07:54:22.323352Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="wjaVMCmc", buffer_size=227, pattern=[
    "docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-"
  ], regexp="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:22.323546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000380286001018248 seconds: docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-$?-[0m
[32m[2024-05-28T07:54:22.324021Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest; echo Ob1IB-$?-: ok[0m
[2024-05-28T07:54:22.324477Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="bCNecKuy", cmd="backend_type_string")
[2024-05-28T07:54:22.324854Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:22.325115Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=600, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/Ob1IB-\d+-/u)
[2024-05-28T07:54:22.325707Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=600, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:Ob1IB-\\d+-)", pattern="(?^u:Ob1IB-\\d+-)", buffer_size=undef, json_cmd_token="IkUboGxh", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:22.546242Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 80 loops & 0.220658951999212 seconds: Ob1IB-0-[0m
[32m[2024-05-28T07:54:22.547004Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ob1IB-\d+-): ok[0m
[2024-05-28T07:54:22.547148Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:121 called testapi::record_info
[2024-05-28T07:54:22.547242Z] [debug] [pid:107057] <<< testapi::record_info(title="Build OK", output="Image myapp created", result="ok")
[2024-05-28T07:54:22.547426Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:54:22.547528Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf /var/tmp/containerapp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:22.547637Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:54:22.547758Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:22.548229Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="azzjnPuD", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:22.548327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230913999985205 seconds: # [0m
[32m[2024-05-28T07:54:22.548695Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:22.549051Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -rf /var/tmp/containerapp", cmd="backend_type_string", json_cmd_token="cIceOHDE")
[2024-05-28T07:54:22.549536Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eJkzoTIU", text="; echo bg~mc-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:22.549812Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:54:22.549968Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="rm -rf /var/tmp/containerapp; echo bg~mc-\$?-", buffer_size=156, timeout=90)
[2024-05-28T07:54:22.550404Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "rm -rf /var/tmp/containerapp; echo bg~mc-\$?-"
  ], buffer_size=156, json_cmd_token="YSaDCsZm", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rm -rf /var/tmp/containerapp; echo bg~mc-\$?-")
[33m[2024-05-28T07:54:22.550496Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210502999834716 seconds: rm -rf /var/tmp/containerapp; echo bg~mc-$?-[0m
[32m[2024-05-28T07:54:22.550867Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf /var/tmp/containerapp; echo bg~mc-$?-: ok[0m
[2024-05-28T07:54:22.551212Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="EdUObnTZ", cmd="backend_type_string")
[2024-05-28T07:54:22.551478Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T07:54:22.551633Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/bg~mc-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:22.552008Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:bg~mc-\\d+-)", buffer_size=undef, json_cmd_token="jWCWNOCK", record_output=undef, no_regex=0, regexp="(?^u:bg~mc-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:22.552726Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000821744000859326 seconds: bg~mc-0-[0m
[32m[2024-05-28T07:54:22.553011Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:bg~mc-\d+-): ok[0m
[2024-05-28T07:54:22.553144Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:54:22.553257Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker images", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:22.553364Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:54:22.553484Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:22.553842Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xHikpHso")
[33m[2024-05-28T07:54:22.553937Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206443000934087 seconds: # [0m
[32m[2024-05-28T07:54:22.554197Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:22.554466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images", json_cmd_token="VUzbCssO", cmd="backend_type_string")
[2024-05-28T07:54:22.554811Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RjjgJVpG", text="; echo JwzWK-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:22.554986Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:54:22.555099Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker images; echo JwzWK-\$?-", buffer_size=141, timeout=90)
[2024-05-28T07:54:22.555397Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker images; echo JwzWK-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker images; echo JwzWK-\$?-"
  ], buffer_size=141, json_cmd_token="BXzfLXCK")
[33m[2024-05-28T07:54:22.555470Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160981999215437 seconds: docker images; echo JwzWK-$?-[0m
[32m[2024-05-28T07:54:22.555691Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images; echo JwzWK-$?-: ok[0m
[2024-05-28T07:54:22.555913Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="dGVXtKvO")
[2024-05-28T07:54:22.556093Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T07:54:22.556207Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/JwzWK-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:54:22.556508Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:JwzWK-\\d+-)", buffer_size=undef, json_cmd_token="mLHynulH", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:JwzWK-\\d+-)")
[33m[2024-05-28T07:54:22.569167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 55 loops & 0.0127300770000147 seconds: JwzWK-0-[0m
[32m[2024-05-28T07:54:22.569492Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JwzWK-\d+-): ok[0m
[2024-05-28T07:54:22.569611Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:54:22.569710Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images --all | grep myapp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:22.569812Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:54:22.569931Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:22.570308Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="JZFmJeQV", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:22.570404Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205884000024525 seconds: # [0m
[32m[2024-05-28T07:54:22.570666Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:22.570929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IzFFQyTq", text="docker images --all | grep myapp", cmd="backend_type_string")
[2024-05-28T07:54:22.571282Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OXcPK-\$?-", json_cmd_token="akpbYWFJ")
[2024-05-28T07:54:22.571476Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:54:22.571613Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker images --all | grep myapp; echo OXcPK-\$?-", timeout=90, buffer_size=160)
[2024-05-28T07:54:22.571966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker images --all | grep myapp; echo OXcPK-\$?-"
  ], buffer_size=160, json_cmd_token="qNJuZtqi", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker images --all | grep myapp; echo OXcPK-\$?-")
[33m[2024-05-28T07:54:22.572069Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206863000130397 seconds: docker images --all | grep myapp; echo OXcPK-$?-[0m
[32m[2024-05-28T07:54:22.572331Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images --all | grep myapp; echo OXcPK-$?-: ok[0m
[2024-05-28T07:54:22.572587Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="dZgnLxcb", cmd="backend_type_string")
[2024-05-28T07:54:22.572788Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T07:54:22.572922Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/OXcPK-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:22.573256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:OXcPK-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="pVcUhqMk", buffer_size=undef, pattern="(?^u:OXcPK-\\d+-)")
[33m[2024-05-28T07:54:22.584799Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0116119579997758 seconds: OXcPK-0-[0m
[32m[2024-05-28T07:54:22.585126Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OXcPK-\d+-): ok[0m
[2024-05-28T07:54:22.585249Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:54:22.585349Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:22.585453Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:54:22.585581Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:54:22.585953Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JTwIEloe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:22.586039Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196132999917609 seconds: # [0m
[32m[2024-05-28T07:54:22.586295Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:22.586569Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", cmd="backend_type_string", json_cmd_token="BqfCRAMv")
[2024-05-28T07:54:22.586920Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo J2Gy8-\$?-", json_cmd_token="LWbsOVtp")
[2024-05-28T07:54:22.587111Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:54:22.587250Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=195, timeout=90, regexp="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:54:22.587606Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-", pattern=[
    "docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-\$?-"
  ], buffer_size=195, json_cmd_token="RHEZmUfG", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:22.587697Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206682998395991 seconds: docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-$?-[0m
[32m[2024-05-28T07:54:22.587969Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda; echo J2Gy8-$?-: ok[0m
[2024-05-28T07:54:22.588243Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="tNnhieZA")
[2024-05-28T07:54:22.588448Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T07:54:22.588583Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/J2Gy8-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:54:22.588926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:J2Gy8-\\d+-)", pattern="(?^u:J2Gy8-\\d+-)", buffer_size=undef, json_cmd_token="ffXRcqNX", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:23.612661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.02377106399945 seconds: J2Gy8-0-[0m
[32m[2024-05-28T07:54:23.613361Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:J2Gy8-\d+-): ok[0m
[2024-05-28T07:54:23.613656Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:54:23.613880Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name myapp -p 8888:80 myapp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:23.614065Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:54:23.614240Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:23.614791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DZyxTXED", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:23.614901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261244000284933 seconds: # [0m
[32m[2024-05-28T07:54:23.615200Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:23.615552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --name myapp -p 8888:80 myapp", cmd="backend_type_string", json_cmd_token="KGcVfRxh")
[2024-05-28T07:54:23.616031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Sve9L-\$?-", json_cmd_token="PboVskxS", cmd="backend_type_string")
[2024-05-28T07:54:23.616273Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:54:23.616436Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=171, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-")
[2024-05-28T07:54:23.616838Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-"
  ], buffer_size=171, json_cmd_token="XxvagNER", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-\$?-")
[33m[2024-05-28T07:54:23.616942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227184000323177 seconds: docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-$?-[0m
[32m[2024-05-28T07:54:23.617216Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name myapp -p 8888:80 myapp; echo Sve9L-$?-: ok[0m
[2024-05-28T07:54:23.617494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="thDydPNw")
[2024-05-28T07:54:23.617731Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T07:54:23.617892Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/Sve9L-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:23.618265Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:Sve9L-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="SHrgMkMm", buffer_size=undef, pattern="(?^u:Sve9L-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:24.212141Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.593860922999738 seconds: Sve9L-0-[0m
[32m[2024-05-28T07:54:24.213126Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Sve9L-\d+-): ok[0m
[2024-05-28T07:54:24.213423Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.213641Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker ps -a | grep myapp", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:24.213840Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.214051Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:24.214977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LPhqsUwp", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:24.215164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000424346999352565 seconds: # [0m
[32m[2024-05-28T07:54:24.215800Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:24.216452Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker ps -a | grep myapp", json_cmd_token="eqDDJpDP", cmd="backend_type_string")
[2024-05-28T07:54:24.217331Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo V3Z8M-\$?-", json_cmd_token="UfEihTGt", cmd="backend_type_string")
[2024-05-28T07:54:24.217864Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.218123Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-", buffer_size=165, timeout=90)
[2024-05-28T07:54:24.218933Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="iNMEwObW", buffer_size=165, pattern=[
    "timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-"
  ], regexp="timeout  30 docker ps -a | grep myapp; echo V3Z8M-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:24.219107Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000397337000322295 seconds: timeout  30 docker ps -a | grep myapp; echo V3Z8M-$?-[0m
[32m[2024-05-28T07:54:24.219743Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker ps -a | grep myapp; echo V3Z8M-$?-: ok[0m
[2024-05-28T07:54:24.220375Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TKzuzoQB", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:24.220847Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.221059Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=33, regexp=qr/V3Z8M-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:54:24.221490Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:V3Z8M-\\d+-)", buffer_size=undef, json_cmd_token="YKnsqYwM", quiet=undef, expect_not_found=0, timeout=33, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:V3Z8M-\\d+-)")
[33m[2024-05-28T07:54:24.248341Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0269831810001051 seconds: V3Z8M-0-[0m
[32m[2024-05-28T07:54:24.248744Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:V3Z8M-\d+-): ok[0m
[2024-05-28T07:54:24.248892Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:54:24.249003Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker logs myapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:24.249118Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:54:24.249246Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:24.249647Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="koBwqnkM", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:24.249723Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017497299995739 seconds: # [0m
[32m[2024-05-28T07:54:24.250022Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:24.250343Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker logs myapp", json_cmd_token="RsMzoQvG")
[2024-05-28T07:54:24.250917Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TQCmvCMZ", text="; echo Y4_U5-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:24.251153Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:54:24.251290Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=145, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker logs myapp; echo Y4_U5-\$?-")
[2024-05-28T07:54:24.251684Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker logs myapp; echo Y4_U5-\$?-", pattern=[
    "docker logs myapp; echo Y4_U5-\$?-"
  ], buffer_size=145, json_cmd_token="wdbpduaH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:24.251776Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208333000045968 seconds: docker logs myapp; echo Y4_U5-$?-[0m
[32m[2024-05-28T07:54:24.252078Z] [debug] [pid:107057] >>> testapi::wait_serial: docker logs myapp; echo Y4_U5-$?-: ok[0m
[2024-05-28T07:54:24.252372Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IiYAXuRO", cmd="backend_type_string")
[2024-05-28T07:54:24.252610Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T07:54:24.252755Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Y4_U5-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:24.253130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UAiGJPCJ", buffer_size=undef, pattern="(?^u:Y4_U5-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:Y4_U5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:54:24.273545Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0205071210002643 seconds: Y4_U5-0-[0m
[32m[2024-05-28T07:54:24.273895Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y4_U5-\d+-): ok[0m
[2024-05-28T07:54:24.274051Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.274171Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:24.274288Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.274417Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:54:24.274892Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ntfAfMQp", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:24.274985Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221494001380051 seconds: # [0m
[32m[2024-05-28T07:54:24.275278Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:24.275604Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", cmd="backend_type_string", json_cmd_token="ygxXXSOu")
[2024-05-28T07:54:24.276020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YdkmiJzr", text="; echo 1ysZ5-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:24.276241Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.276375Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-", buffer_size=196, timeout=90)
[2024-05-28T07:54:24.276761Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-"
  ], buffer_size=196, json_cmd_token="GSPOaBDs", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"; echo 1ysZ5-\$?-")
[33m[2024-05-28T07:54:24.276857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211653999940609 seconds: timeout  30 curl http://localhost:8888/ | grep "The test shall pass"; echo 1ysZ5-$?-[0m
[32m[2024-05-28T07:54:24.277149Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 curl http://localhost:8888/ | grep "The test shall pass"; echo 1ysZ5-$?-: ok[0m
[2024-05-28T07:54:24.277443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NPkwzRBR", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:24.277697Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:24.277829Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, regexp=qr/1ysZ5-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:24.278200Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:1ysZ5-\\d+-)", buffer_size=undef, json_cmd_token="HEsjVmfr", quiet=undef, expect_not_found=0, timeout=33, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:1ysZ5-\\d+-)")
[33m[2024-05-28T07:54:24.306568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 322 loops & 0.0284459459999198 seconds: 1ysZ5-0-[0m
[32m[2024-05-28T07:54:24.306911Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1ysZ5-\d+-): ok[0m
[2024-05-28T07:54:24.307044Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:54:24.307148Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop myapp", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:24.307256Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:54:24.307379Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:54:24.307793Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WdFCpzzH", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:24.307888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219363000724115 seconds: # [0m
[32m[2024-05-28T07:54:24.308174Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:24.308468Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WPnrmyCq", text="docker stop myapp", cmd="backend_type_string")
[2024-05-28T07:54:24.308849Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GzeYPoDA", text="; echo B_bVb-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:24.309049Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:54:24.309184Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=145, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker stop myapp; echo B_bVb-\$?-")
[2024-05-28T07:54:24.309547Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker stop myapp; echo B_bVb-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker stop myapp; echo B_bVb-\$?-"
  ], buffer_size=145, json_cmd_token="DpzIgmoI")
[33m[2024-05-28T07:54:24.309649Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210223000976839 seconds: docker stop myapp; echo B_bVb-$?-[0m
[32m[2024-05-28T07:54:24.309917Z] [debug] [pid:107057] >>> testapi::wait_serial: docker stop myapp; echo B_bVb-$?-: ok[0m
[2024-05-28T07:54:24.310192Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mmuTzZCS")
[2024-05-28T07:54:24.310401Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T07:54:24.310541Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/B_bVb-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:54:24.310895Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:B_bVb-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ZlHeKvtH", buffer_size=undef, pattern="(?^u:B_bVb-\\d+-)")
[33m[2024-05-28T07:54:36.784117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 12.473181374 seconds: B_bVb-0-[0m
[32m[2024-05-28T07:54:36.784893Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:B_bVb-\d+-): ok[0m
[2024-05-28T07:54:36.785093Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:54:36.785212Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm myapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:36.785331Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:54:36.785455Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:54:36.786242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="fWbzzLzB")
[33m[2024-05-28T07:54:36.786399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000417396999182529 seconds: # [0m
[32m[2024-05-28T07:54:36.787387Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:36.788178Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm myapp", json_cmd_token="JqbrGdeu")
[2024-05-28T07:54:36.788852Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="brAMcriJ", text="; echo hgRWd-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:36.789217Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:54:36.789435Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm myapp; echo hgRWd-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=143)
[2024-05-28T07:54:36.790041Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm myapp; echo hgRWd-\$?-", pattern=[
    "docker rm myapp; echo hgRWd-\$?-"
  ], buffer_size=143, json_cmd_token="vEeqQchB", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:36.790214Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000332715999320499 seconds: docker rm myapp; echo hgRWd-$?-[0m
[32m[2024-05-28T07:54:36.790618Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm myapp; echo hgRWd-$?-: ok[0m
[2024-05-28T07:54:36.791020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XKsEeokC")
[2024-05-28T07:54:36.791337Z] [debug] [pid:107057] tests/containers/image.pm:99 called containers::container_images::test_opensuse_based_image -> lib/containers/container_images.pm:195 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T07:54:36.791535Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/hgRWd-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:54:36.792072Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:hgRWd-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="kyAWbKux", buffer_size=undef, pattern="(?^u:hgRWd-\\d+-)")
[33m[2024-05-28T07:54:36.813460Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0215311480005766 seconds: hgRWd-0-[0m
[32m[2024-05-28T07:54:36.813930Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hgRWd-\d+-): ok[0m
[2024-05-28T07:54:36.814179Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.814328Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:54:36.814485Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.814653Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:36.815190Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="sDaxULtF", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:36.815316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278935000096681 seconds: # [0m
[32m[2024-05-28T07:54:36.815701Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:36.816103Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker ps -q | xargs -r docker stop", json_cmd_token="cAibfqYe")
[2024-05-28T07:54:36.816538Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="rBqyAbRH")
[2024-05-28T07:54:36.816719Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.816843Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", buffer_size=163, timeout=90)
[2024-05-28T07:54:36.817207Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], buffer_size=163, json_cmd_token="AMPqaLhe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:36.817299Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202912999156979 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:54:36.817540Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:54:36.817798Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BUxLKRSr", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:36.818015Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.818127Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ILCn4-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=180)
[2024-05-28T07:54:36.818603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=180, regexp="(?^u:ILCn4-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="gGvuZttm", buffer_size=undef, pattern="(?^u:ILCn4-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:36.829125Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.010646512000676 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:54:36.829688Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:54:36.829932Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.830120Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", fail_message="", quiet=undef, timeout=300)
[2024-05-28T07:54:36.830309Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.830522Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:36.831219Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xzjuidyP", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:36.831379Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000358466000761837 seconds: # [0m
[32m[2024-05-28T07:54:36.831870Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:36.832383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume prune -f", json_cmd_token="CgqWDsqy")
[2024-05-28T07:54:36.833037Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo U1xFX-\$?-", json_cmd_token="wrWHvgpT")
[2024-05-28T07:54:36.833385Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.833649Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=150, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker volume prune -f; echo U1xFX-\$?-")
[2024-05-28T07:54:36.834516Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="WfBuUvWD", buffer_size=150, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], regexp="docker volume prune -f; echo U1xFX-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:36.834697Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000480627999422722 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:54:36.835180Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:54:36.835667Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NkjKNEgk")
[2024-05-28T07:54:36.836092Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.836343Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/U1xFX-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:54:36.836976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:U1xFX-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=300, expect_not_found=0, quiet=undef, json_cmd_token="MyideozL", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)")
[33m[2024-05-28T07:54:36.845437Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00863146700066864 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:54:36.845712Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:54:36.845816Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.845899Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:54:36.845985Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.846082Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:36.846519Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zZZtixnH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:36.846645Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278464998700656 seconds: # [0m
[32m[2024-05-28T07:54:36.847071Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:36.847773Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="krFMmjLj", cmd="backend_type_string")
[2024-05-28T07:54:36.848430Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TaLXOKIY", text="; echo uOgVl-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:36.848756Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.848960Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, buffer_size=153)
[2024-05-28T07:54:36.849561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="VFQhuPgc")
[33m[2024-05-28T07:54:36.849725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000355125999703887 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:54:36.850127Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:54:36.850553Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="PTmqFGny", cmd="backend_type_string")
[2024-05-28T07:54:36.850858Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:36.851052Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/uOgVl-\d+-/u, buffer_size=undef, timeout=300)
[2024-05-28T07:54:36.851613Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:uOgVl-\\d+-)", pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="FolUIgVI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.457766Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 60 loops & 0.6062560449991 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:54:37.458498Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:54:37.458761Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.458912Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:37.459509Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="btrGErfL", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.459622Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028466500043578 seconds: # [0m
[32m[2024-05-28T07:54:37.459923Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.460032Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.460099Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:54:37.460453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JEHYnCGm", text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:54:37.460691Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.460832Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.461311Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="TBRZUopy", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.461421Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280914999166271 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:54:37.461740Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:54:37.461866Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.462004Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> ")
[2024-05-28T07:54:37.462495Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="mYDteCcR")
[33m[2024-05-28T07:54:37.462587Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000241574000028777 seconds: > [0m
[32m[2024-05-28T07:54:37.462896Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:37.463230Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string", json_cmd_token="jfXVwMHF")
[2024-05-28T07:54:37.463466Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.463602Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_abhxA", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:37.464038Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="ThJWjEeu", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_abhxA")
[33m[2024-05-28T07:54:37.464139Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250113998845336 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:54:37.464429Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:54:37.464541Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.464689Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="abhxA-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.465103Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="abhxA-0-", no_regex=0, record_output=undef, json_cmd_token="DCGtNGGJ", buffer_size=undef, pattern="abhxA-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.465205Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228552999033127 seconds: abhxA-0-[0m
[32m[2024-05-28T07:54:37.465487Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:54:37.465604Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.465730Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.466142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fSlmiiJX", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:37.466230Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223953999011428 seconds: # [0m
[32m[2024-05-28T07:54:37.466500Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.466848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="PTZcQbfl", cmd="backend_type_string")
[2024-05-28T07:54:37.467068Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.467207Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.467625Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="xoJkCgPZ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[33m[2024-05-28T07:54:37.467724Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241895000726799 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:54:37.467992Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:54:37.468116Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.468243Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.468658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDabhxA-\\d+-", record_output=1, no_regex=0, json_cmd_token="xFpTtyXX", buffer_size=undef, pattern="SCRIPT_FINISHEDabhxA-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.479387Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0108201750008448 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:54:37.479832Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:54:37.480012Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:54:37.480097Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:54:37.480302Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.480414Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.480813Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="CaiOxJDw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.480895Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018519300101616 seconds: # [0m
[32m[2024-05-28T07:54:37.481139Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.481217Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.481268Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:37.481533Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="lEJRVznR")
[2024-05-28T07:54:37.481757Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.481912Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.482308Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="zehKaGvc")
[33m[2024-05-28T07:54:37.482385Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172593001479981 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:37.482664Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:37.482775Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.482899Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.483217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="DOZVvrZm", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:54:37.483279Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151803000335349 seconds: > [0m
[32m[2024-05-28T07:54:37.483525Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:37.483764Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="RtuvVVmY")
[2024-05-28T07:54:37.484015Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.484208Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:54:37.484527Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="IXiEqTvK", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.484602Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163933000294492 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:37.484858Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:37.484968Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.485095Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="hZgU~-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.485408Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", no_regex=0, record_output=undef, json_cmd_token="BHFtpzSQ", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.485584Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260234000961646 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:37.485849Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:37.485964Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.486090Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.486420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="HgecIJop", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.486480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149023000631132 seconds: # [0m
[32m[2024-05-28T07:54:37.486837Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.487075Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="FSLPrRkx")
[2024-05-28T07:54:37.487278Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.487451Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.487790Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, json_cmd_token="SWWpTrVy", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.487865Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016631300059089 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:37.488131Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:37.488243Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:37.488370Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:54:37.488695Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="cqgbjedy", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[33m[2024-05-28T07:54:37.498465Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00982415800172021 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:37.498901Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:37.499035Z] [debug] [pid:107057] tests/containers/image.pm:103 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:37.499134Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T07:54:37.501431Z] [debug] [pid:107057] ||| finished image_docker containers (runtime: 72 s)[0m
[1;34m[2024-05-28T07:54:37.502434Z] [debug] [pid:107057] ||| starting docker_3rd_party_images tests/containers/third_party_images.pm[0m
[2024-05-28T07:54:37.502916Z] [debug] [pid:107057] tests/containers/third_party_images.pm:42 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:54:37.502978Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:54:37.503395Z] [debug] [pid:107057] tests/containers/third_party_images.pm:44 called testapi::script_run
[2024-05-28T07:54:37.503496Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:54:37.503580Z] [debug] [pid:107057] tests/containers/third_party_images.pm:44 called testapi::script_run
[2024-05-28T07:54:37.503679Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:37.503988Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PVsooZMH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.504074Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178342999788583 seconds: # [0m
[32m[2024-05-28T07:54:37.504319Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.504553Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="YJSTQIkg")
[2024-05-28T07:54:37.504874Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo V6pXW-\$?-", cmd="backend_type_string", json_cmd_token="lYBjTvzj")
[2024-05-28T07:54:37.505052Z] [debug] [pid:107057] tests/containers/third_party_images.pm:44 called testapi::script_run
[2024-05-28T07:54:37.505180Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=205, regexp="echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt; echo V6pXW-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:37.505494Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="MdLfgtVd", buffer_size=205, pattern=[
    "echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt; echo V6pXW-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt; echo V6pXW-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:37.505571Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170762999914587 seconds: echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt; echo V6pXW-$?-[0m
[32m[2024-05-28T07:54:37.505795Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'Container base image tests:' > /var/tmp/podman-3rd_party_images_log.txt; echo V6pXW-$?-: ok[0m
[2024-05-28T07:54:37.506017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UPfzsPXn", cmd="backend_type_string")
[2024-05-28T07:54:37.506197Z] [debug] [pid:107057] tests/containers/third_party_images.pm:44 called testapi::script_run
[2024-05-28T07:54:37.506376Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/V6pXW-\d+-/u)
[2024-05-28T07:54:37.506673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:V6pXW-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="kHMZQIkC", buffer_size=undef, pattern="(?^u:V6pXW-\\d+-)")
[33m[2024-05-28T07:54:37.506755Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162201999046374 seconds: V6pXW-0-[0m
[32m[2024-05-28T07:54:37.506990Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:V6pXW-\d+-): ok[0m
[2024-05-28T07:54:37.507146Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.507254Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.507566Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YnOTXHIJ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:37.507627Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000147651999213849 seconds: # [0m
[32m[2024-05-28T07:54:37.507847Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.507927Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.507977Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:54:37.508220Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="AuzBqVcA")
[2024-05-28T07:54:37.508408Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.508540Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:54:37.508983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="OZbttYLt", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.509092Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238814000113052 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:54:37.509338Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:54:37.509431Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.509562Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> ")
[2024-05-28T07:54:37.510006Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="iJDvfEXx", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:54:37.510093Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000199893000171869 seconds: > [0m
[32m[2024-05-28T07:54:37.510385Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:37.510668Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rcXqAyth", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:54:37.510895Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.511065Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.511432Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TQKFIAks", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ], regexp="> EOT_n1~0x", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.511521Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199612999495002 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:54:37.511758Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:54:37.511849Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.511953Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="n1~0x-0-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:54:37.512323Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="n1~0x-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BJpAdAbb", buffer_size=undef, pattern="n1~0x-0-")
[33m[2024-05-28T07:54:37.512503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000286484999378445 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:54:37.512755Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:54:37.512850Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.512954Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.513332Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WFKTcKuD", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:37.513417Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193923000551877 seconds: # [0m
[32m[2024-05-28T07:54:37.513650Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.513919Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="hXxxHWcj", cmd="backend_type_string")
[2024-05-28T07:54:37.514147Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.514274Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.514637Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="FOYNEGZA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[33m[2024-05-28T07:54:37.514731Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204713000130141 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:54:37.514979Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:54:37.515072Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:54:37.515179Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1)
[2024-05-28T07:54:37.515544Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, json_cmd_token="EYmIfaqy", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.518328Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00287635899985617 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:54:37.518638Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966d0966e8)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(third_party_images=HASH(0x55966bf006d0), "docker") called at opensuse/tests/containers/third_party_images.pm line 45
	third_party_images::run(third_party_images=HASH(0x55966bf006d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(third_party_images=HASH(0x55966bf006d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966d0966e8)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(third_party_images=HASH(0x55966bf006d0), "docker") called at opensuse/tests/containers/third_party_images.pm line 45
	third_party_images::run(third_party_images=HASH(0x55966bf006d0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(third_party_images=HASH(0x55966bf006d0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:54:37.519513Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:54:37.519611Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:54:37.519704Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:54:37.519804Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.520111Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZvzwbEbi", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:37.520185Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165663001098437 seconds: # [0m
[32m[2024-05-28T07:54:37.520422Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.520663Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="TmwlUeTK", cmd="backend_type_string")
[2024-05-28T07:54:37.520995Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3Bn3R-\$?-", json_cmd_token="gBwBAGdt")
[2024-05-28T07:54:37.521176Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:54:37.521292Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, buffer_size=140)
[2024-05-28T07:54:37.521604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="DsrXQCHM", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.521675Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157581998792011 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:54:37.521906Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:54:37.522138Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="NMcSxcdv")
[2024-05-28T07:54:37.522321Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:54:37.522436Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:54:37.522747Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="yQntGpmk", buffer_size=undef, pattern="(?^u:3Bn3R-\\d+-)", regexp="(?^u:3Bn3R-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:54:37.523307Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000645701000394183 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:54:37.523542Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:54:37.523648Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:54:37.523730Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:37.523820Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:54:37.523917Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:54:37.524237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ZsixrAMJ", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.524310Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158532000568812 seconds: # [0m
[32m[2024-05-28T07:54:37.524546Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.524782Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="vWjMnUxt", cmd="backend_type_string")
[2024-05-28T07:54:37.525102Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo p9uJo-\$?-", json_cmd_token="gzzDIjCm")
[2024-05-28T07:54:37.525277Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:54:37.525391Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=173, timeout=90)
[2024-05-28T07:54:37.525695Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mcmjraSA", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:37.525768Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159152999913204 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:54:37.525990Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:54:37.526223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ljbBWNBt")
[2024-05-28T07:54:37.526409Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:54:37.526521Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.526818Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="YzYPOHxO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T07:54:37.527595Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000845474000016111 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:54:37.527831Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:54:37.527934Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:54:37.528025Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:37.528117Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:54:37.528222Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.528538Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ajDxeOxO", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.528610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159843000801629 seconds: # [0m
[32m[2024-05-28T07:54:37.528837Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.529078Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="VYaPpNBv")
[2024-05-28T07:54:37.529394Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo cQEK7-\$?-", json_cmd_token="vrzhfahW")
[2024-05-28T07:54:37.529566Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:54:37.529684Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=223, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-")
[2024-05-28T07:54:37.529998Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TqfAfIfP", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.530072Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166322999575641 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:54:37.530298Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:54:37.530531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QyCipMNu")
[2024-05-28T07:54:37.530712Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:54:37.530825Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/cQEK7-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.531124Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="QfuIqOAK", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.531202Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159682000230532 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:54:37.531466Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:54:37.531591Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.531675Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:37.531767Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.531865Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.532172Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="HuKsOWDO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.532231Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144662000820972 seconds: # [0m
[32m[2024-05-28T07:54:37.532465Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.532707Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager enable docker", json_cmd_token="SVplIviP", cmd="backend_type_string")
[2024-05-28T07:54:37.533022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 9wqGK-\$?-", json_cmd_token="fmRwmeBY", cmd="backend_type_string")
[2024-05-28T07:54:37.533196Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.533310Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=162)
[2024-05-28T07:54:37.533617Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="kRRFNIse")
[33m[2024-05-28T07:54:37.533691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016287300059048 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:54:37.533916Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:54:37.534153Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YoELERxk")
[2024-05-28T07:54:37.534340Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.534454Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/9wqGK-\d+-/u)
[2024-05-28T07:54:37.534759Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="zqHyGITc", no_regex=0, record_output=undef, regexp="(?^u:9wqGK-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.853708Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.318950983000832 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:54:37.854447Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:54:37.854714Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.854899Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:37.855104Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.855307Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.856160Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XcILzRSd", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.856317Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000375055999029428 seconds: # [0m
[32m[2024-05-28T07:54:37.856951Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.857564Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager is-enabled docker", json_cmd_token="GptRHJCz")
[2024-05-28T07:54:37.858449Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", json_cmd_token="SztDKzEq", cmd="backend_type_string")
[2024-05-28T07:54:37.858967Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.859235Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=166)
[2024-05-28T07:54:37.859876Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="gyrFbalF", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.860015Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280165000731358 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:54:37.860448Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:54:37.860687Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IfwXIvXq", cmd="backend_type_string")
[2024-05-28T07:54:37.860881Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.861004Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/gSlMc-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:54:37.861302Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:gSlMc-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CRhJhnBq", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)")
[33m[2024-05-28T07:54:37.866786Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00555086399981519 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:54:37.867052Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:54:37.867173Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.867263Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", timeout=180, quiet=undef, fail_message="")
[2024-05-28T07:54:37.867360Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.867462Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:54:37.867773Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nCXIaPRv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.867845Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162582999109873 seconds: # [0m
[32m[2024-05-28T07:54:37.868087Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.868335Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager start docker", json_cmd_token="xkpiOTOx")
[2024-05-28T07:54:37.868691Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", json_cmd_token="nxpEGecz", cmd="backend_type_string")
[2024-05-28T07:54:37.868891Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.869046Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-")
[2024-05-28T07:54:37.869380Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="bdssXUBX", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.869454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163953000082984 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:54:37.869715Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:54:37.869962Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BHFBFDZA", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:37.870179Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.870321Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/Ukt~P-\d+-/u)
[2024-05-28T07:54:37.870634Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Ukt~P-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=180, quiet=undef, expect_not_found=0, json_cmd_token="ngAFJiLl", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)")
[33m[2024-05-28T07:54:37.880634Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0100346720009838 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:54:37.881092Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:54:37.881341Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.881525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:37.881710Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.881883Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.882410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ZUsNlQrZ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.882555Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000277664999885019 seconds: # [0m
[32m[2024-05-28T07:54:37.883105Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.883541Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", cmd="backend_type_string", json_cmd_token="AsUnkxNu")
[2024-05-28T07:54:37.884105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WpVPIeht", text="; echo 0ysj5-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:37.884427Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.884566Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-")
[2024-05-28T07:54:37.884950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="GmlYmBrd")
[33m[2024-05-28T07:54:37.885044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210102998607908 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:54:37.885317Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:54:37.885602Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WcWQzgUb")
[2024-05-28T07:54:37.885832Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.885971Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/0ysj5-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.886340Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:0ysj5-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="QZuzqQyZ", buffer_size=undef, pattern="(?^u:0ysj5-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.893192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00692901900038123 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:54:37.893498Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:54:37.893616Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.893701Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", fail_message="", quiet=undef, timeout=120)
[2024-05-28T07:54:37.893796Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.893895Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.894236Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="jxIIxWdt", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.894312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166443000125582 seconds: # [0m
[32m[2024-05-28T07:54:37.894548Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.894801Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zvMGDpIm", text="systemctl --no-pager status docker", cmd="backend_type_string")
[2024-05-28T07:54:37.895131Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0aWkO-\$?-", json_cmd_token="FbKOEBEa", cmd="backend_type_string")
[2024-05-28T07:54:37.895315Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.895427Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T07:54:37.895741Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="mSYLhRqv", buffer_size=162, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ])
[33m[2024-05-28T07:54:37.895816Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165383000421571 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:54:37.896065Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:54:37.896316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="syabSEXj")
[2024-05-28T07:54:37.896512Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.896641Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/0aWkO-\d+-/u, buffer_size=undef, timeout=120)
[2024-05-28T07:54:37.897164Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=120, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0aWkO-\\d+-)", pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="LGphjWQK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.906210Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 50 loops & 0.00916622700060543 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:54:37.906587Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:54:37.906836Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.906945Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.907352Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tuPtjPUT", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.907451Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217073999010609 seconds: # [0m
[32m[2024-05-28T07:54:37.907691Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.907777Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.907829Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:54:37.908112Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="FFjwpOJJ", cmd="backend_type_string")
[2024-05-28T07:54:37.908314Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.908428Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.908794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="aCUVfelm", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.908887Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206943001103355 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:54:37.909122Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:54:37.909215Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.909317Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.909664Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="kaxqKfmw", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:54:37.909735Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177072999576922 seconds: > [0m
[32m[2024-05-28T07:54:37.909964Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:37.910223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mJHTsUNx", text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string")
[2024-05-28T07:54:37.910406Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.910521Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_XA0Gw", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.910861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="RwZzHXho", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], regexp="> EOT_XA0Gw", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:37.910945Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189544000022579 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:54:37.911171Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:54:37.911261Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.911365Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="XA0Gw-0-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.911700Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="XA0Gw-0-", pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="EhtAUIOP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.911868Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264614000116126 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:54:37.912110Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:54:37.912209Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.912311Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.912673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="SLucBBPa", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:37.912760Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019425400023465 seconds: # [0m
[32m[2024-05-28T07:54:37.912987Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.913251Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="imaDqLqS", text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:54:37.913437Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.913556Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:37.913879Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="kwOVcVYL", buffer_size=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ])
[33m[2024-05-28T07:54:37.913953Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165723000463913 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:54:37.914182Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:54:37.914278Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:54:37.914386Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.914688Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="ZHwyKxme", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.958236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 96 loops & 0.0435985659987637 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:54:37.958633Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:54:37.958874Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:54:37.959049Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 26\n  Goroutines: 53\n  System Time: 2024-05-28T03:54:22.765330996-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:54:37.959304Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.959505Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.960278Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yFcExiGD", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.960398Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000455768000392709 seconds: # [0m
[32m[2024-05-28T07:54:37.960693Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.960795Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.960855Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:54:37.961144Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", json_cmd_token="VDFZoySX")
[2024-05-28T07:54:37.961359Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.961498Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[2024-05-28T07:54:37.961817Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", record_output=undef, no_regex=1, json_cmd_token="fuonmQVO", buffer_size=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.961891Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168463000591146 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:54:37.962141Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:54:37.962252Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.962382Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.962687Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="EkDYCaHP", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:37.962746Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00014607299999625 seconds: > [0m
[32m[2024-05-28T07:54:37.962994Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:37.963316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string", json_cmd_token="rFTIkmZg")
[2024-05-28T07:54:37.963530Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.963665Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_Y2gW_", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:37.964118Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_Y2gW_", pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="taUMvWpG", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.964209Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229064000450308 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:54:37.964482Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:54:37.964576Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.964682Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp="Y2gW_-0-")
[2024-05-28T07:54:37.964991Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="Y2gW_-0-", buffer_size=undef, json_cmd_token="FqMXRpSr", record_output=undef, no_regex=0, regexp="Y2gW_-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.965370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00043261800055916 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:54:37.965708Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:54:37.965817Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.965933Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:54:37.966275Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="kNYOabdR", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:37.966354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172112999280216 seconds: # [0m
[32m[2024-05-28T07:54:37.966591Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.966837Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YeCMaTRy", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:54:37.967030Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.967152Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:37.967469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="uaGoSrix", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-")
[33m[2024-05-28T07:54:37.967548Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169773000379791 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:54:37.967778Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:54:37.967873Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:54:37.967980Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-")
[2024-05-28T07:54:37.968306Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="xoYuPHLa", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:37.970539Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00229911899987201 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:54:37.970840Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:54:37.970952Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:54:37.971031Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:54:37.971191Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.971276Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:37.971372Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.971471Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:37.971814Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IhzsDTQv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:37.971891Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164283001140575 seconds: # [0m
[32m[2024-05-28T07:54:37.972144Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:37.972403Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager restart docker", cmd="backend_type_string", json_cmd_token="zPvtVenk")
[2024-05-28T07:54:37.972760Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo yoQuJ-\$?-", cmd="backend_type_string", json_cmd_token="hBweGaeY")
[2024-05-28T07:54:37.972955Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.973067Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-")
[2024-05-28T07:54:37.973389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="WbzXKsrj")
[33m[2024-05-28T07:54:37.973467Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167142999998759 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:54:37.973696Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:54:37.973926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="sGZNmjCj")
[2024-05-28T07:54:37.974113Z] [debug] [pid:107057] tests/containers/third_party_images.pm:45 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:54:37.974227Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/yoQuJ-\d+-/u)
[2024-05-28T07:54:37.974524Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="eSCLlNUv", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)", regexp="(?^u:yoQuJ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:40.609660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.63508259199989 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:54:40.610599Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T07:54:40.611033Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.611281Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:40.612164Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="SmiQaOFn", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:40.612337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000427286999183707 seconds: # [0m
[32m[2024-05-28T07:54:40.612856Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:40.613028Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.613139Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptE8Cxs.sh :\n \"cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-\$?-\" \n")
[2024-05-28T07:54:40.613797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-\$?-\n", json_cmd_token="dbHKAYHa", cmd="backend_type_string")
[2024-05-28T07:54:40.614237Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.614491Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:40.615321Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ljLIFxRW", buffer_size=undef, pattern=[
    "cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-\$?-"
  ], regexp="cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:40.615514Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000436127998909797 seconds: cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-$?-[0m
[32m[2024-05-28T07:54:40.616059Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptE8Cxs.sh << 'EOT_E8Cxs'; echo E8Cxs-$?-: ok[0m
[2024-05-28T07:54:40.616286Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.616521Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:40.617213Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="goZYSXWB", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:40.617351Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000336675000653486 seconds: > [0m
[32m[2024-05-28T07:54:40.617960Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:40.618489Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="lscpu | grep -i flags\nEOT_E8Cxs\n", json_cmd_token="rQoWBiKv", cmd="backend_type_string")
[2024-05-28T07:54:40.618695Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.618815Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_E8Cxs", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:54:40.619141Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_E8Cxs"
  ], buffer_size=undef, json_cmd_token="OcTftAGI", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_E8Cxs")
[33m[2024-05-28T07:54:40.619218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167902999237413 seconds: > EOT_E8Cxs[0m
[32m[2024-05-28T07:54:40.619453Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_E8Cxs: ok[0m
[2024-05-28T07:54:40.619542Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.619647Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp="E8Cxs-0-")
[2024-05-28T07:54:40.619962Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="E8Cxs-0-", record_output=undef, no_regex=0, json_cmd_token="OzalaGLt", buffer_size=undef, pattern="E8Cxs-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:40.620336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000454328001069371 seconds: E8Cxs-0-[0m
[32m[2024-05-28T07:54:40.620581Z] [debug] [pid:107057] >>> testapi::wait_serial: E8Cxs-0-: ok[0m
[2024-05-28T07:54:40.620676Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.620783Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:40.621125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rBoXCVqL", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:40.621199Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169862998518511 seconds: # [0m
[32m[2024-05-28T07:54:40.621435Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:40.621685Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-\$?-\n", cmd="backend_type_string", json_cmd_token="IUZnqfBi")
[2024-05-28T07:54:40.621878Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.621994Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:40.622314Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="svUsMSPK", buffer_size=undef, pattern=[
    "echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-\$?-"
  ], regexp="echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:40.622403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017967300118471 seconds: echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-$?-[0m
[32m[2024-05-28T07:54:40.622662Z] [debug] [pid:107057] >>> testapi::wait_serial: echo E8Cxs; bash -oe pipefail /tmp/scriptE8Cxs.sh ; echo SCRIPT_FINISHEDE8Cxs-$?-: ok[0m
[2024-05-28T07:54:40.622752Z] [debug] [pid:107057] tests/containers/third_party_images.pm:46 called containers::urls::get_3rd_party_images -> lib/containers/urls.pm:177 called Utils::Architectures::is_x86_64_v2 -> lib/Utils/Architectures.pm:105 called testapi::script_output
[2024-05-28T07:54:40.622860Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDE8Cxs-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:40.623171Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="JDXZnEOl", buffer_size=undef, pattern="SCRIPT_FINISHEDE8Cxs-\\d+-", regexp="SCRIPT_FINISHEDE8Cxs-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:40.628952Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00585547999980918 seconds: SCRIPT_FINISHEDE8Cxs-0-[0m
[32m[2024-05-28T07:54:40.629247Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDE8Cxs-\d+-: ok[0m
[2024-05-28T07:54:40.629445Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:40.629521Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.opensuse.org/opensuse/leap with docker", result="ok")
[2024-05-28T07:54:40.629697Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:40.629793Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:40.629892Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:40.629995Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:40.630336Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PMmTbKtH")
[33m[2024-05-28T07:54:40.630411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162002001161454 seconds: # [0m
[32m[2024-05-28T07:54:40.630646Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:40.630900Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'", json_cmd_token="IpEdvPPl")
[2024-05-28T07:54:40.631241Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OsO82-\$?-", cmd="backend_type_string", json_cmd_token="OHbRAbqA")
[2024-05-28T07:54:40.631437Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:40.631551Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'; echo OsO82-\$?-", timeout=90, buffer_size=254)
[2024-05-28T07:54:40.631882Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'; echo OsO82-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'; echo OsO82-\$?-"
  ], buffer_size=254, json_cmd_token="pcsKzOfB")
[33m[2024-05-28T07:54:40.631969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000181493000127375 seconds: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'; echo OsO82-$?-[0m
[32m[2024-05-28T07:54:40.632223Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/leap | grep 'registry.opensuse.org/opensuse/leap'; echo OsO82-$?-: ok[0m
[2024-05-28T07:54:40.632481Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SNfdpDMD")
[2024-05-28T07:54:40.632680Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:40.632793Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/OsO82-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:54:40.633104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:OsO82-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="IQqZhOEd", buffer_size=undef, pattern="(?^u:OsO82-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:40.645144Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0121117069993488 seconds: OsO82-1-[0m
[32m[2024-05-28T07:54:40.645412Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OsO82-\d+-): ok[0m
[2024-05-28T07:54:40.645650Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:40.645833Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.opensuse.org/opensuse/leap", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:54:40.646027Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:40.646238Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:40.646859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EMvdCsFb", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:40.647006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000326785000652308 seconds: # [0m
[32m[2024-05-28T07:54:40.647468Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:40.647939Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.opensuse.org/opensuse/leap", json_cmd_token="LmPcyJPy")
[2024-05-28T07:54:40.648592Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ELfsF-\$?-", cmd="backend_type_string", json_cmd_token="NdVMADKS")
[2024-05-28T07:54:40.648986Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:40.649222Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  420 docker pull registry.opensuse.org/opensuse/leap; echo ELfsF-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=188, timeout=90)
[2024-05-28T07:54:40.649889Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  420 docker pull registry.opensuse.org/opensuse/leap; echo ELfsF-\$?-", record_output=undef, no_regex=1, json_cmd_token="XmBBFoFs", buffer_size=188, pattern=[
    "timeout  420 docker pull registry.opensuse.org/opensuse/leap; echo ELfsF-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:40.650057Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000362705999577884 seconds: timeout  420 docker pull registry.opensuse.org/opensuse/leap; echo ELfsF-$?-[0m
[32m[2024-05-28T07:54:40.650536Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.opensuse.org/opensuse/leap; echo ELfsF-$?-: ok[0m
[2024-05-28T07:54:40.650971Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ugyNjoLz")
[2024-05-28T07:54:40.651329Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:40.651551Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/ELfsF-\d+-/u)
[2024-05-28T07:54:40.652131Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ELfsF-\\d+-)", buffer_size=undef, json_cmd_token="PKVvbrta", expect_not_found=0, quiet=undef, timeout=423, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:ELfsF-\\d+-)")
[33m[2024-05-28T07:54:42.867266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 129 loops & 2.21524404399861 seconds: ELfsF-0-[0m
[32m[2024-05-28T07:54:42.868154Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ELfsF-\d+-): ok[0m
[2024-05-28T07:54:42.868442Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.868574Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:42.869241Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="wuhfknQb", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:42.869353Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283355000647134 seconds: # [0m
[32m[2024-05-28T07:54:42.870004Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:42.870169Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.870241Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:42.870711Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="BestkPYH", cmd="backend_type_string")
[2024-05-28T07:54:42.871085Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.871253Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:54:42.871809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="VQhChvks", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:42.871917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247713998760446 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:42.872334Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:42.872481Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.872621Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:54:42.873165Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="LHMFeTPr", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:54:42.873253Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000226103999011684 seconds: > [0m
[32m[2024-05-28T07:54:42.873649Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:42.874100Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="QhJgfGWV")
[2024-05-28T07:54:42.874448Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.874607Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_hZgU~")
[2024-05-28T07:54:42.875078Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="EtMskUvX", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:42.875197Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245504001213703 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:42.875534Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:42.875669Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.875811Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp="hZgU~-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:54:42.876276Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="hZgU~-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="WCwHxaCx")
[33m[2024-05-28T07:54:42.876456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293715000225347 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:42.876745Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:42.876879Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.877020Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:42.877403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FXrwLand", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:42.877491Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187984000149299 seconds: # [0m
[32m[2024-05-28T07:54:42.877727Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:42.877984Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="yQgUhTyC", cmd="backend_type_string")
[2024-05-28T07:54:42.878179Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.878295Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:54:42.878621Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="sqUmwoVv", no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:42.878699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170092998814653 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:42.878928Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:42.879032Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:42.879138Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, expect_not_found=0, quiet=undef, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:54:42.879449Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, record_output=1, json_cmd_token="xeMmMOof", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:42.891016Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0116374890003499 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:42.891307Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:42.891461Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:42.891571Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="007974651d34", result="ok")
[2024-05-28T07:54:42.891787Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.891900Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/leap\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:54:42.892035Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.892163Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:42.892511Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ARwvMzFk", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:42.892588Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172232999830157 seconds: # [0m
[32m[2024-05-28T07:54:42.892844Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:42.893106Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/leap\"'", json_cmd_token="HRkCmJld")
[2024-05-28T07:54:42.893454Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vShWYcbV", text="; echo OSbVE-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:42.893660Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.893808Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=293, regexp="docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/leap\"'; echo OSbVE-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:54:42.894151Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/leap\"'; echo OSbVE-\$?-"
  ], buffer_size=293, json_cmd_token="WvyQxcIH", no_regex=1, record_output=undef, regexp="docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/leap\"'; echo OSbVE-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:42.894239Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000182163001227309 seconds: docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/leap"'; echo OSbVE-$?-[0m
[32m[2024-05-28T07:54:42.894504Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.opensuse.org/opensuse/leap /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/leap"'; echo OSbVE-$?-: ok[0m
[2024-05-28T07:54:42.894767Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zktlzGIT", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:42.894982Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.895126Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OSbVE-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:54:42.895455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:OSbVE-\\d+-)", pattern="(?^u:OSbVE-\\d+-)", buffer_size=undef, json_cmd_token="AGIMhjmv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:42.977150Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0817291679995833 seconds: OSbVE-0-[0m
[32m[2024-05-28T07:54:42.977721Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OSbVE-\d+-): ok[0m
[2024-05-28T07:54:42.977914Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.978027Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:42.978156Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.978279Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:42.978779Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GkoOXqpT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:42.978874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214993999179569 seconds: # [0m
[32m[2024-05-28T07:54:42.979257Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:42.979617Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NgumFrWL", text="docker container start testing", cmd="backend_type_string")
[2024-05-28T07:54:42.980175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="nPgrYIeP", cmd="backend_type_string")
[2024-05-28T07:54:42.980485Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.980641Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=158, timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:42.981051Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kjsNguug", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:42.981130Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173962998815114 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:54:42.981472Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:54:42.981800Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FqenwQHO", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:42.982076Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:42.982220Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/tKbhY-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:54:42.982568Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JNqKxkmj", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:54:43.522998Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.54042636900158 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:54:43.523689Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:54:43.523875Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:54:43.523982Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:54:43.524202Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.524314Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:43.524445Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.524570Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:43.525208Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HMBspufG")
[33m[2024-05-28T07:54:43.525422Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270245000137947 seconds: # [0m
[32m[2024-05-28T07:54:43.525807Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:43.526250Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker wait testing", json_cmd_token="KBEkIBZI")
[2024-05-28T07:54:43.526931Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="unGDtgKg")
[2024-05-28T07:54:43.527281Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.527442Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:54:43.527983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BpGyxEbL", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:43.528110Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026150499979849 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:54:43.528503Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:54:43.528960Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="NfBGBtOV", cmd="backend_type_string")
[2024-05-28T07:54:43.529262Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.529422Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/OCuz7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:54:43.529821Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:OCuz7-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="DbPldDSd", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:43.996599Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.466825240999242 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:54:43.997207Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:54:43.997389Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:54:43.997494Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:54:43.997699Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.997807Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:43.997934Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:43.998059Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:43.998645Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="exCMxJaT", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:43.998752Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255294000453432 seconds: # [0m
[32m[2024-05-28T07:54:43.999109Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:43.999535Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="ZBXGwujV")
[2024-05-28T07:54:44.000107Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="cTVyGBoa", cmd="backend_type_string")
[2024-05-28T07:54:44.000409Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.000556Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[2024-05-28T07:54:44.001093Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="MvCrcPQg", no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:44.001206Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243284001044231 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:54:44.001561Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:54:44.001981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DWkNrxAA", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:44.002286Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.002429Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/LKnws-\d+-/u)
[2024-05-28T07:54:44.002902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="zLJmVxFk", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:54:44.015909Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0131088839989388 seconds: LKnws-0-[0m
[32m[2024-05-28T07:54:44.016292Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:54:44.016436Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.016539Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:44.016655Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.016777Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:44.017289Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="TMLHZxCB", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:44.017396Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231543999689166 seconds: # [0m
[32m[2024-05-28T07:54:44.017752Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.018158Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="THLUjJyL", text="docker rm -f testing", cmd="backend_type_string")
[2024-05-28T07:54:44.018656Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZAPaJyEF", text="; echo jxDgA-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:44.018882Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.019023Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker rm -f testing; echo jxDgA-\$?-", buffer_size=148, timeout=90)
[2024-05-28T07:54:44.019415Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-", pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="odWXJaFq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:44.019511Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211344000490499 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:54:44.019784Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:54:44.020070Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="eztCgWaT", cmd="backend_type_string")
[2024-05-28T07:54:44.020302Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:44.020440Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/jxDgA-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:44.020800Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="aKeauEmQ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:54:44.038987Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0182615619996795 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:54:44.039375Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:54:44.039501Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:44.039611Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:44.039716Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:44.039835Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:44.040358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="GPlNsbyM", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:44.040467Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235753999731969 seconds: # [0m
[32m[2024-05-28T07:54:44.040815Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.041225Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FxVOxoGx", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:54:44.041712Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="kivFIiJi")
[2024-05-28T07:54:44.041932Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:44.042076Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", buffer_size=175, timeout=90)
[2024-05-28T07:54:44.042474Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="FSYmmSZH", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:44.042572Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220694000745425 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:54:44.042842Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:54:44.043118Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="upghIGoj")
[2024-05-28T07:54:44.043326Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:44.043465Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/oWo0H-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:44.043826Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="WZcrOIQW", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:54:44.046056Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00232635900101741 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:54:44.046329Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:54:44.046448Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:44.046561Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.opensuse.org/opensuse/leap\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:44.046671Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:44.046800Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:44.047179Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sMTsKstl", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:44.047266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196803001017543 seconds: # [0m
[32m[2024-05-28T07:54:44.047539Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.047821Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"Heartbeat from registry.opensuse.org/opensuse/leap\" '/var/tmp/container_logs.txt'", json_cmd_token="WgEFvMHy")
[2024-05-28T07:54:44.048212Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DjFYNGrY", text="; echo P9~aR-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:44.048415Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:44.048549Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/leap\" '/var/tmp/container_logs.txt'; echo P9~aR-\$?-", buffer_size=215, timeout=90)
[2024-05-28T07:54:44.048908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/leap\" '/var/tmp/container_logs.txt'; echo P9~aR-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "grep \"Heartbeat from registry.opensuse.org/opensuse/leap\" '/var/tmp/container_logs.txt'; echo P9~aR-\$?-"
  ], buffer_size=215, json_cmd_token="AVzrqeZP")
[33m[2024-05-28T07:54:44.049002Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020760400002473 seconds: grep "Heartbeat from registry.opensuse.org/opensuse/leap" '/var/tmp/container_logs.txt'; echo P9~aR-$?-[0m
[32m[2024-05-28T07:54:44.049236Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.opensuse.org/opensuse/leap" '/var/tmp/container_logs.txt'; echo P9~aR-$?-: ok[0m
[2024-05-28T07:54:44.049489Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="eJyOERjo", cmd="backend_type_string")
[2024-05-28T07:54:44.049673Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:44.049785Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/P9~aR-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:54:44.050125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YkjzOPCy", buffer_size=undef, pattern="(?^u:P9~aR-\\d+-)", regexp="(?^u:P9~aR-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:54:44.051049Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00102092800079845 seconds: P9~aR-0-[0m
[32m[2024-05-28T07:54:44.051282Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:P9~aR-\d+-): ok[0m
[2024-05-28T07:54:44.051383Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:44.051464Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:44.051550Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:44.051667Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:54:44.052124Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wqZfULiw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:44.052212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200664000658435 seconds: # [0m
[32m[2024-05-28T07:54:44.052483Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.052749Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MmguSYtL", text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:54:44.053095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="NahlKIhp")
[2024-05-28T07:54:44.053273Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:44.053388Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-")
[2024-05-28T07:54:44.053743Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="BxTRQXSv")
[33m[2024-05-28T07:54:44.053828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195262999113766 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:54:44.054069Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:54:44.054323Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YUtOccPw")
[2024-05-28T07:54:44.054510Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:44.054624Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:54:44.054961Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="gItpbiNS")
[33m[2024-05-28T07:54:44.055590Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000722112999937963 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:54:44.055822Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:54:44.055921Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:44.056028Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:44.056115Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:44.056212Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:44.056561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QfJNZMkn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:44.056634Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176702998942346 seconds: # [0m
[32m[2024-05-28T07:54:44.056862Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.057104Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QywjCkzp", text="echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:54:44.057427Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ghx_3-\$?-", json_cmd_token="zkosphHV", cmd="backend_type_string")
[2024-05-28T07:54:44.057595Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:44.057711Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=234, regexp="echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Ghx_3-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:44.058026Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="QtgvTMxc", buffer_size=234, pattern=[
    "echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Ghx_3-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Ghx_3-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:44.058106Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000169922999702976 seconds: echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Ghx_3-$?-[0m
[32m[2024-05-28T07:54:44.058339Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.opensuse.org/opensuse/leap:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Ghx_3-$?-: ok[0m
[2024-05-28T07:54:44.058570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RjAXtspe", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:44.058748Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:44.058865Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/Ghx_3-\d+-/u)
[2024-05-28T07:54:44.059182Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:Ghx_3-\\d+-)", pattern="(?^u:Ghx_3-\\d+-)", buffer_size=undef, json_cmd_token="uILYORkK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:44.059262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156452000737772 seconds: Ghx_3-0-[0m
[32m[2024-05-28T07:54:44.059489Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ghx_3-\d+-): ok[0m
[2024-05-28T07:54:44.059580Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:44.059653Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.opensuse.org/opensuse/tumbleweed with docker", result="ok")
[2024-05-28T07:54:44.059821Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:44.059926Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:44.060029Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:44.060131Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:44.060443Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vmXYyBOg", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:44.060501Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142581999170943 seconds: # [0m
[32m[2024-05-28T07:54:44.060806Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.061128Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="LiFIPKGV")
[2024-05-28T07:54:44.061547Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo C0B1~-\$?-", json_cmd_token="fzKgRqQu")
[2024-05-28T07:54:44.061790Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:44.061914Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=266, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-")
[2024-05-28T07:54:44.062324Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-"
  ], buffer_size=266, json_cmd_token="zyZRcssu", record_output=undef, no_regex=1, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:44.062416Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000194413001736393 seconds: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-$?-[0m
[32m[2024-05-28T07:54:44.062715Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo C0B1~-$?-: ok[0m
[2024-05-28T07:54:44.063024Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PpSPPgLq", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:44.063226Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:44.063340Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/C0B1~-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:54:44.063644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:C0B1~-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="CkzBAuwz", buffer_size=undef, pattern="(?^u:C0B1~-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:44.073845Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0102681250009482 seconds: C0B1~-1-[0m
[32m[2024-05-28T07:54:44.074144Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C0B1~-\d+-): ok[0m
[2024-05-28T07:54:44.074303Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:44.074415Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:54:44.074531Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:44.074655Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:44.075249Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sddgFwcZ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:44.075379Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000289544999759528 seconds: # [0m
[32m[2024-05-28T07:54:44.075773Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:44.076105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="KvTeJcDs")
[2024-05-28T07:54:44.076497Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iuShJsNT", text="; echo ZeBPn-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:44.076717Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:44.076971Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-", timeout=90, buffer_size=194)
[2024-05-28T07:54:44.077340Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-\$?-"
  ], buffer_size=194, json_cmd_token="ZkKMwZGz")
[33m[2024-05-28T07:54:44.077434Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202004001039313 seconds: timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-$?-[0m
[32m[2024-05-28T07:54:44.077702Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed; echo ZeBPn-$?-: ok[0m
[2024-05-28T07:54:44.077969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="NqurLFfi")
[2024-05-28T07:54:44.078191Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:44.078334Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/ZeBPn-\d+-/u, timeout=423, buffer_size=undef)
[2024-05-28T07:54:44.078679Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:ZeBPn-\\d+-)", buffer_size=undef, json_cmd_token="fbqeCWmk", no_regex=0, record_output=undef, regexp="(?^u:ZeBPn-\\d+-)", timeout=423, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:46.527399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 150 loops & 2.44871804499962 seconds: ZeBPn-0-[0m
[32m[2024-05-28T07:54:46.528795Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZeBPn-\d+-): ok[0m
[2024-05-28T07:54:46.529162Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.529382Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:46.530632Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="gKwZtZGf", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:46.530846Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000505399000758189 seconds: # [0m
[32m[2024-05-28T07:54:46.531473Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:46.531643Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.531739Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:46.532429Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="azKYZFQo", cmd="backend_type_string")
[2024-05-28T07:54:46.532969Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.533189Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:54:46.533997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="igZAUsUM", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:46.534153Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333125999532058 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:46.534755Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:46.534945Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.535137Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:46.535938Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="HBgUfNVb", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:54:46.536083Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000296995000098832 seconds: > [0m
[32m[2024-05-28T07:54:46.536666Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:46.537093Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="dSMEWLGw")
[2024-05-28T07:54:46.537403Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.537532Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_hZgU~")
[2024-05-28T07:54:46.538047Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="yhtftClt", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:46.538156Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236214000324253 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:46.538484Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:46.538592Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.538701Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:46.539082Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="IPkKSSvS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="hZgU~-0-")
[33m[2024-05-28T07:54:46.539185Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199652999071986 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:46.539420Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:46.539531Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.539645Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:46.540023Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="emvTddtD", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:46.540102Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000188732999959029 seconds: # [0m
[32m[2024-05-28T07:54:46.540345Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:46.540641Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="UpFxdDCp")
[2024-05-28T07:54:46.540847Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.540965Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:46.541334Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="xhmIpgnN", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:46.541427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197003999346634 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:46.541677Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:46.541782Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:46.541887Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:46.542245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="nymTHwfG", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:54:46.554446Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0122415589994489 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:46.554923Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:46.555103Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:46.555236Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n007974651d34", result="ok")
[2024-05-28T07:54:46.555534Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.555687Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:54:46.555857Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.556047Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:46.556702Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dXMxjvRR", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:46.556883Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000357315999281127 seconds: # [0m
[32m[2024-05-28T07:54:46.557317Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:46.557834Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'", json_cmd_token="IpwqmSAj", cmd="backend_type_string")
[2024-05-28T07:54:46.558516Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo _vCX5-\$?-", json_cmd_token="pKDOcJuJ", cmd="backend_type_string")
[2024-05-28T07:54:46.558854Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.559061Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=305)
[2024-05-28T07:54:46.559722Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ZzbTFDNs", buffer_size=305, pattern=[
    "docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-"
  ], regexp="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\"'; echo _vCX5-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:46.559910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000375125999198644 seconds: docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/tumbleweed"'; echo _vCX5-$?-[0m
[32m[2024-05-28T07:54:46.560357Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.opensuse.org/opensuse/tumbleweed /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.opensuse.org/opensuse/tumbleweed"'; echo _vCX5-$?-: ok[0m
[2024-05-28T07:54:46.560854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UXmWUKOg", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:46.561221Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.561434Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/_vCX5-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T07:54:46.561881Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tmfzCdTK", buffer_size=undef, pattern="(?^u:_vCX5-\\d+-)", regexp="(?^u:_vCX5-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T07:54:46.635686Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0738787930004037 seconds: _vCX5-0-[0m
[32m[2024-05-28T07:54:46.636118Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_vCX5-\d+-): ok[0m
[2024-05-28T07:54:46.636276Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.636389Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:46.636510Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.636635Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:46.637130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gxCgIbZj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:46.637219Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198853000256349 seconds: # [0m
[32m[2024-05-28T07:54:46.637607Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:46.638022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="feuUzsmS", text="docker container start testing", cmd="backend_type_string")
[2024-05-28T07:54:46.638644Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tKbhY-\$?-", json_cmd_token="oViuZGGv")
[2024-05-28T07:54:46.638981Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.639142Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=158, timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:54:46.639637Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="FABqascJ", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:46.639727Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205313001060858 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:54:46.640128Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:54:46.640518Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fVDKuppp")
[2024-05-28T07:54:46.640823Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:46.640974Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:46.641390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:tKbhY-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="JijuWDMi")
[33m[2024-05-28T07:54:47.208412Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.567084046000673 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:54:47.208857Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:54:47.209004Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:54:47.209102Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:54:47.209290Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.209394Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:47.209529Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.209653Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:54:47.210217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XDHGglxf", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.210324Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002464039989718 seconds: # [0m
[32m[2024-05-28T07:54:47.210724Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.211165Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="oFzXHVsk", cmd="backend_type_string")
[2024-05-28T07:54:47.211773Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", json_cmd_token="rLwwlcxM", cmd="backend_type_string")
[2024-05-28T07:54:47.212122Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.212291Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker wait testing; echo OCuz7-\$?-", buffer_size=147, timeout=90)
[2024-05-28T07:54:47.212836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="ppNxjYgr", record_output=undef, no_regex=1, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:47.212945Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244984999881126 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:54:47.213341Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:54:47.213784Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="imSptxqp")
[2024-05-28T07:54:47.214147Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.214306Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/OCuz7-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:47.214834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:OCuz7-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="rRYiQSQP", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)")
[33m[2024-05-28T07:54:47.631507Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.416723533999175 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:54:47.632336Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:54:47.632579Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:54:47.632752Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:54:47.633079Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.633267Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:47.633487Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.633704Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:54:47.634654Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kmFxLTQA")
[33m[2024-05-28T07:54:47.634846Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000428927000029944 seconds: # [0m
[32m[2024-05-28T07:54:47.635558Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.636369Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="hSDDqyzO")
[2024-05-28T07:54:47.637565Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="ZboWFiGn")
[2024-05-28T07:54:47.638110Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.638375Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", buffer_size=191, timeout=90)
[2024-05-28T07:54:47.639256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="xpRBufQy", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[33m[2024-05-28T07:54:47.639456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000431186999776401 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:54:47.639937Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:54:47.640355Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KYHDYmcQ", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:47.640691Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.640823Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/LKnws-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:47.641296Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="oxPbzsZB", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.653635Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.012382571998387 seconds: LKnws-0-[0m
[32m[2024-05-28T07:54:47.654199Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:54:47.654449Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.654628Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:47.654825Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.655025Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:47.655656Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GbzrXOkA", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:47.655812Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000317715001074248 seconds: # [0m
[32m[2024-05-28T07:54:47.656290Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.656768Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="UAbMsPbW")
[2024-05-28T07:54:47.657373Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", cmd="backend_type_string", json_cmd_token="ZgxgONIX")
[2024-05-28T07:54:47.657707Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.657915Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=148, timeout=90)
[2024-05-28T07:54:47.658492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="koqCStVj", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.658644Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000337125999067212 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:54:47.659028Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:54:47.659443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ybXJcxpd", cmd="backend_type_string")
[2024-05-28T07:54:47.659777Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:47.659969Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/jxDgA-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:47.660547Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="bjVfcHUK", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", regexp="(?^u:jxDgA-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.679485Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0190664860001561 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:54:47.680173Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:54:47.680413Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:47.680612Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:47.680793Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:47.680997Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:54:47.681737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SiOdYSsC", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:47.681874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000323206000757637 seconds: # [0m
[32m[2024-05-28T07:54:47.682420Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.682881Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="DYKDwcSI")
[2024-05-28T07:54:47.683531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="iytfsdws", cmd="backend_type_string")
[2024-05-28T07:54:47.683931Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:47.684210Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=175, timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:54:47.684790Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, record_output=undef, json_cmd_token="lHyqTJBw", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:47.684923Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293525001325179 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:54:47.685432Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:54:47.685864Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HDAEbJHK")
[2024-05-28T07:54:47.686293Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:47.686555Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:54:47.687122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qswMHMnK", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", regexp="(?^u:oWo0H-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:54:47.688633Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00167205899924738 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:54:47.688925Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:54:47.689035Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:47.689137Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:54:47.689229Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:47.689331Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:54:47.689689Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sFfdsEbl", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:47.689767Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180442999408115 seconds: # [0m
[32m[2024-05-28T07:54:47.690040Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.690294Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'", json_cmd_token="ACuwIoiU", cmd="backend_type_string")
[2024-05-28T07:54:47.690669Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ruQRf-\$?-", json_cmd_token="buoOOCxD", cmd="backend_type_string")
[2024-05-28T07:54:47.690894Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:47.691026Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-", timeout=90, buffer_size=221)
[2024-05-28T07:54:47.691360Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XCooOOfj", buffer_size=221, pattern=[
    "grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-"
  ], regexp="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed\" '/var/tmp/container_logs.txt'; echo ruQRf-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.691435Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166542999068042 seconds: grep "Heartbeat from registry.opensuse.org/opensuse/tumbleweed" '/var/tmp/container_logs.txt'; echo ruQRf-$?-[0m
[32m[2024-05-28T07:54:47.691711Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.opensuse.org/opensuse/tumbleweed" '/var/tmp/container_logs.txt'; echo ruQRf-$?-: ok[0m
[2024-05-28T07:54:47.691947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="JdcUMpZF", cmd="backend_type_string")
[2024-05-28T07:54:47.692147Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:47.692269Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/ruQRf-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:54:47.692574Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:ruQRf-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="ugbUEpXx", buffer_size=undef, pattern="(?^u:ruQRf-\\d+-)")
[33m[2024-05-28T07:54:47.693555Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00105827800143743 seconds: ruQRf-0-[0m
[32m[2024-05-28T07:54:47.693784Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ruQRf-\d+-): ok[0m
[2024-05-28T07:54:47.693886Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:47.693970Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:47.694065Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:47.694165Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:47.694470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ehUXqBZM", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:47.694540Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156532998516923 seconds: # [0m
[32m[2024-05-28T07:54:47.694763Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.694995Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="dfQpoGRe")
[2024-05-28T07:54:47.695317Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="fNFxtsar")
[2024-05-28T07:54:47.695489Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:47.695601Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:47.695911Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AMxdGBvf", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:47.695983Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159933000759338 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:54:47.696224Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:54:47.696457Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="rzTXiIze", cmd="backend_type_string")
[2024-05-28T07:54:47.696645Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:47.696757Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:54:47.697052Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="jChbMcyv", no_regex=0, record_output=undef, regexp="(?^u:NBm8O-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:47.697705Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000728623001123196 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:54:47.697936Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:54:47.698032Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:47.698132Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:54:47.698214Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:47.698312Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:47.698617Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LWmUCmTK", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:47.698686Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155503001224133 seconds: # [0m
[32m[2024-05-28T07:54:47.698908Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.699141Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="vYeHBvjU", cmd="backend_type_string")
[2024-05-28T07:54:47.699474Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NjowN-\$?-", cmd="backend_type_string", json_cmd_token="gjbjEqnB")
[2024-05-28T07:54:47.699640Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:47.699753Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo NjowN-\$?-", timeout=90, buffer_size=240)
[2024-05-28T07:54:47.700077Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo NjowN-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="QMEhRedK", buffer_size=240, pattern=[
    "echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo NjowN-\$?-"
  ])
[33m[2024-05-28T07:54:47.700162Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000183233001735061 seconds: echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo NjowN-$?-[0m
[32m[2024-05-28T07:54:47.700389Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.opensuse.org/opensuse/tumbleweed:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo NjowN-$?-: ok[0m
[2024-05-28T07:54:47.700619Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UITtKCtV", cmd="backend_type_string")
[2024-05-28T07:54:47.700797Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:47.700906Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/NjowN-\d+-/u)
[2024-05-28T07:54:47.701205Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:NjowN-\\d+-)", buffer_size=undef, json_cmd_token="rcGBFUsf", no_regex=0, record_output=undef, regexp="(?^u:NjowN-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:47.701293Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164843000675319 seconds: NjowN-0-[0m
[32m[2024-05-28T07:54:47.701518Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NjowN-\d+-): ok[0m
[2024-05-28T07:54:47.701608Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:47.701680Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing 3.126.238.126:5000/library/alpine with docker", result="ok")
[2024-05-28T07:54:47.701849Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:47.701944Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:47.702037Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:47.702134Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:54:47.702434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="UUeEbaHf", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:47.702491Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000141352000355255 seconds: # [0m
[32m[2024-05-28T07:54:47.702708Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.702943Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'", json_cmd_token="NRXOZriz")
[2024-05-28T07:54:47.703255Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo VwcCW-\$?-", json_cmd_token="MzcZCOvy", cmd="backend_type_string")
[2024-05-28T07:54:47.703428Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:47.703542Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'; echo VwcCW-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=250)
[2024-05-28T07:54:47.703852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'; echo VwcCW-\$?-", no_regex=1, record_output=undef, json_cmd_token="ZQBNGGgH", buffer_size=250, pattern=[
    "docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'; echo VwcCW-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:47.703943Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000180832999831182 seconds: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'; echo VwcCW-$?-[0m
[32m[2024-05-28T07:54:47.704175Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/alpine | grep '3.126.238.126:5000/library/alpine'; echo VwcCW-$?-: ok[0m
[2024-05-28T07:54:47.704412Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TlojYDnb")
[2024-05-28T07:54:47.704678Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:47.704839Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/VwcCW-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:47.705157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:VwcCW-\\d+-)", pattern="(?^u:VwcCW-\\d+-)", buffer_size=undef, json_cmd_token="KZyWTROn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:47.717979Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0128645599997981 seconds: VwcCW-1-[0m
[32m[2024-05-28T07:54:47.718510Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:VwcCW-\d+-): ok[0m
[2024-05-28T07:54:47.718781Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:47.718985Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull 3.126.238.126:5000/library/alpine", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:54:47.719193Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:47.719400Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:47.719958Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="fJZMPiHB", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:47.720096Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284275000012713 seconds: # [0m
[32m[2024-05-28T07:54:47.720536Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:47.721054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull 3.126.238.126:5000/library/alpine", json_cmd_token="jVOMOrno")
[2024-05-28T07:54:47.721629Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BGgWHIha", text="; echo ywmZb-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:47.722065Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:47.722296Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=186, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="timeout  420 docker pull 3.126.238.126:5000/library/alpine; echo ywmZb-\$?-")
[2024-05-28T07:54:47.722833Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  420 docker pull 3.126.238.126:5000/library/alpine; echo ywmZb-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="bJloQrlD", buffer_size=186, pattern=[
    "timeout  420 docker pull 3.126.238.126:5000/library/alpine; echo ywmZb-\$?-"
  ])
[33m[2024-05-28T07:54:47.722957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272575000053621 seconds: timeout  420 docker pull 3.126.238.126:5000/library/alpine; echo ywmZb-$?-[0m
[32m[2024-05-28T07:54:47.723384Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull 3.126.238.126:5000/library/alpine; echo ywmZb-$?-: ok[0m
[2024-05-28T07:54:47.723786Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="NpnCcNgW")
[2024-05-28T07:54:47.724169Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:47.724397Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, regexp=qr/ywmZb-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:54:47.724934Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:ywmZb-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=423, quiet=undef, expect_not_found=0, json_cmd_token="NLfBSyBe", buffer_size=undef, pattern="(?^u:ywmZb-\\d+-)")
[33m[2024-05-28T07:54:48.370661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 53 loops & 0.64577694000036 seconds: ywmZb-0-[0m
[32m[2024-05-28T07:54:48.371461Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ywmZb-\d+-): ok[0m
[2024-05-28T07:54:48.371764Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.371916Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:48.372539Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zFYSmKlL", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:54:48.372652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283795001450926 seconds: # [0m
[32m[2024-05-28T07:54:48.372994Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:48.373116Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.373185Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:48.373512Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="UNEySkFz")
[2024-05-28T07:54:48.373857Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.374073Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:48.374623Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="hduvxFLt")
[33m[2024-05-28T07:54:48.374725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027652499920805 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:48.375051Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:48.375188Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.375327Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:48.375706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mrDGjbjL", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:48.375777Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176993000422954 seconds: > [0m
[32m[2024-05-28T07:54:48.376111Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:48.376420Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="wIYycgGp", cmd="backend_type_string")
[2024-05-28T07:54:48.376663Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.376818Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="> EOT_hZgU~")
[2024-05-28T07:54:48.377186Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_hZgU~", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CcabMDgm", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ])
[33m[2024-05-28T07:54:48.377273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192262999917148 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:48.377553Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:48.377682Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.377816Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:48.378179Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="hZgU~-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ojfGwTyr", buffer_size=undef, pattern="hZgU~-0-")
[33m[2024-05-28T07:54:48.378273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193083000340266 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:48.378544Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:48.378674Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.378804Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:48.379132Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="JoKEYNrT", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:48.379190Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000143313000080525 seconds: # [0m
[32m[2024-05-28T07:54:48.379455Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:48.379709Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dEGHhWtf", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:54:48.379906Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.380028Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:54:48.380358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YUCrKoVn", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:48.380435Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167893000252661 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:48.380667Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:48.380770Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:48.380876Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:54:48.381187Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="qGCZptKV", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[33m[2024-05-28T07:54:48.392534Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 8 loops & 0.0114140049990965 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:48.392820Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:48.392958Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:48.393048Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34", result="ok")
[2024-05-28T07:54:48.393263Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.393380Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/alpine\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:54:48.393505Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.393626Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:54:48.393995Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="syShutoF", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:48.394079Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192973000594066 seconds: # [0m
[32m[2024-05-28T07:54:48.394344Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:48.394630Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rBNNOORF", text="docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/alpine\"'", cmd="backend_type_string")
[2024-05-28T07:54:48.395130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ufgWf-\$?-", json_cmd_token="GZiFdcPm")
[2024-05-28T07:54:48.395415Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.395615Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/alpine\"'; echo ufgWf-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=289)
[2024-05-28T07:54:48.396010Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/alpine\"'; echo ufgWf-\$?-", record_output=undef, no_regex=1, json_cmd_token="oIeqTTeD", buffer_size=289, pattern=[
    "docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/alpine\"'; echo ufgWf-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:48.396117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000229703999139019 seconds: docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/alpine"'; echo ufgWf-$?-[0m
[32m[2024-05-28T07:54:48.396396Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing 3.126.238.126:5000/library/alpine /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/alpine"'; echo ufgWf-$?-: ok[0m
[2024-05-28T07:54:48.396674Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="HNfwfnaS", cmd="backend_type_string")
[2024-05-28T07:54:48.396901Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.397040Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ufgWf-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=300)
[2024-05-28T07:54:48.397398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ufgWf-\\d+-)", buffer_size=undef, json_cmd_token="OuqkxjIr", expect_not_found=0, quiet=undef, timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:ufgWf-\\d+-)")
[33m[2024-05-28T07:54:48.449951Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0526188589992671 seconds: ufgWf-0-[0m
[32m[2024-05-28T07:54:48.450365Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ufgWf-\d+-): ok[0m
[2024-05-28T07:54:48.450516Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.450624Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:48.450741Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.450862Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:48.451347Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IrDKIsJS", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:48.451449Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236784000662738 seconds: # [0m
[32m[2024-05-28T07:54:48.451844Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:48.452352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="kLdLRTtR")
[2024-05-28T07:54:48.452916Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="MGCtwjqQ", cmd="backend_type_string")
[2024-05-28T07:54:48.453139Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.453285Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container start testing; echo tKbhY-\$?-", buffer_size=158, timeout=90)
[2024-05-28T07:54:48.453672Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-", pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="PcpaPwvd", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:48.453767Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209093999728793 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:54:48.454026Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:54:48.454298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iuKdbAIq")
[2024-05-28T07:54:48.454532Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.454690Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/tKbhY-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:54:48.455192Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="KAksvdlL", record_output=undef, no_regex=0, regexp="(?^u:tKbhY-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:48.991220Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.536097035001148 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:54:48.991900Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:54:48.992098Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:54:48.992206Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:54:48.992406Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.992510Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:48.992637Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.992761Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:48.993385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xMXqYzrw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:48.993495Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264405000052648 seconds: # [0m
[32m[2024-05-28T07:54:48.994227Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:48.994653Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="uMDqVwJe", cmd="backend_type_string")
[2024-05-28T07:54:48.995168Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", cmd="backend_type_string", json_cmd_token="SxcywGRE")
[2024-05-28T07:54:48.995462Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.995623Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=147, timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:54:48.996049Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZCVRzxHp", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:48.996162Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239274000705336 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:54:48.996518Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:54:48.996852Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZuOWYnCR")
[2024-05-28T07:54:48.997154Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:48.997314Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/OCuz7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:54:48.997746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:OCuz7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="JxYyKqZL", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)")
[33m[2024-05-28T07:54:49.410521Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.412817927001015 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:54:49.411093Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:54:49.411268Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:54:49.411372Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:54:49.411582Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.411695Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:49.411823Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.411946Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:54:49.412465Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QbrLSFbA", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:49.412569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251935000051162 seconds: # [0m
[32m[2024-05-28T07:54:49.412874Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.413193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="bLpgjXwU")
[2024-05-28T07:54:49.413635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="RUSjcVpW", cmd="backend_type_string")
[2024-05-28T07:54:49.413873Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.414014Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=191)
[2024-05-28T07:54:49.414409Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TwijEiYM", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:49.414506Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215563999518054 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:54:49.414794Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:54:49.415088Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MHoCAdPD")
[2024-05-28T07:54:49.415355Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.415504Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/LKnws-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:54:49.415890Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tGZeXNuw", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:54:49.428374Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0125803150003776 seconds: LKnws-0-[0m
[32m[2024-05-28T07:54:49.428695Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:54:49.428851Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.428952Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:49.429070Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.429191Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:49.429589Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vZeJKZOR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:49.429682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208102999749826 seconds: # [0m
[32m[2024-05-28T07:54:49.429969Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.430259Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dIPsikEs", text="docker rm -f testing", cmd="backend_type_string")
[2024-05-28T07:54:49.430680Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="kHydvwOB")
[2024-05-28T07:54:49.430913Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.431049Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker rm -f testing; echo jxDgA-\$?-")
[2024-05-28T07:54:49.431427Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="gEMHVnxt", no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:49.431529Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212324001040542 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:54:49.431856Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:54:49.432148Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="aZWchitx")
[2024-05-28T07:54:49.432399Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:49.432534Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:54:49.432913Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="uxxOvmyP", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:54:49.445489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0126672759997746 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:54:49.445795Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:54:49.445920Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:49.446031Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:49.446136Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:49.446253Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:49.446641Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rkzFLIhM", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:49.446731Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200704000235419 seconds: # [0m
[32m[2024-05-28T07:54:49.447019Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.447312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yDTwUuAY", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:54:49.447717Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zcbHazLc", text="; echo oWo0H-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:49.447934Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:49.448093Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", buffer_size=175, timeout=90)
[2024-05-28T07:54:49.448484Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="kXRRGKmE", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:49.448579Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207652999961283 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:54:49.448862Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:54:49.449145Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FDlePvov", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:49.449378Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:49.449514Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/oWo0H-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:54:49.449886Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:oWo0H-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="uasdJesU", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:54:49.451866Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00207829500141088 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:54:49.452181Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:54:49.452298Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:49.452412Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from 3.126.238.126:5000/library/alpine\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:54:49.452516Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:49.452637Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:49.453016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="jkvxlSVP", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:49.453107Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198932999410317 seconds: # [0m
[32m[2024-05-28T07:54:49.453387Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.453686Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from 3.126.238.126:5000/library/alpine\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="vZPGdOmz")
[2024-05-28T07:54:49.454240Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo _IrnD-\$?-", json_cmd_token="gtePjOMo")
[2024-05-28T07:54:49.454538Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:49.454715Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=213, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/alpine\" '/var/tmp/container_logs.txt'; echo _IrnD-\$?-")
[2024-05-28T07:54:49.455040Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="grep \"Heartbeat from 3.126.238.126:5000/library/alpine\" '/var/tmp/container_logs.txt'; echo _IrnD-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cgUeSGho", buffer_size=213, pattern=[
    "grep \"Heartbeat from 3.126.238.126:5000/library/alpine\" '/var/tmp/container_logs.txt'; echo _IrnD-\$?-"
  ])
[33m[2024-05-28T07:54:49.455118Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171162999322405 seconds: grep "Heartbeat from 3.126.238.126:5000/library/alpine" '/var/tmp/container_logs.txt'; echo _IrnD-$?-[0m
[32m[2024-05-28T07:54:49.455381Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from 3.126.238.126:5000/library/alpine" '/var/tmp/container_logs.txt'; echo _IrnD-$?-: ok[0m
[2024-05-28T07:54:49.455621Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IxZhUMBv", cmd="backend_type_string")
[2024-05-28T07:54:49.455827Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:49.455961Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/_IrnD-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:54:49.456285Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:_IrnD-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:_IrnD-\\d+-)", buffer_size=undef, json_cmd_token="VGIxneSa")
[33m[2024-05-28T07:54:49.457184Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00097904600079346 seconds: _IrnD-0-[0m
[32m[2024-05-28T07:54:49.457449Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_IrnD-\d+-): ok[0m
[2024-05-28T07:54:49.457564Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:49.457662Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:54:49.457763Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:49.457878Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:49.458197Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="OrTIuruB", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:49.458278Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169853001352749 seconds: # [0m
[32m[2024-05-28T07:54:49.458541Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.458786Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="hqCoXucm")
[2024-05-28T07:54:49.459124Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", json_cmd_token="DGFrunQN", cmd="backend_type_string")
[2024-05-28T07:54:49.459317Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:49.459451Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:49.459767Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lboIZDzK", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:49.459842Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164762999702361 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:54:49.460124Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:54:49.460374Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eNhVsVUc", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:49.460589Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:49.460716Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/NBm8O-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:54:49.461024Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="fpuRnCsD")
[33m[2024-05-28T07:54:49.461624Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000678850999975111 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:54:49.461862Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:54:49.461972Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:49.462066Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:49.462147Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:49.462244Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:54:49.462550Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="vwoljiIy", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:49.462630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165831999765942 seconds: # [0m
[32m[2024-05-28T07:54:49.462866Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.463105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="fjsJgalS")
[2024-05-28T07:54:49.463437Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo hQZG9-\$?-", json_cmd_token="XKxsbFdM")
[2024-05-28T07:54:49.463614Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:49.463728Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hQZG9-\$?-", buffer_size=232, timeout=90)
[2024-05-28T07:54:49.464056Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hQZG9-\$?-"
  ], buffer_size=232, json_cmd_token="jXLPPNUg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hQZG9-\$?-")
[33m[2024-05-28T07:54:49.464145Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000193182999282726 seconds: echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hQZG9-$?-[0m
[32m[2024-05-28T07:54:49.464386Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - 3.126.238.126:5000/library/alpine:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hQZG9-$?-: ok[0m
[2024-05-28T07:54:49.464623Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xegelBGG")
[2024-05-28T07:54:49.464812Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:49.464922Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/hQZG9-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:54:49.465226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="AWKCOzPh", buffer_size=undef, pattern="(?^u:hQZG9-\\d+-)", regexp="(?^u:hQZG9-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:54:49.465311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166572999660275 seconds: hQZG9-0-[0m
[32m[2024-05-28T07:54:49.465547Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hQZG9-\d+-): ok[0m
[2024-05-28T07:54:49.465636Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:49.465707Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing 3.126.238.126:5000/library/debian with docker", result="ok")
[2024-05-28T07:54:49.465872Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:49.465974Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:49.466070Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:49.466168Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:49.466476Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="URgOsBYx", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:49.466538Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149581999721704 seconds: # [0m
[32m[2024-05-28T07:54:49.466780Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.467017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'", cmd="backend_type_string", json_cmd_token="xbnwXtPp")
[2024-05-28T07:54:49.467345Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo sL4JU-\$?-", cmd="backend_type_string", json_cmd_token="yiutSlXu")
[2024-05-28T07:54:49.467531Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:49.467645Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'; echo sL4JU-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=250)
[2024-05-28T07:54:49.467961Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AHBIHNBI", buffer_size=250, pattern=[
    "docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'; echo sL4JU-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'; echo sL4JU-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:49.468064Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000192822999451892 seconds: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'; echo sL4JU-$?-[0m
[32m[2024-05-28T07:54:49.468307Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/debian | grep '3.126.238.126:5000/library/debian'; echo sL4JU-$?-: ok[0m
[2024-05-28T07:54:49.468545Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="qTIrCPNP")
[2024-05-28T07:54:49.468763Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:49.468873Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/sL4JU-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:54:49.469180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:sL4JU-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:sL4JU-\\d+-)", buffer_size=undef, json_cmd_token="JKXRwmGm")
[33m[2024-05-28T07:54:49.479614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105015200006164 seconds: sL4JU-1-[0m
[32m[2024-05-28T07:54:49.479912Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:sL4JU-\d+-): ok[0m
[2024-05-28T07:54:49.480076Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:49.480190Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull 3.126.238.126:5000/library/debian", die_on_timeout=1, timeout=423, output="", quiet=undef)
[2024-05-28T07:54:49.480308Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:49.480427Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:49.480771Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="HimLpbCS", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:49.480848Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169503000506666 seconds: # [0m
[32m[2024-05-28T07:54:49.481121Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:49.481381Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull 3.126.238.126:5000/library/debian", json_cmd_token="uwOaGsDN")
[2024-05-28T07:54:49.481817Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PiLvj-\$?-", json_cmd_token="rUXOHogC", cmd="backend_type_string")
[2024-05-28T07:54:49.482155Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:49.482337Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=186, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="timeout  420 docker pull 3.126.238.126:5000/library/debian; echo PiLvj-\$?-")
[2024-05-28T07:54:49.482805Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="timeout  420 docker pull 3.126.238.126:5000/library/debian; echo PiLvj-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "timeout  420 docker pull 3.126.238.126:5000/library/debian; echo PiLvj-\$?-"
  ], buffer_size=186, json_cmd_token="VQLyNdSZ")
[33m[2024-05-28T07:54:49.482896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202852999791503 seconds: timeout  420 docker pull 3.126.238.126:5000/library/debian; echo PiLvj-$?-[0m
[32m[2024-05-28T07:54:49.483180Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull 3.126.238.126:5000/library/debian; echo PiLvj-$?-: ok[0m
[2024-05-28T07:54:49.483459Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="skFtOEWz")
[2024-05-28T07:54:49.483731Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:49.483910Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, regexp=qr/PiLvj-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:54:49.484423Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TZFvsITu", buffer_size=undef, pattern="(?^u:PiLvj-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=423, regexp="(?^u:PiLvj-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:54:52.581147Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 168 loops & 3.0967618550003 seconds: PiLvj-0-[0m
[32m[2024-05-28T07:54:52.582291Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PiLvj-\d+-): ok[0m
[2024-05-28T07:54:52.582681Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.582889Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:52.583693Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zaXJxCCd")
[33m[2024-05-28T07:54:52.583832Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000346095999702811 seconds: # [0m
[32m[2024-05-28T07:54:52.584264Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:52.584422Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.584525Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:52.584972Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="qdRSaFEG")
[2024-05-28T07:54:52.585301Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.585496Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:52.586038Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="fxJFZZeh", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:52.586169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000290234998828964 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:52.586554Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:52.586727Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.586906Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:52.587418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AQHEpSOq")
[33m[2024-05-28T07:54:52.587520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000254224001764669 seconds: > [0m
[32m[2024-05-28T07:54:52.587895Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:52.588296Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ddkNPApm", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:54:52.588619Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.588843Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_hZgU~")
[2024-05-28T07:54:52.589368Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", no_regex=1, record_output=undef, json_cmd_token="uPqrqhTg", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:52.589476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235074001466273 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:52.589733Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:52.589836Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.589944Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp="hZgU~-0-")
[2024-05-28T07:54:52.590310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="kEOBClvI", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="hZgU~-0-")
[33m[2024-05-28T07:54:52.590411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208824001674657 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:52.590651Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:52.590758Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.590866Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:54:52.591228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hjCbLGhI", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:52.591300Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182663001396577 seconds: # [0m
[32m[2024-05-28T07:54:52.591532Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:52.591803Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uQTRXyew", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:54:52.591999Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.592124Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:52.592497Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="GSNazTcn", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[33m[2024-05-28T07:54:52.592589Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204693000341649 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:52.592827Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:52.592928Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:52.593038Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:52.593389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="QizczoEK")
[33m[2024-05-28T07:54:52.605590Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 10 loops & 0.0122984509998787 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:52.605915Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:52.606105Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:52.606241Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n5027089adc4c", result="ok")
[2024-05-28T07:54:52.606546Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.606707Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/debian\"'", fail_message="", quiet=undef, timeout=300)
[2024-05-28T07:54:52.606877Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.607056Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:54:52.607561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CvzHeTbv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:52.607680Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266753999312641 seconds: # [0m
[32m[2024-05-28T07:54:52.608064Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:52.608463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/debian\"'", cmd="backend_type_string", json_cmd_token="EMEiINzY")
[2024-05-28T07:54:52.608974Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yXqAqLNs", text="; echo pxfzP-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:52.609271Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.609482Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=289, regexp="docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/debian\"'; echo pxfzP-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:52.610006Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="IUvbOZry", buffer_size=289, pattern=[
    "docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/debian\"'; echo pxfzP-\$?-"
  ], regexp="docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/debian\"'; echo pxfzP-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:52.610152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000305715000649798 seconds: docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/debian"'; echo pxfzP-$?-[0m
[32m[2024-05-28T07:54:52.610540Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing 3.126.238.126:5000/library/debian /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/debian"'; echo pxfzP-$?-: ok[0m
[2024-05-28T07:54:52.610922Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="gcFswhho")
[2024-05-28T07:54:52.611231Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.611431Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/pxfzP-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:54:52.611933Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="sJOpgFfC", buffer_size=undef, pattern="(?^u:pxfzP-\\d+-)", regexp="(?^u:pxfzP-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T07:54:52.704728Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0929288689985697 seconds: pxfzP-0-[0m
[32m[2024-05-28T07:54:52.705212Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:pxfzP-\d+-): ok[0m
[2024-05-28T07:54:52.705371Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.705480Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:52.705601Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.705725Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:52.706276Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IfjjfWZT", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:52.706367Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000288814000668935 seconds: # [0m
[32m[2024-05-28T07:54:52.706706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:52.707179Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="aSkBfFqH")
[2024-05-28T07:54:52.707850Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="RjGwjcIA", cmd="backend_type_string")
[2024-05-28T07:54:52.708132Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.708293Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=158, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-")
[2024-05-28T07:54:52.708752Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="seRrJSpu", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-")
[33m[2024-05-28T07:54:52.708843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214143999983207 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:54:52.709197Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:54:52.709552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eHebRYOa", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:52.709866Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:52.710057Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/tKbhY-\d+-/u)
[2024-05-28T07:54:52.710577Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="tIYGunQe", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:53.241800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.531354134000139 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:54:53.242331Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:54:53.242472Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:54:53.242570Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:54:53.242761Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.242865Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:53.242988Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.243208Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:54:53.243709Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="iJwLSuUa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:53.243807Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227204000111669 seconds: # [0m
[32m[2024-05-28T07:54:53.244207Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.244593Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wRKIwSZi", text="docker wait testing", cmd="backend_type_string")
[2024-05-28T07:54:53.245175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", json_cmd_token="PlscIzXd", cmd="backend_type_string")
[2024-05-28T07:54:53.245514Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.245683Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=147, timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:54:53.246155Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="AzrUPTFP", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ])
[33m[2024-05-28T07:54:53.246248Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215754000237212 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:54:53.246634Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:54:53.246994Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qLIInvqv", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:53.247286Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.247438Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/OCuz7-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:53.247827Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:OCuz7-\\d+-)", pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="uYzgBaKD", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:53.657116Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.409267276998435 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:54:53.658001Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:54:53.658234Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:54:53.658345Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:54:53.658565Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.658676Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:53.658816Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.658954Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:53.659641Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="EtZpWABP", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:53.659751Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000300684998364886 seconds: # [0m
[32m[2024-05-28T07:54:53.660101Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.660494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mezGrezM", text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:54:53.661014Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="rbxgIFtF", cmd="backend_type_string")
[2024-05-28T07:54:53.661288Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.661450Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", buffer_size=191, timeout=90)
[2024-05-28T07:54:53.661859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="YOtOwPNU", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ])
[33m[2024-05-28T07:54:53.661964Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237614000070607 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:54:53.662285Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:54:53.662563Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SnmxzvjG", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:53.662792Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.662944Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/LKnws-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:54:53.663301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tKfTZLnM", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:53.676494Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.0132743569993181 seconds: LKnws-0-[0m
[32m[2024-05-28T07:54:53.676858Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:54:53.677014Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.677124Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:53.677245Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.677367Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:53.677820Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LAZhoFKX", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:53.677924Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229944000238902 seconds: # [0m
[32m[2024-05-28T07:54:53.678253Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.678595Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", json_cmd_token="VYtQUmYi", cmd="backend_type_string")
[2024-05-28T07:54:53.679022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", cmd="backend_type_string", json_cmd_token="VNsdGwqO")
[2024-05-28T07:54:53.679277Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.679438Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=148, regexp="docker rm -f testing; echo jxDgA-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:54:53.679824Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, json_cmd_token="xVoXAlfs", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:53.679922Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222474000111106 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:54:53.680239Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:54:53.680528Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IHwyRPli", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:53.680791Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:53.680960Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:54:53.681320Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="zdKrORgi", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:54:53.699036Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0177905040000041 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:54:53.699433Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:54:53.699574Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:53.699696Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:54:53.699808Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:53.699931Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:53.700422Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CLHhoZki", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:53.700535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246043999140966 seconds: # [0m
[32m[2024-05-28T07:54:53.700913Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.701356Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="PsmXFzvX", cmd="backend_type_string")
[2024-05-28T07:54:53.701899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="ZlyOAXyP", cmd="backend_type_string")
[2024-05-28T07:54:53.702218Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:53.702381Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[2024-05-28T07:54:53.702896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="mSVhIeee", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[33m[2024-05-28T07:54:53.702986Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228004000746296 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:54:53.703348Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:54:53.703693Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hPQKUoLA", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:53.703918Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:53.704055Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:54:53.704463Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="pCeIWQpv", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:54:53.706678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00234251999972912 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:54:53.706971Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:54:53.707096Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:53.707213Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from 3.126.238.126:5000/library/debian\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:53.707318Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:53.707441Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:53.707854Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="JQrhQCXz", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:53.707954Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237594998907298 seconds: # [0m
[32m[2024-05-28T07:54:53.708240Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.708556Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from 3.126.238.126:5000/library/debian\" '/var/tmp/container_logs.txt'", json_cmd_token="OnuzvtTo", cmd="backend_type_string")
[2024-05-28T07:54:53.708909Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo GckP7-\$?-", cmd="backend_type_string", json_cmd_token="anHBxQpU")
[2024-05-28T07:54:53.709081Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:53.709200Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/debian\" '/var/tmp/container_logs.txt'; echo GckP7-\$?-")
[2024-05-28T07:54:53.709581Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rrpvroot", buffer_size=213, pattern=[
    "grep \"Heartbeat from 3.126.238.126:5000/library/debian\" '/var/tmp/container_logs.txt'; echo GckP7-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/debian\" '/var/tmp/container_logs.txt'; echo GckP7-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:54:53.709690Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245533999986947 seconds: grep "Heartbeat from 3.126.238.126:5000/library/debian" '/var/tmp/container_logs.txt'; echo GckP7-$?-[0m
[32m[2024-05-28T07:54:53.709970Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from 3.126.238.126:5000/library/debian" '/var/tmp/container_logs.txt'; echo GckP7-$?-: ok[0m
[2024-05-28T07:54:53.710279Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ZCwLWfEJ")
[2024-05-28T07:54:53.710495Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:53.710610Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/GckP7-\d+-/u)
[2024-05-28T07:54:53.711018Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:GckP7-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:GckP7-\\d+-)", buffer_size=undef, json_cmd_token="hcYLmAhn")
[33m[2024-05-28T07:54:53.711932Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00103225800012297 seconds: GckP7-0-[0m
[32m[2024-05-28T07:54:53.712253Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:GckP7-\d+-): ok[0m
[2024-05-28T07:54:53.712375Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:53.712478Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:53.712584Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:53.712708Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:53.713169Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="luPNlspI")
[33m[2024-05-28T07:54:53.713267Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241564001044026 seconds: # [0m
[32m[2024-05-28T07:54:53.713560Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.713884Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="GEsBdbMa")
[2024-05-28T07:54:53.714307Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", cmd="backend_type_string", json_cmd_token="oQuUalpd")
[2024-05-28T07:54:53.714526Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:53.714675Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=161)
[2024-05-28T07:54:53.715107Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="hgMVdyGa", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:53.715198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224383999011479 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:54:53.715482Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:54:53.715785Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KXkVIGEO", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:53.716023Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:53.716166Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NBm8O-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:54:53.716594Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="jCcCinCj", no_regex=0, record_output=undef, regexp="(?^u:NBm8O-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:53.717207Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000732353000785224 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:54:53.717501Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:54:53.717621Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:53.717734Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:54:53.717832Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:53.717948Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:54:53.718410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ucTPPNKM", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:53.718505Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234064000323997 seconds: # [0m
[32m[2024-05-28T07:54:53.718797Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.719123Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="jDTChchH")
[2024-05-28T07:54:53.719550Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tiHJg-\$?-", json_cmd_token="UepGevKC", cmd="backend_type_string")
[2024-05-28T07:54:53.719766Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:53.719883Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo tiHJg-\$?-", buffer_size=232, timeout=90)
[2024-05-28T07:54:53.720344Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo tiHJg-\$?-"
  ], buffer_size=232, json_cmd_token="jtSaIays", no_regex=1, record_output=undef, regexp="echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo tiHJg-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:53.720463Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000265434000539244 seconds: echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo tiHJg-$?-[0m
[32m[2024-05-28T07:54:53.720743Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - 3.126.238.126:5000/library/debian:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo tiHJg-$?-: ok[0m
[2024-05-28T07:54:53.721050Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MCAUvuOV")
[2024-05-28T07:54:53.721258Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:53.721372Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tiHJg-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:54:53.721775Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:tiHJg-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:tiHJg-\\d+-)", buffer_size=undef, json_cmd_token="ejSZaDCi")
[33m[2024-05-28T07:54:53.721874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218384000618244 seconds: tiHJg-0-[0m
[32m[2024-05-28T07:54:53.722131Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tiHJg-\d+-): ok[0m
[2024-05-28T07:54:53.722220Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:53.722292Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing 3.126.238.126:5000/library/fedora with docker", result="ok")
[2024-05-28T07:54:53.722461Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:53.722556Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:53.722650Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:53.722755Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:54:53.723164Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BCfQyDdP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:53.723235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000199842999791144 seconds: # [0m
[32m[2024-05-28T07:54:53.723490Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.723797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'", cmd="backend_type_string", json_cmd_token="VnhnlxLL")
[2024-05-28T07:54:53.724236Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo DelM6-\$?-", json_cmd_token="UuXpsKVn", cmd="backend_type_string")
[2024-05-28T07:54:53.724458Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:53.724579Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'; echo DelM6-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=250)
[2024-05-28T07:54:53.725023Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'; echo DelM6-\$?-"
  ], buffer_size=250, json_cmd_token="zcEbSrcI", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'; echo DelM6-\$?-")
[33m[2024-05-28T07:54:53.725138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000267954001174076 seconds: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'; echo DelM6-$?-[0m
[32m[2024-05-28T07:54:53.725372Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/fedora | grep '3.126.238.126:5000/library/fedora'; echo DelM6-$?-: ok[0m
[2024-05-28T07:54:53.725627Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="deXGWsWm", cmd="backend_type_string")
[2024-05-28T07:54:53.725813Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:53.725929Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/DelM6-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:54:53.726282Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:DelM6-\\d+-)", pattern="(?^u:DelM6-\\d+-)", buffer_size=undef, json_cmd_token="EVuxzntn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:53.737683Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0115057769999112 seconds: DelM6-1-[0m
[32m[2024-05-28T07:54:53.737991Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:DelM6-\d+-): ok[0m
[2024-05-28T07:54:53.738148Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:53.738261Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull 3.126.238.126:5000/library/fedora", quiet=undef, output="", timeout=423, die_on_timeout=1)
[2024-05-28T07:54:53.738378Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:53.738496Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:54:53.738841Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZqQbGvHZ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:54:53.738919Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172682999618701 seconds: # [0m
[32m[2024-05-28T07:54:53.739189Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:53.739490Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull 3.126.238.126:5000/library/fedora", cmd="backend_type_string", json_cmd_token="gsZrYCIE")
[2024-05-28T07:54:53.740054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo _kagF-\$?-", json_cmd_token="lmhJxHjG", cmd="backend_type_string")
[2024-05-28T07:54:53.740399Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:53.740596Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=186, timeout=90, regexp="timeout  420 docker pull 3.126.238.126:5000/library/fedora; echo _kagF-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:53.741072Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  420 docker pull 3.126.238.126:5000/library/fedora; echo _kagF-\$?-"
  ], buffer_size=186, json_cmd_token="rDgSOuQO", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  420 docker pull 3.126.238.126:5000/library/fedora; echo _kagF-\$?-")
[33m[2024-05-28T07:54:53.741183Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231003999942914 seconds: timeout  420 docker pull 3.126.238.126:5000/library/fedora; echo _kagF-$?-[0m
[32m[2024-05-28T07:54:53.741496Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull 3.126.238.126:5000/library/fedora; echo _kagF-$?-: ok[0m
[2024-05-28T07:54:53.741805Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="FOLTeeRz", cmd="backend_type_string")
[2024-05-28T07:54:53.742046Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:53.742183Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/_kagF-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=423, buffer_size=undef)
[2024-05-28T07:54:53.742594Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:_kagF-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=423, expect_not_found=0, quiet=undef, json_cmd_token="LkqWVIaF", buffer_size=undef, pattern="(?^u:_kagF-\\d+-)")
[33m[2024-05-28T07:54:58.714169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 257 loops & 4.97163121999984 seconds: _kagF-0-[0m
[32m[2024-05-28T07:54:58.715349Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_kagF-\d+-): ok[0m
[2024-05-28T07:54:58.715646Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.715800Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:58.716482Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jypnnyYM", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:58.716596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287875000140048 seconds: # [0m
[32m[2024-05-28T07:54:58.717128Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:58.717277Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.717340Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:54:58.717779Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="hhZtFXgd", cmd="backend_type_string")
[2024-05-28T07:54:58.718102Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.718239Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:54:58.718761Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="pVxyapRH", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:58.718868Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236813999435981 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:54:58.719203Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:54:58.719314Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.719425Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:54:58.719928Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="RWhzwhhq")
[33m[2024-05-28T07:54:58.720027Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214824000067892 seconds: > [0m
[32m[2024-05-28T07:54:58.720346Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:54:58.720703Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="VvzKuxsw", cmd="backend_type_string")
[2024-05-28T07:54:58.720942Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.721058Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_hZgU~", timeout=90, buffer_size=undef)
[2024-05-28T07:54:58.721494Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="JmBfBuvd", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:58.721603Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233813998420374 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:54:58.721863Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:54:58.721967Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.722081Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:58.722513Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="PHaMSWLQ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="hZgU~-0-")
[33m[2024-05-28T07:54:58.723568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00115793899931305 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:54:58.723852Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:54:58.723967Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.724084Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:58.724471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lofOqXTF", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:58.724559Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189054000657052 seconds: # [0m
[32m[2024-05-28T07:54:58.724828Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:58.725087Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="cMoLcGzv")
[2024-05-28T07:54:58.725285Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.725402Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:54:58.725727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="pjdrMRkS")
[33m[2024-05-28T07:54:58.725805Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170723000337603 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:54:58.726046Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:54:58.726151Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:54:58.726286Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:54:58.726722Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="VTQFhaCw", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:58.739660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 12 loops & 0.0130267229997116 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:54:58.740234Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:54:58.740486Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:54:58.740648Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n5027089adc4c\n5e22da79803c", result="ok")
[2024-05-28T07:54:58.741024Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.741210Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/fedora\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:54:58.741415Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.741617Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:58.742217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lUbUbpaa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:58.742345Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278325000181212 seconds: # [0m
[32m[2024-05-28T07:54:58.742802Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:58.743260Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bVraTcaY", text="docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/fedora\"'", cmd="backend_type_string")
[2024-05-28T07:54:58.743909Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rw4TL-\$?-", json_cmd_token="XMszhRNZ")
[2024-05-28T07:54:58.744260Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.744505Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=289, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/fedora\"'; echo rw4TL-\$?-")
[2024-05-28T07:54:58.745085Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/fedora\"'; echo rw4TL-\$?-", record_output=undef, no_regex=1, json_cmd_token="OFPgFTZl", buffer_size=289, pattern=[
    "docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/fedora\"'; echo rw4TL-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:58.745234Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000308534999930998 seconds: docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/fedora"'; echo rw4TL-$?-[0m
[32m[2024-05-28T07:54:58.745691Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing 3.126.238.126:5000/library/fedora /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/fedora"'; echo rw4TL-$?-: ok[0m
[2024-05-28T07:54:58.746078Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CabBdZcC", text="\n", cmd="backend_type_string")
[2024-05-28T07:54:58.746291Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.746405Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/rw4TL-\d+-/u)
[2024-05-28T07:54:58.746770Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="OFdHrVVK", buffer_size=undef, pattern="(?^u:rw4TL-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=300, regexp="(?^u:rw4TL-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:54:58.905915Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.159219402999952 seconds: rw4TL-0-[0m
[32m[2024-05-28T07:54:58.906290Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rw4TL-\d+-): ok[0m
[2024-05-28T07:54:58.906424Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.906522Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:58.906623Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.906726Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:58.907455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dgiHagnG", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:58.907629Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000378467000700766 seconds: # [0m
[32m[2024-05-28T07:54:58.908153Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:58.908804Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", json_cmd_token="kiNWAJIh", cmd="backend_type_string")
[2024-05-28T07:54:58.909726Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", cmd="backend_type_string", json_cmd_token="podiriXH")
[2024-05-28T07:54:58.910209Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.910411Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=158, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker container start testing; echo tKbhY-\$?-")
[2024-05-28T07:54:58.911250Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ymRZVoIU", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:58.911432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000389636999898357 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:54:58.911887Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:54:58.912483Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="EAOOfQnJ")
[2024-05-28T07:54:58.912885Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:58.913094Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/tKbhY-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:54:58.913832Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="eEAYgmYU", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:59.460520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.546816218999084 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:54:59.461258Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:54:59.461437Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:54:59.461540Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:54:59.461739Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.461844Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:59.461970Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.462097Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:59.462684Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="iKoqdLrz", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.462792Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264145000983262 seconds: # [0m
[32m[2024-05-28T07:54:59.463119Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.463511Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="dUfgiyNh", cmd="backend_type_string")
[2024-05-28T07:54:59.464039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QUDLKLIe", text="; echo OCuz7-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:59.464325Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.464475Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker wait testing; echo OCuz7-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=147)
[2024-05-28T07:54:59.464936Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="ZTnCxsKd")
[33m[2024-05-28T07:54:59.465046Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238974000239978 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:54:59.465329Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:54:59.465658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XWTCRZCx")
[2024-05-28T07:54:59.465907Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.466047Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/OCuz7-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:59.466469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="RtoZcgxw", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)")
[33m[2024-05-28T07:54:59.883874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.417499278000832 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:54:59.884308Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:54:59.884451Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:54:59.884548Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:54:59.884738Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.884844Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:54:59.884965Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.885085Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:54:59.885582Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="vzfQJZkg", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:59.885699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255643999480526 seconds: # [0m
[32m[2024-05-28T07:54:59.886047Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.886427Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="VvSTfoWd")
[2024-05-28T07:54:59.886956Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="tBNIjetg")
[2024-05-28T07:54:59.887237Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.887394Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", buffer_size=191, timeout=90)
[2024-05-28T07:54:59.887870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="HSsZJGhD", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:59.887981Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250804001552751 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:54:59.888324Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:54:59.888692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="quErGPrz")
[2024-05-28T07:54:59.888987Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.889145Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/LKnws-\d+-/u)
[2024-05-28T07:54:59.889595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="ctmHtTVz", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.902781Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.0132943369990244 seconds: LKnws-0-[0m
[32m[2024-05-28T07:54:59.903206Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:54:59.903358Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.903474Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:54:59.903594Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.903718Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:54:59.904253Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ZCQHiEEg", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:54:59.904361Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243473999944399 seconds: # [0m
[32m[2024-05-28T07:54:59.904711Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.905150Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="jBvkFzLg")
[2024-05-28T07:54:59.905862Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LUTCkIJP", text="; echo jxDgA-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:59.906180Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.906339Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:54:59.906805Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, json_cmd_token="RqMqALkq", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:59.906912Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244633998590871 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:54:59.907247Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:54:59.907607Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="DkPNHRdK", cmd="backend_type_string")
[2024-05-28T07:54:59.907896Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:54:59.908071Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:54:59.908522Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dLRpAeFB", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:54:59.921221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0128061790001084 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:54:59.921571Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:54:59.921708Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:59.921828Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:59.921937Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:59.922059Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:59.922507Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="aXJxrySJ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.922611Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236613999732072 seconds: # [0m
[32m[2024-05-28T07:54:59.922897Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.923327Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="WFIrjbIE")
[2024-05-28T07:54:59.923961Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="zPWvAJOi", cmd="backend_type_string")
[2024-05-28T07:54:59.924201Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:59.924352Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[2024-05-28T07:54:59.924798Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="QqlNkhVX", record_output=undef, no_regex=1, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:54:59.924908Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245634000748396 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:54:59.925186Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:54:59.925529Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="LqusJnQq")
[2024-05-28T07:54:59.925759Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:54:59.925893Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:54:59.926472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:oWo0H-\\d+-)", pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="GcDfgzOT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.928914Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00260145500033104 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:54:59.929207Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:54:59.929336Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:59.929447Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from 3.126.238.126:5000/library/fedora\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:54:59.929550Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:59.929668Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:54:59.930125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HNigDLsY")
[33m[2024-05-28T07:54:59.930231Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239954000790021 seconds: # [0m
[32m[2024-05-28T07:54:59.930500Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.930763Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"Heartbeat from 3.126.238.126:5000/library/fedora\" '/var/tmp/container_logs.txt'", json_cmd_token="JtueuKhd")
[2024-05-28T07:54:59.931116Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AXfaXPMD", text="; echo kEAbM-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:59.931300Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:59.931415Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/fedora\" '/var/tmp/container_logs.txt'; echo kEAbM-\$?-", timeout=90, buffer_size=213)
[2024-05-28T07:54:59.931742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="aEWPYVXo", buffer_size=213, pattern=[
    "grep \"Heartbeat from 3.126.238.126:5000/library/fedora\" '/var/tmp/container_logs.txt'; echo kEAbM-\$?-"
  ], regexp="grep \"Heartbeat from 3.126.238.126:5000/library/fedora\" '/var/tmp/container_logs.txt'; echo kEAbM-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:59.931821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017382300029567 seconds: grep "Heartbeat from 3.126.238.126:5000/library/fedora" '/var/tmp/container_logs.txt'; echo kEAbM-$?-[0m
[32m[2024-05-28T07:54:59.932060Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from 3.126.238.126:5000/library/fedora" '/var/tmp/container_logs.txt'; echo kEAbM-$?-: ok[0m
[2024-05-28T07:54:59.932321Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="tTcswVDK")
[2024-05-28T07:54:59.932520Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:54:59.932634Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/kEAbM-\d+-/u)
[2024-05-28T07:54:59.933028Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:kEAbM-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="xgMhxUVM", buffer_size=undef, pattern="(?^u:kEAbM-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.933895Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000954586001171265 seconds: kEAbM-0-[0m
[32m[2024-05-28T07:54:59.934131Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:kEAbM-\d+-): ok[0m
[2024-05-28T07:54:59.934229Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:59.934314Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:54:59.934401Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:59.934504Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:54:59.934825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hXrCCOlz", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:59.934897Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166912999702618 seconds: # [0m
[32m[2024-05-28T07:54:59.935234Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.935474Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="FWEbrOXm")
[2024-05-28T07:54:59.935806Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="OJqvWXoF")
[2024-05-28T07:54:59.935982Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:59.936105Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=161, timeout=90)
[2024-05-28T07:54:59.936540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="UsOyegzH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.936623Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177142999746138 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:54:59.936849Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:54:59.937084Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="uPMgaZfG")
[2024-05-28T07:54:59.937267Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:54:59.937379Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/NBm8O-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:54:59.937685Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)", pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="RrtxZEuJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.938798Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00119350000022678 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:54:59.939038Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:54:59.939137Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:59.939231Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:59.939314Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:59.939414Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:54:59.939728Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ohgfOOto", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:54:59.939798Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160581999807619 seconds: # [0m
[32m[2024-05-28T07:54:59.940032Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.940278Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="AQkRbdmH")
[2024-05-28T07:54:59.940605Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo J4_g_-\$?-", json_cmd_token="iiNlLQIA", cmd="backend_type_string")
[2024-05-28T07:54:59.940771Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:59.940887Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo J4_g_-\$?-", timeout=90, buffer_size=232)
[2024-05-28T07:54:59.941207Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo J4_g_-\$?-"
  ], buffer_size=232, json_cmd_token="VvKUpmuk", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo J4_g_-\$?-")
[33m[2024-05-28T07:54:59.941299Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0001842530000431 seconds: echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo J4_g_-$?-[0m
[32m[2024-05-28T07:54:59.941537Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - 3.126.238.126:5000/library/fedora:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo J4_g_-$?-: ok[0m
[2024-05-28T07:54:59.941772Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="snVECTkI")
[2024-05-28T07:54:59.941950Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:54:59.942059Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/J4_g_-\d+-/u)
[2024-05-28T07:54:59.942359Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:J4_g_-\\d+-)", buffer_size=undef, json_cmd_token="FlUNBbMr", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:J4_g_-\\d+-)")
[33m[2024-05-28T07:54:59.942439Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159052999151754 seconds: J4_g_-0-[0m
[32m[2024-05-28T07:54:59.942694Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:J4_g_-\d+-): ok[0m
[2024-05-28T07:54:59.942798Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:54:59.942888Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi8/ubi with docker", result="ok")
[2024-05-28T07:54:59.943070Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:59.943170Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:59.943266Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:59.943366Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:54:59.943697Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="mZgFEZtW", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:54:59.943757Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150162000863929 seconds: # [0m
[32m[2024-05-28T07:54:59.943986Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.944241Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'", json_cmd_token="FUkLQanA", cmd="backend_type_string")
[2024-05-28T07:54:59.944564Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GkWaXVUj", text="; echo s1wAx-\$?-", cmd="backend_type_string")
[2024-05-28T07:54:59.944737Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:59.944852Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'; echo s1wAx-\$?-", buffer_size=254, timeout=90)
[2024-05-28T07:54:59.945168Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'; echo s1wAx-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'; echo s1wAx-\$?-"
  ], buffer_size=254, json_cmd_token="QwCiWmWe")
[33m[2024-05-28T07:54:59.945253Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000175623001268832 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'; echo s1wAx-$?-[0m
[32m[2024-05-28T07:54:59.945477Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi | grep 'registry.access.redhat.com/ubi8/ubi'; echo s1wAx-$?-: ok[0m
[2024-05-28T07:54:59.945703Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DkolRDcC")
[2024-05-28T07:54:59.945886Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:54:59.945996Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/s1wAx-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:54:59.946292Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qIuHiIrT", buffer_size=undef, pattern="(?^u:s1wAx-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:s1wAx-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:54:59.956951Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0106943929986301 seconds: s1wAx-1-[0m
[32m[2024-05-28T07:54:59.957249Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:s1wAx-\d+-): ok[0m
[2024-05-28T07:54:59.957381Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:59.957483Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi", timeout=423, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:54:59.957585Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:59.957686Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:54:59.958138Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hkAkATpw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:54:59.958258Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268034998953226 seconds: # [0m
[32m[2024-05-28T07:54:59.958693Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:54:59.959129Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi", json_cmd_token="bWqfftbt")
[2024-05-28T07:54:59.959714Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo djd1U-\$?-", cmd="backend_type_string", json_cmd_token="UENyPfAh")
[2024-05-28T07:54:59.960150Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:59.960468Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi; echo djd1U-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=188, timeout=90)
[2024-05-28T07:54:59.961406Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi; echo djd1U-\$?-", pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi8/ubi; echo djd1U-\$?-"
  ], buffer_size=188, json_cmd_token="dEzKSiRU", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:54:59.961587Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000336636001520674 seconds: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi; echo djd1U-$?-[0m
[32m[2024-05-28T07:54:59.962173Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi; echo djd1U-$?-: ok[0m
[2024-05-28T07:54:59.962733Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WcTltLMO")
[2024-05-28T07:54:59.963159Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:54:59.963414Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/djd1U-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=423)
[2024-05-28T07:54:59.964015Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=423, regexp="(?^u:djd1U-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="yCZBWgpN", buffer_size=undef, pattern="(?^u:djd1U-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:04.561021Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 214 loops & 4.59705034599938 seconds: djd1U-0-[0m
[32m[2024-05-28T07:55:04.562146Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:djd1U-\d+-): ok[0m
[2024-05-28T07:55:04.562547Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.562793Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:04.563631Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="gsxATlHs", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:04.563804Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000397156998587889 seconds: # [0m
[32m[2024-05-28T07:55:04.564309Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:04.564502Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.564609Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:04.565111Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="aFZQIDak")
[2024-05-28T07:55:04.565547Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.565781Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:04.566447Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="QvIbLCuB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:04.566626Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000364097000783659 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:04.567107Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:04.567315Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.567524Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="> ")
[2024-05-28T07:55:04.568157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="FHhjxZJQ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:55:04.568222Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000292655000521336 seconds: > [0m
[32m[2024-05-28T07:55:04.568464Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:04.568717Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="YULYufiW")
[2024-05-28T07:55:04.568916Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.569025Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:04.569342Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="zJGsVudy", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:04.569418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164633000167669 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:04.569664Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:04.569764Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.569869Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp="hZgU~-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:04.570185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="hZgU~-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="xEhTjhxk")
[33m[2024-05-28T07:55:04.573975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00386365600024874 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:04.574259Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:04.574365Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.574469Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:04.574819Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="TxWHuVmb", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:04.574893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160363000759389 seconds: # [0m
[32m[2024-05-28T07:55:04.575142Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:04.575411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="miAISFzw")
[2024-05-28T07:55:04.575626Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.575738Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:04.576088Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VcdrbpBB", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:04.576168Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000182703000973561 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:04.576414Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:04.576517Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:04.576630Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:55:04.576959Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="IjdXRjXi")
[33m[2024-05-28T07:55:04.590921Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 14 loops & 0.0140289199989638 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:04.591245Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:04.591382Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:04.591470Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43df3133c53a\n5027089adc4c\n5e22da79803c", result="ok")
[2024-05-28T07:55:04.591719Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.591838Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:55:04.591960Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.592088Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:04.592480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="rNVmjvxz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:04.592572Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201163999008713 seconds: # [0m
[32m[2024-05-28T07:55:04.592838Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:04.593125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi\"'", json_cmd_token="HquLNqxE", cmd="backend_type_string")
[2024-05-28T07:55:04.593515Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo zVic9-\$?-", cmd="backend_type_string", json_cmd_token="biTLpiuD")
[2024-05-28T07:55:04.593735Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.593892Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi\"'; echo zVic9-\$?-", buffer_size=293, timeout=90)
[2024-05-28T07:55:04.594312Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi\"'; echo zVic9-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="YpfHoKzt", buffer_size=293, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi\"'; echo zVic9-\$?-"
  ])
[33m[2024-05-28T07:55:04.594417Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000223964001634158 seconds: docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi"'; echo zVic9-$?-[0m
[32m[2024-05-28T07:55:04.594703Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi8/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi"'; echo zVic9-$?-: ok[0m
[2024-05-28T07:55:04.594987Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="kUkroCBA", cmd="backend_type_string")
[2024-05-28T07:55:04.595230Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.595367Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/zVic9-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:04.595724Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:zVic9-\\d+-)", buffer_size=undef, json_cmd_token="UXqKZbhf", record_output=undef, no_regex=0, regexp="(?^u:zVic9-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:04.690897Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0952580879984453 seconds: zVic9-0-[0m
[32m[2024-05-28T07:55:04.691238Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:zVic9-\d+-): ok[0m
[2024-05-28T07:55:04.691369Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.691456Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:04.691556Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.691666Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:04.692044Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bgnqUtKB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:04.692125Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184332999197068 seconds: # [0m
[32m[2024-05-28T07:55:04.692398Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:04.692667Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="zyheprrJ")
[2024-05-28T07:55:04.693037Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="jfZufchm", cmd="backend_type_string")
[2024-05-28T07:55:04.693234Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.693347Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-", buffer_size=158, timeout=90)
[2024-05-28T07:55:04.693687Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="JDFhWoFW", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:04.693765Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166853000337142 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:04.694032Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:04.694295Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="lNjFVQSM")
[2024-05-28T07:55:04.694500Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:04.694611Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/tKbhY-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:04.694937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="UnVszOKd", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:05.272256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.577307269999437 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:05.272921Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:05.273116Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:05.273222Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:05.273421Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.273525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:05.273651Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.273776Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:05.274339Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WYrsrEEV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:05.274436Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242793999859714 seconds: # [0m
[32m[2024-05-28T07:55:05.274761Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.275080Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker wait testing", json_cmd_token="LHAfStEh")
[2024-05-28T07:55:05.275494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="kchuPRuv")
[2024-05-28T07:55:05.275724Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.275861Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:55:05.276260Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="TBLZIUpw", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[33m[2024-05-28T07:55:05.276357Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208912999369204 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:05.276643Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:05.276937Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="VAdaGqnt")
[2024-05-28T07:55:05.277184Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.277323Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/OCuz7-\d+-/u)
[2024-05-28T07:55:05.277703Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="KaWfishr", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", regexp="(?^u:OCuz7-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:05.690104Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.412453621000168 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:05.690649Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:05.690806Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:05.690905Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:05.691109Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.691216Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:05.691339Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.691464Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:05.692029Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UrrqNSzI", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:05.692139Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270995000391849 seconds: # [0m
[32m[2024-05-28T07:55:05.692548Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.692947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="FttddmYw")
[2024-05-28T07:55:05.693466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo LKnws-\$?-", json_cmd_token="OiqxMguf")
[2024-05-28T07:55:05.693737Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.693905Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, buffer_size=191)
[2024-05-28T07:55:05.694470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, json_cmd_token="wOXfazxy", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:05.694567Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294694998956402 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:05.694904Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:05.695216Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WYzfFjWn")
[2024-05-28T07:55:05.695450Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.695592Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/LKnws-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:05.695957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="INgAqgPO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:55:05.708714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0128438090014242 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:05.709054Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:05.709197Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.709300Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:05.709415Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.709537Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:05.709956Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ZAVGoymw", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:05.710044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207663000765024 seconds: # [0m
[32m[2024-05-28T07:55:05.710324Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.710611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="LwmSDOln")
[2024-05-28T07:55:05.711010Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="dxkPCoTZ")
[2024-05-28T07:55:05.711290Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.711478Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=148, timeout=90)
[2024-05-28T07:55:05.711972Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="cQdmugfH", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:05.712107Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278073999652406 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:05.712390Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:05.712663Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QQzVJWEx")
[2024-05-28T07:55:05.712900Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:05.713036Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jxDgA-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:55:05.713400Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="BPxnORBh", record_output=undef, no_regex=0, regexp="(?^u:jxDgA-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:05.733234Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0199263099984819 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:05.733557Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:05.733689Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:05.733807Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:05.733926Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:05.734053Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:05.734446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ImNFupVJ", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:05.734535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203233999855001 seconds: # [0m
[32m[2024-05-28T07:55:05.734809Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.735095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="FPqukiZx")
[2024-05-28T07:55:05.735470Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="TtxSMlGc")
[2024-05-28T07:55:05.735668Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:05.735813Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, buffer_size=175)
[2024-05-28T07:55:05.736199Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="VSzjUUiK", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:05.736293Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212224000279093 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:05.736709Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:05.737132Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vfyVNieO", cmd="backend_type_string")
[2024-05-28T07:55:05.737388Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:05.737516Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/oWo0H-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:05.737970Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:oWo0H-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="BNNocSVS")
[33m[2024-05-28T07:55:05.740430Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00256494300083432 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:05.740762Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:05.740875Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:05.740977Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:05.741071Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:05.741177Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:05.741577Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PJIbBZaz", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:05.741665Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201614000616246 seconds: # [0m
[32m[2024-05-28T07:55:05.741917Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.742184Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="gFIkmmtG")
[2024-05-28T07:55:05.742533Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo GE2Tu-\$?-", json_cmd_token="hRMHEMgN", cmd="backend_type_string")
[2024-05-28T07:55:05.742721Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:05.742862Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=215, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi\" '/var/tmp/container_logs.txt'; echo GE2Tu-\$?-")
[2024-05-28T07:55:05.743226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="sSADYJAd", buffer_size=215, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi\" '/var/tmp/container_logs.txt'; echo GE2Tu-\$?-"
  ], regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi\" '/var/tmp/container_logs.txt'; echo GE2Tu-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:05.743320Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021166399892536 seconds: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi" '/var/tmp/container_logs.txt'; echo GE2Tu-$?-[0m
[32m[2024-05-28T07:55:05.743552Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi" '/var/tmp/container_logs.txt'; echo GE2Tu-$?-: ok[0m
[2024-05-28T07:55:05.743798Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ArbMSYGp", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:05.743982Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:05.744104Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/GE2Tu-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:05.744452Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:GE2Tu-\\d+-)", buffer_size=undef, json_cmd_token="GMQSUGnk", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:GE2Tu-\\d+-)")
[33m[2024-05-28T07:55:05.745403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00104784799987101 seconds: GE2Tu-0-[0m
[32m[2024-05-28T07:55:05.745657Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:GE2Tu-\d+-): ok[0m
[2024-05-28T07:55:05.745759Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:05.745844Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:05.745932Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:05.746034Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:05.746339Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LStbOJJW")
[33m[2024-05-28T07:55:05.746409Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157753000166849 seconds: # [0m
[32m[2024-05-28T07:55:05.746632Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.746857Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TtakUsIs", text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:55:05.747430Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NTEhainH", text="; echo NBm8O-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:05.747654Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:05.747793Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, buffer_size=161)
[2024-05-28T07:55:05.748141Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="gqoNEhrn", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:05.748219Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172413001564564 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:05.748605Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:05.748847Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iaIJhpPj", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:05.749049Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:05.749200Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:05.749505Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KsRwvSVX", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:05.750249Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000810473000456113 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:05.750909Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:05.751146Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:05.751294Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:05.751426Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:05.751559Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:05.752412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="cjUhfdYb", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:05.752570Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00034577600126795 seconds: # [0m
[32m[2024-05-28T07:55:05.752972Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.753334Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="HtRoDkWS")
[2024-05-28T07:55:05.753725Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo UvAs4-\$?-", json_cmd_token="MjSUqhla", cmd="backend_type_string")
[2024-05-28T07:55:05.753912Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:05.754038Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo UvAs4-\$?-", buffer_size=234, timeout=90)
[2024-05-28T07:55:05.754408Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo UvAs4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KabIJONa", buffer_size=234, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo UvAs4-\$?-"
  ])
[33m[2024-05-28T07:55:05.754516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000225984000280732 seconds: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo UvAs4-$?-[0m
[32m[2024-05-28T07:55:05.754756Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo UvAs4-$?-: ok[0m
[2024-05-28T07:55:05.755015Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="YYCILhHv", cmd="backend_type_string")
[2024-05-28T07:55:05.755200Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:05.755316Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/UvAs4-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:05.755648Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:UvAs4-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:UvAs4-\\d+-)", buffer_size=undef, json_cmd_token="FrzgFTLc")
[33m[2024-05-28T07:55:05.755754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202654000531766 seconds: UvAs4-0-[0m
[32m[2024-05-28T07:55:05.755987Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UvAs4-\d+-): ok[0m
[2024-05-28T07:55:05.756100Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:05.756176Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi8/ubi-minimal with docker", result="ok")
[2024-05-28T07:55:05.756356Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:05.756454Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:05.756551Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:05.756648Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:05.756998Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="wpnxkJgG", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:05.757070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180982999154367 seconds: # [0m
[32m[2024-05-28T07:55:05.757297Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.757552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aLswUwFj", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'", cmd="backend_type_string")
[2024-05-28T07:55:05.757882Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo C07H1-\$?-", json_cmd_token="UReHitWK")
[2024-05-28T07:55:05.758059Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:05.758186Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'; echo C07H1-\$?-", timeout=90, buffer_size=270)
[2024-05-28T07:55:05.758532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'; echo C07H1-\$?-"
  ], buffer_size=270, json_cmd_token="PDnuXlaO", no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'; echo C07H1-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:05.758636Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000215964000744862 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'; echo C07H1-$?-[0m
[32m[2024-05-28T07:55:05.758864Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-minimal | grep 'registry.access.redhat.com/ubi8/ubi-minimal'; echo C07H1-$?-: ok[0m
[2024-05-28T07:55:05.759140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kYSGizJm")
[2024-05-28T07:55:05.759335Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:05.759449Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/C07H1-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:05.759845Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:C07H1-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="aLRiLhBZ", buffer_size=undef, pattern="(?^u:C07H1-\\d+-)")
[33m[2024-05-28T07:55:05.772211Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0124948939992464 seconds: C07H1-1-[0m
[32m[2024-05-28T07:55:05.772686Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C07H1-\d+-): ok[0m
[2024-05-28T07:55:05.772934Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:05.773117Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:55:05.773217Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:05.773326Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:05.773668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ZrnBVMxI", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:05.773752Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019260300177848 seconds: # [0m
[32m[2024-05-28T07:55:05.773976Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:05.774224Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal", json_cmd_token="BFJBAonG")
[2024-05-28T07:55:05.774554Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OGsEVHXx", text="; echo cF3pK-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:05.774733Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:05.774846Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=196, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal; echo cF3pK-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:05.775190Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal; echo cF3pK-\$?-", pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal; echo cF3pK-\$?-"
  ], buffer_size=196, json_cmd_token="UBtatnIY", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:05.775278Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002023030010605 seconds: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal; echo cF3pK-$?-[0m
[32m[2024-05-28T07:55:05.775504Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-minimal; echo cF3pK-$?-: ok[0m
[2024-05-28T07:55:05.775742Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="RDtwRjDm")
[2024-05-28T07:55:05.775929Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:05.776046Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/cF3pK-\d+-/u, timeout=423, buffer_size=undef)
[2024-05-28T07:55:05.776423Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FCETXQrJ", buffer_size=undef, pattern="(?^u:cF3pK-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=423, regexp="(?^u:cF3pK-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:08.390730Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 155 loops & 2.61436243800017 seconds: cF3pK-0-[0m
[32m[2024-05-28T07:55:08.391739Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cF3pK-\d+-): ok[0m
[2024-05-28T07:55:08.392026Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.392185Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:08.392822Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="irXffPBR", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:08.392927Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00030949500069255 seconds: # [0m
[32m[2024-05-28T07:55:08.393409Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:08.393561Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.393624Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:08.393947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="eWFDQBvH", cmd="backend_type_string")
[2024-05-28T07:55:08.394187Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.394315Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:08.394694Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="dUgOzllm", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:08.394786Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206433000130346 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:08.395029Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:08.395140Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.395252Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> ")
[2024-05-28T07:55:08.395605Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="BiqYXISy")
[33m[2024-05-28T07:55:08.395675Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181683000846533 seconds: > [0m
[32m[2024-05-28T07:55:08.395912Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:08.396186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="FTAFBjOE")
[2024-05-28T07:55:08.396392Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.396508Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> EOT_hZgU~", timeout=90, buffer_size=undef)
[2024-05-28T07:55:08.396852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="oQRFuYng", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:08.396939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191323000763077 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:08.397174Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:08.397276Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.397384Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="hZgU~-0-")
[2024-05-28T07:55:08.397753Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KfEIjkts", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:08.398561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000918105999517138 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:08.398791Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:08.398899Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.399013Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:08.399384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ufqBBgBM", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:08.399468Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194882999494439 seconds: # [0m
[32m[2024-05-28T07:55:08.399707Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:08.399970Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="ANkAgsHx")
[2024-05-28T07:55:08.400190Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.400306Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:08.400623Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="zypMGovK", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:08.400699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164372000654112 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:08.400929Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:08.401029Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:08.401135Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:55:08.401438Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="KQCCmfBO")
[33m[2024-05-28T07:55:08.414043Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 0.0126663060000283 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:08.414355Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:08.414497Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:08.414591Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n5e22da79803c", result="ok")
[2024-05-28T07:55:08.414844Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.414960Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:55:08.415085Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.415207Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:08.415642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="iVjmrMwz", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:08.415741Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269285001195385 seconds: # [0m
[32m[2024-05-28T07:55:08.416034Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:08.416334Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DwadFcaG", text="docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\"'", cmd="backend_type_string")
[2024-05-28T07:55:08.416713Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BMlezOeW", text="; echo ~y3VM-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:08.416920Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.417067Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\"'; echo ~y3VM-\$?-", buffer_size=309, timeout=90)
[2024-05-28T07:55:08.417455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YkfVUZXW", buffer_size=309, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\"'; echo ~y3VM-\$?-"
  ], regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\"'; echo ~y3VM-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:08.417560Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000219632998778252 seconds: docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal"'; echo ~y3VM-$?-[0m
[32m[2024-05-28T07:55:08.417833Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi8/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal"'; echo ~y3VM-$?-: ok[0m
[2024-05-28T07:55:08.418099Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="CbgbhfiM", cmd="backend_type_string")
[2024-05-28T07:55:08.418322Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.418465Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/~y3VM-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:08.418813Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=300, regexp="(?^u:~y3VM-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="SsmjRGPb", buffer_size=undef, pattern="(?^u:~y3VM-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:08.565562Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.146785399998407 seconds: ~y3VM-0-[0m
[32m[2024-05-28T07:55:08.566172Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~y3VM-\d+-): ok[0m
[2024-05-28T07:55:08.566395Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.566517Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:08.566647Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.566778Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:55:08.567294Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zMDJXGFM", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:08.567390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232753998716362 seconds: # [0m
[32m[2024-05-28T07:55:08.567675Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:08.567981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="FSFeueSS")
[2024-05-28T07:55:08.568425Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tKbhY-\$?-", json_cmd_token="oIQprjlK")
[2024-05-28T07:55:08.568648Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.568810Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=158, timeout=90)
[2024-05-28T07:55:08.569154Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1, json_cmd_token="vogdMFxt", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:08.569231Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016787299864518 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:08.569481Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:08.569727Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UsupOQhh", cmd="backend_type_string")
[2024-05-28T07:55:08.569933Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:08.570056Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/tKbhY-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:08.570376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="PrLZUwlO", no_regex=0, record_output=undef, regexp="(?^u:tKbhY-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:09.099325Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.528884552000818 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:09.100319Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:09.100551Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:09.100677Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:09.100956Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.101086Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:09.101258Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.101421Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:55:09.102121Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="cMCJvBbx", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:09.102233Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000292045000605867 seconds: # [0m
[32m[2024-05-28T07:55:09.102804Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.103324Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker wait testing", json_cmd_token="zxCIjQmQ")
[2024-05-28T07:55:09.104254Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="EmRGIvkR")
[2024-05-28T07:55:09.104769Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.104988Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker wait testing; echo OCuz7-\$?-", buffer_size=147, timeout=90)
[2024-05-28T07:55:09.105737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LBaksmOn", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:09.105916Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000392646999898716 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:09.106321Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:09.106632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IxhKKfmm", cmd="backend_type_string")
[2024-05-28T07:55:09.106882Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.107038Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/OCuz7-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:09.107429Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)", pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="rbCVmLYr", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:09.524079Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.416720983999767 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:09.524506Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:09.524656Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:09.524755Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:09.524954Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.525059Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:09.525180Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.525300Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:09.525796Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rMWZPyPt")
[33m[2024-05-28T07:55:09.525892Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239373999647796 seconds: # [0m
[32m[2024-05-28T07:55:09.526326Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.526848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="oOESqICE")
[2024-05-28T07:55:09.527715Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="ilLOYeMk", cmd="backend_type_string")
[2024-05-28T07:55:09.528345Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.528622Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=191, timeout=90)
[2024-05-28T07:55:09.529383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="NtiawrAF", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:09.529538Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000341605000357958 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:09.530090Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:09.530579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="smMCBmBy", cmd="backend_type_string")
[2024-05-28T07:55:09.530967Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.531202Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/LKnws-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:55:09.531809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="IVkULzuH", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:55:09.544522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0128315790007036 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:09.545118Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:09.545352Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.545534Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:09.545734Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.545939Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:09.546794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VbzzoaUG", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:09.546984Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000403545998779009 seconds: # [0m
[32m[2024-05-28T07:55:09.547586Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.548252Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", json_cmd_token="kBdgrjDL", cmd="backend_type_string")
[2024-05-28T07:55:09.549194Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rtGSGdaG", text="; echo jxDgA-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:09.549671Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.549919Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-", buffer_size=148, timeout=90)
[2024-05-28T07:55:09.550655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="WTAbBeug", no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:09.550820Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000359235998985241 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:09.551315Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:09.551826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GkwUKdAO", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:09.552303Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:09.552446Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:09.552795Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DExwoUEp", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:09.565484Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0127386479998677 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:09.565918Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:09.566076Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:09.566224Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:09.566370Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:09.566715Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:09.567356Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BOJYAHzR", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:09.567501Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000327696001477307 seconds: # [0m
[32m[2024-05-28T07:55:09.568107Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.568597Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="qvMmzqao")
[2024-05-28T07:55:09.569225Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="GIMjrQal", cmd="backend_type_string")
[2024-05-28T07:55:09.569646Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:09.570025Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=175, timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:09.570669Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="xuIBtdEC", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:09.570816Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000332876001266413 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:09.571378Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:09.571843Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mJmVkQPa", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:09.572301Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:09.572675Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:09.573275Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="yuBXEMfO", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", regexp="(?^u:oWo0H-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:09.574725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0016196470005525 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:09.575044Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:09.575198Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:09.575350Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:09.575497Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:09.575662Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:09.575997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="NBzDgWrG", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:09.576077Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166193000040948 seconds: # [0m
[32m[2024-05-28T07:55:09.576373Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.576635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="nWmcvznI")
[2024-05-28T07:55:09.576984Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 651wS-\$?-", json_cmd_token="vUMQlPnf", cmd="backend_type_string")
[2024-05-28T07:55:09.577206Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:09.577501Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 651wS-\$?-")
[2024-05-28T07:55:09.577840Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 651wS-\$?-", pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 651wS-\$?-"
  ], buffer_size=223, json_cmd_token="JYeDJLZo", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:09.577916Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166222998814192 seconds: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal" '/var/tmp/container_logs.txt'; echo 651wS-$?-[0m
[32m[2024-05-28T07:55:09.578214Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-minimal" '/var/tmp/container_logs.txt'; echo 651wS-$?-: ok[0m
[2024-05-28T07:55:09.578465Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="NkOhdqcc", cmd="backend_type_string")
[2024-05-28T07:55:09.578698Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:09.578889Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/651wS-\d+-/u)
[2024-05-28T07:55:09.579219Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:651wS-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:651wS-\\d+-)", buffer_size=undef, json_cmd_token="PeEQxHhg")
[33m[2024-05-28T07:55:09.580109Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00096368699996674 seconds: 651wS-0-[0m
[32m[2024-05-28T07:55:09.580361Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:651wS-\d+-): ok[0m
[2024-05-28T07:55:09.580601Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:09.580693Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:09.580783Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:09.580916Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:09.581232Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="IVyiaaiZ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:09.581302Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155962001372245 seconds: # [0m
[32m[2024-05-28T07:55:09.581533Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.581776Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MyJTSUXi", text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:55:09.582099Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="fQmpevlb")
[2024-05-28T07:55:09.582274Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:09.582389Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, buffer_size=161)
[2024-05-28T07:55:09.582698Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="DmebeRMv")
[33m[2024-05-28T07:55:09.582770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157073000082164 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:09.583002Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:09.583231Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="sgOPHkem")
[2024-05-28T07:55:09.583411Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:09.583524Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/NBm8O-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:55:09.583830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="ZstOXwcQ", record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:09.584475Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000720832000297378 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:09.584711Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:09.584812Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:09.584906Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:09.584987Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:09.585083Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:09.585387Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rogauMyL", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:09.585456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155072999405093 seconds: # [0m
[32m[2024-05-28T07:55:09.585681Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.585926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="FcUjnqYE", cmd="backend_type_string")
[2024-05-28T07:55:09.586254Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo F3bCo-\$?-", cmd="backend_type_string", json_cmd_token="inkqRsUA")
[2024-05-28T07:55:09.586420Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:09.586539Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=242, timeout=90, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo F3bCo-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:09.586853Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo F3bCo-\$?-", no_regex=1, record_output=undef, json_cmd_token="ZAaORRuh", buffer_size=242, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo F3bCo-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:09.586934Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000171342999237822 seconds: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo F3bCo-$?-[0m
[32m[2024-05-28T07:55:09.587164Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo F3bCo-$?-: ok[0m
[2024-05-28T07:55:09.587391Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fvxFEJQY")
[2024-05-28T07:55:09.587571Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:09.587681Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/F3bCo-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:09.587979Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="bhaSgfyt", buffer_size=undef, pattern="(?^u:F3bCo-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, regexp="(?^u:F3bCo-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:09.588070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168373000633437 seconds: F3bCo-0-[0m
[32m[2024-05-28T07:55:09.588302Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:F3bCo-\d+-): ok[0m
[2024-05-28T07:55:09.588390Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:09.588461Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi8/ubi-micro with docker", result="ok")
[2024-05-28T07:55:09.588629Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:09.588725Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:09.588819Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:09.588916Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:09.589217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="HgUOjMxT", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:09.589275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142083001264837 seconds: # [0m
[32m[2024-05-28T07:55:09.589495Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.589732Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'", json_cmd_token="iTGZMsDN")
[2024-05-28T07:55:09.590048Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qYZCbEDJ", text="; echo yxPjm-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:09.590225Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:09.590349Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=266, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'; echo yxPjm-\$?-")
[2024-05-28T07:55:09.590667Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'; echo yxPjm-\$?-", no_regex=1, record_output=undef, json_cmd_token="kfkpgWoV", buffer_size=266, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'; echo yxPjm-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:09.590750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000175383000168949 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'; echo yxPjm-$?-[0m
[32m[2024-05-28T07:55:09.590976Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-micro | grep 'registry.access.redhat.com/ubi8/ubi-micro'; echo yxPjm-$?-: ok[0m
[2024-05-28T07:55:09.591207Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pjecWObJ", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:09.591398Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:09.591509Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/yxPjm-\d+-/u)
[2024-05-28T07:55:09.591804Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:yxPjm-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="svTJvZHf", buffer_size=undef, pattern="(?^u:yxPjm-\\d+-)")
[33m[2024-05-28T07:55:09.602688Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0109141769989947 seconds: yxPjm-1-[0m
[32m[2024-05-28T07:55:09.603245Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yxPjm-\d+-): ok[0m
[2024-05-28T07:55:09.603502Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:09.603693Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro", timeout=423, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:09.603895Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:09.604204Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:09.604855Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mCoCeVlP", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:09.605Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000326245999531238 seconds: # [0m
[32m[2024-05-28T07:55:09.605525Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:09.605988Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yhjWiKph", text="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro", cmd="backend_type_string")
[2024-05-28T07:55:09.606606Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cjJf5-\$?-", json_cmd_token="GOWAOdAz", cmd="backend_type_string")
[2024-05-28T07:55:09.606970Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:09.607216Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=194, timeout=90, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro; echo cjJf5-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:09.607828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="olhzvmpC", buffer_size=194, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro; echo cjJf5-\$?-"
  ], regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro; echo cjJf5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:09.607979Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000335875000018859 seconds: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro; echo cjJf5-$?-[0m
[32m[2024-05-28T07:55:09.608495Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-micro; echo cjJf5-$?-: ok[0m
[2024-05-28T07:55:09.608949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KyrMLRpN", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:09.609294Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:09.609406Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cjJf5-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=423)
[2024-05-28T07:55:09.609745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=423, regexp="(?^u:cjJf5-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="ElEBomfY", buffer_size=undef, pattern="(?^u:cjJf5-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:12.444071Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 85 loops & 2.83432435000032 seconds: cjJf5-0-[0m
[32m[2024-05-28T07:55:12.445056Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cjJf5-\d+-): ok[0m
[2024-05-28T07:55:12.445332Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.445481Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:12.446136Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="Majmpnmz", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:12.446244Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270125001406996 seconds: # [0m
[32m[2024-05-28T07:55:12.446647Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:12.446768Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.446835Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:12.447274Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="HjxigmAp")
[2024-05-28T07:55:12.447634Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.447795Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:12.448336Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="jIFpQWeA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:12.448446Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242604000959545 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:12.448852Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:12.448989Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.449134Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:12.449659Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="QUhubxNO", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:12.449747Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000220904001253075 seconds: > [0m
[32m[2024-05-28T07:55:12.450146Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:12.450582Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="XqvJvdKV")
[2024-05-28T07:55:12.450929Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.451085Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_hZgU~")
[2024-05-28T07:55:12.451505Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1, json_cmd_token="CGjRTMrl", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:12.451592Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189432999832206 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:12.451888Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:12.452034Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.452172Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp="hZgU~-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:12.452562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", record_output=undef, no_regex=0, json_cmd_token="alvZRlBV", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:12.452660Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191282999367104 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:12.452942Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:12.453071Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.453206Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:12.453612Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="wwRpCMMa", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:12.453685Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000173793001522426 seconds: # [0m
[32m[2024-05-28T07:55:12.453928Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:12.454223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="QNbJucKY")
[2024-05-28T07:55:12.454436Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.454553Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:55:12.454937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pFCdUAuG", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:12.455027Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196783999854233 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:12.455274Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:12.455376Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:12.455483Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:55:12.455851Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="vkKiwpVY", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-")
[33m[2024-05-28T07:55:12.468695Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 0.0129148019987042 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:12.468994Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:12.469138Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:12.469231Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n5e22da79803c", result="ok")
[2024-05-28T07:55:12.469483Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.469596Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:12.469720Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.469842Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:12.470240Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jQelwaRT", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:12.470334Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216893000470009 seconds: # [0m
[32m[2024-05-28T07:55:12.470606Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:12.470901Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\"'", json_cmd_token="nSKgXKFU", cmd="backend_type_string")
[2024-05-28T07:55:12.471332Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo L8Cvy-\$?-", json_cmd_token="xiSlnCmQ", cmd="backend_type_string")
[2024-05-28T07:55:12.471543Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.471692Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\"'; echo L8Cvy-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=305, timeout=90)
[2024-05-28T07:55:12.472079Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\"'; echo L8Cvy-\$?-"
  ], buffer_size=305, json_cmd_token="SeuNgTEh", no_regex=1, record_output=undef, regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\"'; echo L8Cvy-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:12.472198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000241994001044077 seconds: docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-micro"'; echo L8Cvy-$?-[0m
[32m[2024-05-28T07:55:12.472481Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi8/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-micro"'; echo L8Cvy-$?-: ok[0m
[2024-05-28T07:55:12.472753Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="faWVeKwo")
[2024-05-28T07:55:12.472976Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.473118Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/L8Cvy-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:55:12.473470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ioSRVfYu", buffer_size=undef, pattern="(?^u:L8Cvy-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=300, regexp="(?^u:L8Cvy-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:12.582972Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.109563076999621 seconds: L8Cvy-0-[0m
[32m[2024-05-28T07:55:12.583427Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:L8Cvy-\d+-): ok[0m
[2024-05-28T07:55:12.583594Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.583701Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:12.583824Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.583948Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:55:12.584500Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="DnFFPGFH", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:12.584619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248084001214011 seconds: # [0m
[32m[2024-05-28T07:55:12.584970Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:12.585392Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", json_cmd_token="YvUJbxII", cmd="backend_type_string")
[2024-05-28T07:55:12.585948Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", cmd="backend_type_string", json_cmd_token="hVwzYBEQ")
[2024-05-28T07:55:12.586254Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.586399Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container start testing; echo tKbhY-\$?-", buffer_size=158, timeout=90)
[2024-05-28T07:55:12.586918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, json_cmd_token="WdrlXcii", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:12.587025Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235773999520461 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:12.587373Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:12.587784Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="YAogVQyU", cmd="backend_type_string")
[2024-05-28T07:55:12.588088Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:12.588234Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/tKbhY-\d+-/u)
[2024-05-28T07:55:12.588697Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="VbqnNlOS", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)")
[33m[2024-05-28T07:55:13.138406Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.549753897999835 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:13.139064Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:13.139257Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:13.139361Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:13.139619Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.139739Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:13.139872Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.139998Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:13.140610Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="oVOxwrxW", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:13.140714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293035000140662 seconds: # [0m
[32m[2024-05-28T07:55:13.141017Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.141338Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KFhaUKwV", text="docker wait testing", cmd="backend_type_string")
[2024-05-28T07:55:13.141735Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="iQbBqqVI")
[2024-05-28T07:55:13.141951Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.142098Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, buffer_size=147)
[2024-05-28T07:55:13.142468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="wFMbkoDA", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ])
[33m[2024-05-28T07:55:13.142558Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199824000446824 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:13.142828Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:13.143097Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sQOboyAp", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:13.143318Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.143460Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/OCuz7-\d+-/u)
[2024-05-28T07:55:13.143821Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:OCuz7-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="olFOaFaz", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:13.560658Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.416853070999423 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:13.561375Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:13.561566Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:13.561671Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:13.561869Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.561974Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:13.562103Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.562231Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:55:13.562977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uKakOaax", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:13.563131Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000386685998819303 seconds: # [0m
[32m[2024-05-28T07:55:13.563561Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.564025Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cNoDGbzn", text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:55:13.564724Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="zzfVXvoi")
[2024-05-28T07:55:13.565051Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.565210Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=191, timeout=90, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:13.565751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="UBqKdwGs", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:13.565862Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250375000177883 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:13.566230Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:13.566646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SzJJJIqs")
[2024-05-28T07:55:13.566968Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.567115Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/LKnws-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:55:13.567629Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="mwnNCQkY", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:55:13.580150Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0126308059989242 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:13.580532Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:13.580684Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.580789Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:13.580907Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.581029Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:55:13.581507Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ldRkASKg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:13.581602Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218963001316297 seconds: # [0m
[32m[2024-05-28T07:55:13.581931Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.582241Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", cmd="backend_type_string", json_cmd_token="MrDUjTfn")
[2024-05-28T07:55:13.582641Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", cmd="backend_type_string", json_cmd_token="apHzMKwY")
[2024-05-28T07:55:13.582857Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.582999Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=148, regexp="docker rm -f testing; echo jxDgA-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:13.583369Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ISWXVRsi", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:13.583459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019865300055244 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:13.583728Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:13.583997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="fxMOlbdI", cmd="backend_type_string")
[2024-05-28T07:55:13.584274Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:13.584428Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:13.584794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:jxDgA-\\d+-)", pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="gvMhzujo", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:13.598374Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0136587039996812 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:13.598697Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:13.598827Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:13.598972Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:13.599140Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:13.599272Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:13.599666Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AQGQvDis", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:13.599769Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219372999708867 seconds: # [0m
[32m[2024-05-28T07:55:13.600078Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.600384Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="lKDImnSx")
[2024-05-28T07:55:13.600758Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="gNVYXDEm")
[2024-05-28T07:55:13.600959Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:13.601104Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=175, timeout=90)
[2024-05-28T07:55:13.601472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FKajMfJa", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ])
[33m[2024-05-28T07:55:13.601562Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020491299983405 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:13.601826Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:13.602090Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="rRPGARTN")
[2024-05-28T07:55:13.602297Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:13.602436Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/oWo0H-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:13.602857Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:oWo0H-\\d+-)", pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="vbcoRCJZ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:13.605836Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00309011299941631 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:13.606122Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:13.606244Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:13.606357Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:13.606461Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:13.606685Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:13.607075Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BYgFbDyj", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:13.607170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210442998650251 seconds: # [0m
[32m[2024-05-28T07:55:13.607441Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.607746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\" '/var/tmp/container_logs.txt'", json_cmd_token="BuanvAMk", cmd="backend_type_string")
[2024-05-28T07:55:13.608140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tkHG6-\$?-", json_cmd_token="uIoyuKrp")
[2024-05-28T07:55:13.608341Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:13.608495Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=221, timeout=90, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\" '/var/tmp/container_logs.txt'; echo tkHG6-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:13.608885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\" '/var/tmp/container_logs.txt'; echo tkHG6-\$?-", pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-micro\" '/var/tmp/container_logs.txt'; echo tkHG6-\$?-"
  ], buffer_size=221, json_cmd_token="rkIZbhcW", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:13.608983Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213842999073677 seconds: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-micro" '/var/tmp/container_logs.txt'; echo tkHG6-$?-[0m
[32m[2024-05-28T07:55:13.609232Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-micro" '/var/tmp/container_logs.txt'; echo tkHG6-$?-: ok[0m
[2024-05-28T07:55:13.609499Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="EryneeMa")
[2024-05-28T07:55:13.609692Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:13.609810Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/tkHG6-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T07:55:13.610155Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:tkHG6-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="NDWtgsry", buffer_size=undef, pattern="(?^u:tkHG6-\\d+-)")
[33m[2024-05-28T07:55:13.611211Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00113732899990282 seconds: tkHG6-0-[0m
[32m[2024-05-28T07:55:13.611463Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tkHG6-\d+-): ok[0m
[2024-05-28T07:55:13.611563Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:13.611758Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:13.611847Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:13.611948Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:13.612331Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xriJEoHC")
[33m[2024-05-28T07:55:13.612424Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214253001104225 seconds: # [0m
[32m[2024-05-28T07:55:13.612658Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.612938Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="eIDYIniZ")
[2024-05-28T07:55:13.613299Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", json_cmd_token="FlUcrZzC", cmd="backend_type_string")
[2024-05-28T07:55:13.613491Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:13.613609Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:13.613966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="PGxLpqjs", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ])
[33m[2024-05-28T07:55:13.614059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202223000087542 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:13.614298Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:13.614560Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="DzCuRyVZ")
[2024-05-28T07:55:13.614749Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:13.614866Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/NBm8O-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:13.615216Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LQyOrWuQ", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:13.615831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000716083000952494 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:13.616109Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:13.616219Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:13.616317Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:13.616402Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:13.616500Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:55:13.616896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WGUAMnXK", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:13.616987Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208364001082373 seconds: # [0m
[32m[2024-05-28T07:55:13.617230Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.617506Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="RiiVkRzK")
[2024-05-28T07:55:13.617867Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3zNRQ-\$?-", json_cmd_token="GocWAuOr")
[2024-05-28T07:55:13.618041Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:13.618160Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 3zNRQ-\$?-", timeout=90, buffer_size=240)
[2024-05-28T07:55:13.618524Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 3zNRQ-\$?-"
  ], buffer_size=240, json_cmd_token="LDNVewTL", no_regex=1, record_output=undef, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 3zNRQ-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:13.618625Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000216114000068046 seconds: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 3zNRQ-$?-[0m
[32m[2024-05-28T07:55:13.618864Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 3zNRQ-$?-: ok[0m
[2024-05-28T07:55:13.619124Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ocbbIvRM")
[2024-05-28T07:55:13.619307Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:13.619421Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/3zNRQ-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:13.619773Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:3zNRQ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="BVSonRpn", buffer_size=undef, pattern="(?^u:3zNRQ-\\d+-)")
[33m[2024-05-28T07:55:13.619870Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200722999579739 seconds: 3zNRQ-0-[0m
[32m[2024-05-28T07:55:13.620117Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3zNRQ-\d+-): ok[0m
[2024-05-28T07:55:13.620210Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:13.620282Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi8/ubi-init with docker", result="ok")
[2024-05-28T07:55:13.620452Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:13.620552Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:13.620649Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:13.620749Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:13.621068Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JQzWKwTT", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:13.621129Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149942999996711 seconds: # [0m
[32m[2024-05-28T07:55:13.621365Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.621614Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'", json_cmd_token="XdiHMJKb")
[2024-05-28T07:55:13.621940Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZiKyzFIq", text="; echo 1MebB-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:13.622119Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:13.622237Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=264, timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'; echo 1MebB-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:13.622571Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'; echo 1MebB-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'; echo 1MebB-\$?-"
  ], buffer_size=264, json_cmd_token="ATlaLyUC")
[33m[2024-05-28T07:55:13.622659Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000185492999662529 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'; echo 1MebB-$?-[0m
[32m[2024-05-28T07:55:13.622891Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi8/ubi-init | grep 'registry.access.redhat.com/ubi8/ubi-init'; echo 1MebB-$?-: ok[0m
[2024-05-28T07:55:13.623125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jKWYtbbz", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:13.623310Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:13.623423Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/1MebB-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:13.623730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="deGTMlwR", buffer_size=undef, pattern="(?^u:1MebB-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, regexp="(?^u:1MebB-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:13.636018Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0123505709998426 seconds: 1MebB-1-[0m
[32m[2024-05-28T07:55:13.636334Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1MebB-\d+-): ok[0m
[2024-05-28T07:55:13.636496Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:13.636613Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init", quiet=undef, output="", timeout=423, die_on_timeout=1)
[2024-05-28T07:55:13.636734Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:13.636856Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:13.637226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EQTlEQrn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:13.637323Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206044000151451 seconds: # [0m
[32m[2024-05-28T07:55:13.637595Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:13.637880Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GFyvFOvZ", text="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init", cmd="backend_type_string")
[2024-05-28T07:55:13.638239Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZcaRvRnQ", text="; echo w3Q6k-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:13.638447Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:13.638590Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=193, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init; echo w3Q6k-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:13.638963Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init; echo w3Q6k-\$?-"
  ], buffer_size=193, json_cmd_token="DINDEbnw", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init; echo w3Q6k-\$?-")
[33m[2024-05-28T07:55:13.639051Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199142999917967 seconds: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init; echo w3Q6k-$?-[0m
[32m[2024-05-28T07:55:13.639320Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi8/ubi-init; echo w3Q6k-$?-: ok[0m
[2024-05-28T07:55:13.639587Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="oOQttFEH", cmd="backend_type_string")
[2024-05-28T07:55:13.639808Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:13.639947Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/w3Q6k-\d+-/u, timeout=423, buffer_size=undef)
[2024-05-28T07:55:13.640401Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:w3Q6k-\\d+-)", timeout=423, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:w3Q6k-\\d+-)", buffer_size=undef, json_cmd_token="dMtTbEJq")
[33m[2024-05-28T07:55:15.580796Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 68 loops & 1.94041422299961 seconds: w3Q6k-0-[0m
[32m[2024-05-28T07:55:15.581791Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:w3Q6k-\d+-): ok[0m
[2024-05-28T07:55:15.582068Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.582228Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:15.582856Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="DEwmFPWd", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:15.582966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027300400142849 seconds: # [0m
[32m[2024-05-28T07:55:15.583291Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:15.583412Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.583480Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:15.583838Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="ipGWUdwe", cmd="backend_type_string")
[2024-05-28T07:55:15.584099Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.584245Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:55:15.584710Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="OOQHHdMV")
[33m[2024-05-28T07:55:15.584820Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239363998844055 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:15.585106Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:15.585229Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.585356Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:15.585798Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="aGmhMYvr", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:15.585886Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000213624000025447 seconds: > [0m
[32m[2024-05-28T07:55:15.586164Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:15.586509Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="DtVqHAqY")
[2024-05-28T07:55:15.586754Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.586887Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:15.587328Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TxUkVzvy", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:15.587433Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233324000873836 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:15.587696Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:15.587826Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.587951Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="hZgU~-0-", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:15.588388Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hwigVrwv", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:15.588507Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236324000070454 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:15.588770Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:15.588894Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.589018Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:15.589395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="pjiiegvL", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:15.589497Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217042999793193 seconds: # [0m
[32m[2024-05-28T07:55:15.589767Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:15.590046Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QxszXzuu", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:55:15.590261Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.590389Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:55:15.590783Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="rFDrHHlA", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:15.590874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204623998797615 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:15.591108Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:15.591207Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:15.591310Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, no_regex=0, quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:55:15.591619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, record_output=1, json_cmd_token="PtRPqkEF", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:15.605146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 20 loops & 0.0135803930006659 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:15.605479Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:15.605621Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:15.605726Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n5e22da79803c", result="ok")
[2024-05-28T07:55:15.605977Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.606090Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:15.606216Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.606337Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:15.606746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ESslmXgv", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:15.606843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217542999962461 seconds: # [0m
[32m[2024-05-28T07:55:15.607125Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:15.607424Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\"'", cmd="backend_type_string", json_cmd_token="NglkASkd")
[2024-05-28T07:55:15.607806Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo aza_I-\$?-", json_cmd_token="WFUiGTyW", cmd="backend_type_string")
[2024-05-28T07:55:15.608028Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.608179Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\"'; echo aza_I-\$?-", buffer_size=303, timeout=90)
[2024-05-28T07:55:15.608569Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="AlCZlwlX", buffer_size=303, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\"'; echo aza_I-\$?-"
  ], regexp="docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\"'; echo aza_I-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:15.608685Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000235543999224319 seconds: docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-init"'; echo aza_I-$?-[0m
[32m[2024-05-28T07:55:15.609011Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi8/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi8/ubi-init"'; echo aza_I-$?-: ok[0m
[2024-05-28T07:55:15.609282Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="CXSMJPya")
[2024-05-28T07:55:15.609506Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.609644Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/aza_I-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:55:15.609997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fppQLNmY", buffer_size=undef, pattern="(?^u:aza_I-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=300, regexp="(?^u:aza_I-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:15.668912Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0589948199994978 seconds: aza_I-0-[0m
[32m[2024-05-28T07:55:15.669313Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:aza_I-\d+-): ok[0m
[2024-05-28T07:55:15.669467Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.669574Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:15.669694Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.669817Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:15.670302Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="kBUBeTOb", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:15.670397Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002174040000682 seconds: # [0m
[32m[2024-05-28T07:55:15.670735Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:15.671099Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="TWDHyZFA")
[2024-05-28T07:55:15.671631Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tKbhY-\$?-", json_cmd_token="ANasjbLC")
[2024-05-28T07:55:15.671904Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.672058Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker container start testing; echo tKbhY-\$?-", timeout=90, buffer_size=158)
[2024-05-28T07:55:15.672516Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="bnIDXnHS", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker container start testing; echo tKbhY-\$?-")
[33m[2024-05-28T07:55:15.672609Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206193000849453 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:15.672958Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:15.673298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RYfQVeKl", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:15.673537Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:15.673675Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:15.674043Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="zNMtykvW", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:16.214591Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.540585121001641 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:16.215208Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:16.215383Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:16.215484Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:16.215683Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.215787Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:16.215921Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.216059Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:16.216670Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="esAGSNMz", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:16.216778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270484000793658 seconds: # [0m
[32m[2024-05-28T07:55:16.217128Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.217508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="GJeJsdiy", cmd="backend_type_string")
[2024-05-28T07:55:16.218036Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", json_cmd_token="kLayUuZc", cmd="backend_type_string")
[2024-05-28T07:55:16.218319Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.218480Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=147, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:55:16.218940Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FLyoOHbA", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:16.219046Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237383999774465 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:16.219380Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:16.219734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AhpXPtyj", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:16.220039Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.220200Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/OCuz7-\d+-/u)
[2024-05-28T07:55:16.220658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="RbywpGeQ", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", regexp="(?^u:OCuz7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:16.638575Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.417957679999745 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:16.639211Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:16.639387Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:16.639489Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:16.639691Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.639796Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:16.639923Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.640073Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:16.640706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oPycUdIF")
[33m[2024-05-28T07:55:16.640808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276544998996542 seconds: # [0m
[32m[2024-05-28T07:55:16.641187Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.641580Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="FKPSFZNs")
[2024-05-28T07:55:16.642104Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="HQUnMqzi", cmd="backend_type_string")
[2024-05-28T07:55:16.642407Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.642555Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=191)
[2024-05-28T07:55:16.643014Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="KgSvfaWh")
[33m[2024-05-28T07:55:16.643123Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236873998801457 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:16.643459Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:16.643800Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="kkbghbcE", cmd="backend_type_string")
[2024-05-28T07:55:16.644067Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.644213Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/LKnws-\d+-/u)
[2024-05-28T07:55:16.644592Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YaswJQyQ", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:16.658123Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.01361853400158 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:16.659160Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:16.659311Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.659418Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:16.659538Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.659659Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:16.660106Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OtETpzVp")
[33m[2024-05-28T07:55:16.660213Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246735000473564 seconds: # [0m
[32m[2024-05-28T07:55:16.660605Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.660994Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZfwOonYe", text="docker rm -f testing", cmd="backend_type_string")
[2024-05-28T07:55:16.661531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nFnGEeSU", text="; echo jxDgA-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:16.661824Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.661971Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:16.662432Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="ZEIGoWYT", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-")
[33m[2024-05-28T07:55:16.662523Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213932999031385 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:16.662853Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:16.663186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pxcaubzH", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:16.663439Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:16.663577Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/jxDgA-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:55:16.663949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:jxDgA-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="jLfLgFNu")
[33m[2024-05-28T07:55:16.677914Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0140558299990516 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:16.678279Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:16.678409Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:16.678524Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:16.678632Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:16.678756Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:55:16.679185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="taLppQiA", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:16.679275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199734000489116 seconds: # [0m
[32m[2024-05-28T07:55:16.679603Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.679934Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VGcCtZQU", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:16.680324Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", cmd="backend_type_string", json_cmd_token="QGWFZPWa")
[2024-05-28T07:55:16.680530Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:16.680668Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:16.681142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, no_regex=1, json_cmd_token="bOgQZVmP", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:16.681236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000316174999170471 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:16.681499Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:16.681762Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="irlxZkxp")
[2024-05-28T07:55:16.682076Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:16.682210Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:16.682554Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="YUbXcIUp", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", regexp="(?^u:oWo0H-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:16.684614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00216221699884045 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:16.684861Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:16.684960Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:16.685053Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:16.685139Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:16.685237Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:16.685559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zhPQiavu", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:16.685641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166783000167925 seconds: # [0m
[32m[2024-05-28T07:55:16.685869Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.686109Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="dchJIhbG")
[2024-05-28T07:55:16.686425Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo E2Jt1-\$?-", json_cmd_token="tUIKBZCV", cmd="backend_type_string")
[2024-05-28T07:55:16.686594Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:16.686707Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=220, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\" '/var/tmp/container_logs.txt'; echo E2Jt1-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:16.687018Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\" '/var/tmp/container_logs.txt'; echo E2Jt1-\$?-"
  ], buffer_size=220, json_cmd_token="SAtYgSzE", no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi8/ubi-init\" '/var/tmp/container_logs.txt'; echo E2Jt1-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:16.687095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169862998518511 seconds: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-init" '/var/tmp/container_logs.txt'; echo E2Jt1-$?-[0m
[32m[2024-05-28T07:55:16.687324Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi8/ubi-init" '/var/tmp/container_logs.txt'; echo E2Jt1-$?-: ok[0m
[2024-05-28T07:55:16.687552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GBVEEKuk", cmd="backend_type_string")
[2024-05-28T07:55:16.687727Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:16.687839Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/E2Jt1-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:16.688143Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="cwzAxfjv", buffer_size=undef, pattern="(?^u:E2Jt1-\\d+-)", regexp="(?^u:E2Jt1-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:16.689268Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00118015999942145 seconds: E2Jt1-0-[0m
[32m[2024-05-28T07:55:16.689535Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:E2Jt1-\d+-): ok[0m
[2024-05-28T07:55:16.689635Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:16.689718Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:16.689811Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:16.689911Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:16.690277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="aQVpCXzD", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:16.690369Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021219399968686 seconds: # [0m
[32m[2024-05-28T07:55:16.690594Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.690852Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", json_cmd_token="UrybQHXu", cmd="backend_type_string")
[2024-05-28T07:55:16.691187Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="xMHlfwAf")
[2024-05-28T07:55:16.691353Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:16.691465Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:16.691808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", no_regex=1, record_output=undef, json_cmd_token="ooMSEdjp", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:16.691896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019677300042531 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:16.692130Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:16.692380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LuJjmyEa", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:16.692574Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:16.692694Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:16.693025Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:NBm8O-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="QQwpUlYE", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)")
[33m[2024-05-28T07:55:16.693668Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000738893000743701 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:16.693897Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:16.694003Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:16.694099Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:16.694181Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:16.694276Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:16.694618Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="pbBQTITO", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:16.694704Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193003001186298 seconds: # [0m
[32m[2024-05-28T07:55:16.694923Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.695172Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="JrFrhMwz", cmd="backend_type_string")
[2024-05-28T07:55:16.695500Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo P4Rb7-\$?-", json_cmd_token="ZtiLSwfs", cmd="backend_type_string")
[2024-05-28T07:55:16.695661Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:16.695772Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=239, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo P4Rb7-\$?-")
[2024-05-28T07:55:16.696127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo P4Rb7-\$?-"
  ], buffer_size=239, json_cmd_token="jzIhEzDS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo P4Rb7-\$?-")
[33m[2024-05-28T07:55:16.696232Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00023002399939287 seconds: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo P4Rb7-$?-[0m
[32m[2024-05-28T07:55:16.696507Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi8/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo P4Rb7-$?-: ok[0m
[2024-05-28T07:55:16.696752Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="OBXHHwwv")
[2024-05-28T07:55:16.696929Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:16.697039Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/P4Rb7-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:16.697362Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:P4Rb7-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="WDcGkjUr", buffer_size=undef, pattern="(?^u:P4Rb7-\\d+-)")
[33m[2024-05-28T07:55:16.697469Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203494000743376 seconds: P4Rb7-0-[0m
[32m[2024-05-28T07:55:16.697693Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:P4Rb7-\d+-): ok[0m
[2024-05-28T07:55:16.697781Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:16.697852Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi9/ubi with docker", result="ok")
[2024-05-28T07:55:16.698013Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:16.698108Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:16.698202Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:16.698299Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:16.698649Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ygFoSqpd", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:16.698725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184843000170076 seconds: # [0m
[32m[2024-05-28T07:55:16.698942Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.699193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'", json_cmd_token="wZYmiTyZ")
[2024-05-28T07:55:16.699498Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo EXQ6A-\$?-", json_cmd_token="DxCKzJJS", cmd="backend_type_string")
[2024-05-28T07:55:16.699671Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:16.699788Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=254, timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'; echo EXQ6A-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:16.700094Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pILoSWqI", buffer_size=254, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'; echo EXQ6A-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'; echo EXQ6A-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:16.700189Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000193212999874959 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'; echo EXQ6A-$?-[0m
[32m[2024-05-28T07:55:16.700412Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi | grep 'registry.access.redhat.com/ubi9/ubi'; echo EXQ6A-$?-: ok[0m
[2024-05-28T07:55:16.700673Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lOXnyzfR", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:16.700881Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:16.700992Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/EXQ6A-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:16.701277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="DDfQoDnJ", buffer_size=undef, pattern="(?^u:EXQ6A-\\d+-)", regexp="(?^u:EXQ6A-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:16.712218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0110018079994916 seconds: EXQ6A-1-[0m
[32m[2024-05-28T07:55:16.712533Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EXQ6A-\d+-): ok[0m
[2024-05-28T07:55:16.712692Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:16.712804Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi", die_on_timeout=1, timeout=423, output="", quiet=undef)
[2024-05-28T07:55:16.712920Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:16.713043Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:16.713429Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hYmPKaxQ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:16.713516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206043998332461 seconds: # [0m
[32m[2024-05-28T07:55:16.713764Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:16.714031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DHMUhiCG", text="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi", cmd="backend_type_string")
[2024-05-28T07:55:16.714378Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo u2BUx-\$?-", cmd="backend_type_string", json_cmd_token="enffVNdF")
[2024-05-28T07:55:16.714590Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:16.714724Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=188, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi; echo u2BUx-\$?-")
[2024-05-28T07:55:16.715076Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi; echo u2BUx-\$?-", pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi9/ubi; echo u2BUx-\$?-"
  ], buffer_size=188, json_cmd_token="ynhvVaZn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:16.715168Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205413000003318 seconds: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi; echo u2BUx-$?-[0m
[32m[2024-05-28T07:55:16.715411Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi; echo u2BUx-$?-: ok[0m
[2024-05-28T07:55:16.715662Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="WSXigVgu")
[2024-05-28T07:55:16.715866Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:16.715998Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, regexp=qr/u2BUx-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:55:16.716350Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:u2BUx-\\d+-)", timeout=423, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:u2BUx-\\d+-)", buffer_size=undef, json_cmd_token="DMBfVevR")
[33m[2024-05-28T07:55:22.422704Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 231 loops & 5.70636986999853 seconds: u2BUx-0-[0m
[32m[2024-05-28T07:55:22.423525Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:u2BUx-\d+-): ok[0m
[2024-05-28T07:55:22.423760Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.423887Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:22.424463Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QsxPjkWC")
[33m[2024-05-28T07:55:22.424583Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278264998996747 seconds: # [0m
[32m[2024-05-28T07:55:22.424851Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:22.424947Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.425001Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:22.425339Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="OzWFdYCH")
[2024-05-28T07:55:22.425568Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.425686Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:22.426141Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="EHUwOyPT", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[33m[2024-05-28T07:55:22.426249Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239013999816962 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:22.426532Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:22.426637Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.426745Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:22.427183Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="TMtXMmPY", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:22.427271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214763998883427 seconds: > [0m
[32m[2024-05-28T07:55:22.427524Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:22.427878Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EwXookDa", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:55:22.428090Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.428206Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:22.428643Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AqCGdIxu", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:22.428751Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234073999308748 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:22.429007Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:22.429108Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.429213Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:22.429617Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="hZgU~-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="LHJdOHaV", buffer_size=undef, pattern="hZgU~-0-")
[33m[2024-05-28T07:55:22.430739Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00120320099995297 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:22.430988Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:22.431095Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.431201Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:22.431588Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="gALVCkmJ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:22.431667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206482998692081 seconds: # [0m
[32m[2024-05-28T07:55:22.431902Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:22.432173Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="exvoqHDD")
[2024-05-28T07:55:22.432368Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.432485Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:22.432808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ljXLLFva", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:22.432888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174183000126504 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:22.433121Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:22.433223Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:22.433331Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, no_regex=0, expect_not_found=0, quiet=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:22.433647Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="IzWrBVpJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:22.448057Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.0143025640009 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:22.449243Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:22.449560Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:22.449752Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n3b63310310b9\n5e22da79803c", result="ok")
[2024-05-28T07:55:22.450253Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.450470Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:22.450701Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.450917Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:55:22.451977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="yMjDyfFe", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:22.452171Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000467937999928836 seconds: # [0m
[32m[2024-05-28T07:55:22.452833Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:22.453468Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi\"'", json_cmd_token="ZGwmLFZg", cmd="backend_type_string")
[2024-05-28T07:55:22.454095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RmsrYyon", text="; echo eyBA0-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:22.454397Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.454538Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi\"'; echo eyBA0-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=293, timeout=90)
[2024-05-28T07:55:22.455013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi\"'; echo eyBA0-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi\"'; echo eyBA0-\$?-"
  ], buffer_size=293, json_cmd_token="IwJJtzwJ")
[33m[2024-05-28T07:55:22.455119Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000230264000492753 seconds: docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi"'; echo eyBA0-$?-[0m
[32m[2024-05-28T07:55:22.455491Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi9/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi"'; echo eyBA0-$?-: ok[0m
[2024-05-28T07:55:22.455861Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GpJQwAxq", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:22.456182Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.456324Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/eyBA0-\d+-/u)
[2024-05-28T07:55:22.456760Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:eyBA0-\\d+-)", pattern="(?^u:eyBA0-\\d+-)", buffer_size=undef, json_cmd_token="geEEBTYT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:22.559856Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.103157786999873 seconds: eyBA0-0-[0m
[32m[2024-05-28T07:55:22.560251Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:eyBA0-\d+-): ok[0m
[2024-05-28T07:55:22.560417Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.560528Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:22.560650Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.560777Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:22.561214Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="flcmuGUL", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:22.561313Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221893998968881 seconds: # [0m
[32m[2024-05-28T07:55:22.561628Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:22.562021Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="iooDvbrx")
[2024-05-28T07:55:22.562588Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tKbhY-\$?-", json_cmd_token="eySzNjsX")
[2024-05-28T07:55:22.562890Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.563096Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=158, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker container start testing; echo tKbhY-\$?-")
[2024-05-28T07:55:22.563623Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="WCdULixw", record_output=undef, no_regex=1, regexp="docker container start testing; echo tKbhY-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:22.563750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284774001556798 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:22.564153Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:22.564532Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HNQqnMgs")
[2024-05-28T07:55:22.564902Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:22.565131Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:22.565745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="CegKLOPU", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:23.124541Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.558878544001345 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:23.125393Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:23.125633Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:23.125776Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:23.126048Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.126198Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:23.126373Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.126563Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:23.127407Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="WUJZKnbn", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:23.127546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000357545999577269 seconds: # [0m
[32m[2024-05-28T07:55:23.128118Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.128649Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker wait testing", json_cmd_token="DQJMGgHW")
[2024-05-28T07:55:23.129657Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", json_cmd_token="KBOtxdYz", cmd="backend_type_string")
[2024-05-28T07:55:23.130131Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.130354Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:23.131309Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="SsYVOjVA")
[33m[2024-05-28T07:55:23.131480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000378916000045137 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:23.131869Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:23.132169Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TvKYWfpx", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:23.132461Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.132654Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:23.133008Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="AkxmxcMh", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", regexp="(?^u:OCuz7-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:23.546442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.413455583000541 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:23.546968Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:23.547124Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:23.547233Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:23.547432Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.547539Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:23.547662Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.547783Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:23.548501Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xDXFUKPE", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:23.548621Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000313894999635522 seconds: # [0m
[32m[2024-05-28T07:55:23.549017Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.549409Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="ihUlxjdq")
[2024-05-28T07:55:23.549977Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="JJbaYQUL", cmd="backend_type_string")
[2024-05-28T07:55:23.550310Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.550469Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=191)
[2024-05-28T07:55:23.550930Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="FYqqNtuE", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[33m[2024-05-28T07:55:23.551015Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200383999981568 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:23.551401Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:23.551753Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YCidPKFz")
[2024-05-28T07:55:23.552058Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.552218Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/LKnws-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:23.552579Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:LKnws-\\d+-)", pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="IFWGYIcB", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:23.565117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0125754260006943 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:23.565784Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:23.566030Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.566209Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:23.566403Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.566603Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:23.567370Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="eChIBrkk", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:23.567511Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00038287699862849 seconds: # [0m
[32m[2024-05-28T07:55:23.568125Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.568682Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="EDEEhKpN")
[2024-05-28T07:55:23.569531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", cmd="backend_type_string", json_cmd_token="QiFLBaAB")
[2024-05-28T07:55:23.570045Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.570305Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:23.571206Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="EtuhANod", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ])
[33m[2024-05-28T07:55:23.571383Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000447597998572746 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:23.571991Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:23.572687Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YnFlPbIY")
[2024-05-28T07:55:23.573002Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:23.573160Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/jxDgA-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:23.573696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="nYwfRZCk", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:23.586313Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0127786289995129 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:23.586730Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:23.586868Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:23.586989Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:23.587098Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:23.587223Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:23.587788Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="pBRNlnic", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:23.587910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281405000350787 seconds: # [0m
[32m[2024-05-28T07:55:23.588307Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.588686Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UFOxSqyS", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:23.589130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="WzqTNjnG", cmd="backend_type_string")
[2024-05-28T07:55:23.589387Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:23.589557Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=175, timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:23.589936Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="aLkKDZqR", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:23.590019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189903999853414 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:23.590338Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:23.590638Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mJBgcCxN")
[2024-05-28T07:55:23.590904Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:23.591060Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:23.591419Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="EGyQHdrK", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:55:23.593416Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00208871599897975 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:23.593726Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:23.593859Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:23.593986Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:23.594097Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:23.594221Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:23.594678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sfNHoMJg")
[33m[2024-05-28T07:55:23.594781Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254824000876397 seconds: # [0m
[32m[2024-05-28T07:55:23.595067Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.595408Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="WfNclRgb")
[2024-05-28T07:55:23.595914Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo xDsVQ-\$?-", cmd="backend_type_string", json_cmd_token="DduCiPcI")
[2024-05-28T07:55:23.596130Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:23.596263Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi\" '/var/tmp/container_logs.txt'; echo xDsVQ-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=215, timeout=90)
[2024-05-28T07:55:23.596737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi\" '/var/tmp/container_logs.txt'; echo xDsVQ-\$?-", pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi\" '/var/tmp/container_logs.txt'; echo xDsVQ-\$?-"
  ], buffer_size=215, json_cmd_token="WmWNEmAo", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:23.596854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000291934999040677 seconds: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi" '/var/tmp/container_logs.txt'; echo xDsVQ-$?-[0m
[32m[2024-05-28T07:55:23.597108Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi" '/var/tmp/container_logs.txt'; echo xDsVQ-$?-: ok[0m
[2024-05-28T07:55:23.597450Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="GSXOqbsm")
[2024-05-28T07:55:23.597663Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:23.597778Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/xDsVQ-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:23.598235Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:xDsVQ-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:xDsVQ-\\d+-)", buffer_size=undef, json_cmd_token="tdBxTZrY")
[33m[2024-05-28T07:55:23.599668Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00159526799870946 seconds: xDsVQ-0-[0m
[32m[2024-05-28T07:55:23.599951Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:xDsVQ-\d+-): ok[0m
[2024-05-28T07:55:23.600088Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:23.600207Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:23.600342Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:23.600497Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:23.601383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rhaTuutD")
[33m[2024-05-28T07:55:23.601561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000394406999475905 seconds: # [0m
[32m[2024-05-28T07:55:23.602181Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.602758Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rULRuEXy", text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:55:23.603721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eIkTWKue", text="; echo NBm8O-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:23.604054Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:23.604231Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=161)
[2024-05-28T07:55:23.604726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="gpKrEuAO")
[33m[2024-05-28T07:55:23.604820Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211303000469343 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:23.605179Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:23.605531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="AWWAFnvq")
[2024-05-28T07:55:23.605791Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:23.605948Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:23.606365Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="bobiDWiV", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", regexp="(?^u:NBm8O-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:23.606831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000553510000827373 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:23.607176Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:23.607354Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:23.607512Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:23.607651Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:23.607803Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:23.608244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="TWEmsLtt", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:23.608337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201193999600946 seconds: # [0m
[32m[2024-05-28T07:55:23.608689Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.609032Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UWhBDOQY", text="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:55:23.609531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Tk4vk-\$?-", json_cmd_token="oSyGIhMN", cmd="backend_type_string")
[2024-05-28T07:55:23.609793Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:23.609952Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Tk4vk-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=234, timeout=90)
[2024-05-28T07:55:23.610361Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Tk4vk-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Tk4vk-\$?-"
  ], buffer_size=234, json_cmd_token="vOZkbtbV")
[33m[2024-05-28T07:55:23.610470Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000226383999688551 seconds: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Tk4vk-$?-[0m
[32m[2024-05-28T07:55:23.610749Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo Tk4vk-$?-: ok[0m
[2024-05-28T07:55:23.611024Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="IAtuSERO")
[2024-05-28T07:55:23.611233Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:23.611369Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Tk4vk-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:23.611689Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Tk4vk-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="BxsYfqoD", buffer_size=undef, pattern="(?^u:Tk4vk-\\d+-)")
[33m[2024-05-28T07:55:23.611778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169113000083598 seconds: Tk4vk-0-[0m
[32m[2024-05-28T07:55:23.612083Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Tk4vk-\d+-): ok[0m
[2024-05-28T07:55:23.612211Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:23.612305Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi9/ubi-minimal with docker", result="ok")
[2024-05-28T07:55:23.612513Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:23.612618Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:23.612718Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:23.612820Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:23.613196Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ikVjpAAc", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:23.613269Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175082999703591 seconds: # [0m
[32m[2024-05-28T07:55:23.613496Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.613740Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'", json_cmd_token="sxBgEDDx")
[2024-05-28T07:55:23.614053Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tCXCMtVW", text="; echo Id8JH-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:23.614249Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:23.614402Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=270, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'; echo Id8JH-\$?-")
[2024-05-28T07:55:23.614757Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'; echo Id8JH-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="CpmDRAjB", buffer_size=270, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'; echo Id8JH-\$?-"
  ])
[33m[2024-05-28T07:55:23.614861Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000207003000468831 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'; echo Id8JH-$?-[0m
[32m[2024-05-28T07:55:23.615158Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-minimal | grep 'registry.access.redhat.com/ubi9/ubi-minimal'; echo Id8JH-$?-: ok[0m
[2024-05-28T07:55:23.615426Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zhxQtyQX")
[2024-05-28T07:55:23.615634Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:23.615749Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/Id8JH-\d+-/u)
[2024-05-28T07:55:23.616062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YWeEdcfK", buffer_size=undef, pattern="(?^u:Id8JH-\\d+-)", regexp="(?^u:Id8JH-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:23.630821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0148231429993757 seconds: Id8JH-1-[0m
[32m[2024-05-28T07:55:23.631172Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Id8JH-\d+-): ok[0m
[2024-05-28T07:55:23.631338Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:23.631453Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:55:23.631612Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:23.631776Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:23.632270Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BYWgerwE", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:23.632369Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215883999771904 seconds: # [0m
[32m[2024-05-28T07:55:23.632677Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:23.632997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal", cmd="backend_type_string", json_cmd_token="oITpTimY")
[2024-05-28T07:55:23.633417Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo xG~uf-\$?-", cmd="backend_type_string", json_cmd_token="PvrzkvQE")
[2024-05-28T07:55:23.633654Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:23.633806Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal; echo xG~uf-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=196)
[2024-05-28T07:55:23.634327Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="vHGZxADB", buffer_size=196, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal; echo xG~uf-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal; echo xG~uf-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:23.634452Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00030552499993064 seconds: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal; echo xG~uf-$?-[0m
[32m[2024-05-28T07:55:23.634800Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-minimal; echo xG~uf-$?-: ok[0m
[2024-05-28T07:55:23.635110Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NfGFFkmw")
[2024-05-28T07:55:23.635350Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:23.635491Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/xG~uf-\d+-/u, buffer_size=undef, timeout=423)
[2024-05-28T07:55:23.635865Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:xG~uf-\\d+-)", buffer_size=undef, json_cmd_token="xTdthTYM", quiet=undef, expect_not_found=0, timeout=423, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:xG~uf-\\d+-)")
[33m[2024-05-28T07:55:27.052539Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 155 loops & 3.4166826239998 seconds: xG~uf-0-[0m
[32m[2024-05-28T07:55:27.053469Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:xG~uf-\d+-): ok[0m
[2024-05-28T07:55:27.053743Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.053893Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:27.054505Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="DpVefMmT", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:27.054613Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273363999440335 seconds: # [0m
[32m[2024-05-28T07:55:27.054959Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:27.055087Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.055157Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:27.055526Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ldQdLXfE", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:55:27.055890Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.056058Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:27.056589Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="aLFfnQdc", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:27.056699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239424000028521 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:27.057105Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:27.057240Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.057375Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:27.057909Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="vbYWGuOy", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:27.057998Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000222274000407197 seconds: > [0m
[32m[2024-05-28T07:55:27.058396Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:27.058829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="UtWMijOD")
[2024-05-28T07:55:27.059176Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.059342Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:27.059830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", no_regex=1, record_output=undef, json_cmd_token="DsqlEgLu", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:27.059936Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238843998886296 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:27.060268Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:27.060403Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.060542Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="hZgU~-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:55:27.060926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="KhVtbRwx", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="hZgU~-0-")
[33m[2024-05-28T07:55:27.061029Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206254000659101 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:27.061304Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:27.061434Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.061565Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:27.061942Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ErAAUHrp", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:27.062015Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181502999112126 seconds: # [0m
[32m[2024-05-28T07:55:27.062280Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:27.062557Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="xKFbmkMc", cmd="backend_type_string")
[2024-05-28T07:55:27.062776Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.062926Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:55:27.063276Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="gUlUUBvS", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:27.063367Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019925400010834 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:27.063631Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:27.063755Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:27.063883Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:55:27.064228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KXhDwCsU", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:55:27.077899Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 24 loops & 0.0137193139998999 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:27.078392Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:27.078611Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:27.078766Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n3b63310310b9\n902dac56d843\n5e22da79803c", result="ok")
[2024-05-28T07:55:27.079139Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.079321Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\"'", fail_message="", quiet=undef, timeout=300)
[2024-05-28T07:55:27.079529Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.079730Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:27.080364Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OzOdADza", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:27.080510Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000321945999530726 seconds: # [0m
[32m[2024-05-28T07:55:27.080952Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:27.081396Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\"'", json_cmd_token="wLVaWfIH")
[2024-05-28T07:55:27.081968Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TuPUeUoX", text="; echo OT90d-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:27.082305Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.082551Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=309, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\"'; echo OT90d-\$?-")
[2024-05-28T07:55:27.083122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="oOevhNQj", buffer_size=309, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\"'; echo OT90d-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\"'; echo OT90d-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:27.083271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00031416599995282 seconds: docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal"'; echo OT90d-$?-[0m
[32m[2024-05-28T07:55:27.083708Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi9/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal"'; echo OT90d-$?-: ok[0m
[2024-05-28T07:55:27.084144Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="FWkcFCJH")
[2024-05-28T07:55:27.084515Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.084736Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/OT90d-\d+-/u)
[2024-05-28T07:55:27.085062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:OT90d-\\d+-)", buffer_size=undef, json_cmd_token="RtSefihJ", no_regex=0, record_output=undef, regexp="(?^u:OT90d-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:27.250770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.165729489001023 seconds: OT90d-0-[0m
[32m[2024-05-28T07:55:27.251286Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OT90d-\d+-): ok[0m
[2024-05-28T07:55:27.251509Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.251670Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:27.251830Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.251985Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:27.252526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="uGfGieeP", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:27.252633Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278255000011995 seconds: # [0m
[32m[2024-05-28T07:55:27.253051Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:27.253462Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="PBEirSll")
[2024-05-28T07:55:27.253898Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="UbTLuSTT", cmd="backend_type_string")
[2024-05-28T07:55:27.254115Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.254265Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container start testing; echo tKbhY-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=158)
[2024-05-28T07:55:27.254644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1, json_cmd_token="CjMLmvGf", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:27.254723Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192253000932396 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:27.254998Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:27.255266Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="lWhtTGMR", cmd="backend_type_string")
[2024-05-28T07:55:27.255497Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.255648Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:27.256013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="BMJToXFl", record_output=undef, no_regex=0, regexp="(?^u:tKbhY-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:27.807024Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.551037029999861 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:27.807709Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:27.807927Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:27.808082Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:27.808333Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.808446Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:27.808578Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.808708Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:27.809424Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ckBHdvMz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:27.809543Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274924999757786 seconds: # [0m
[32m[2024-05-28T07:55:27.809913Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:27.810320Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", cmd="backend_type_string", json_cmd_token="WCzRoBAS")
[2024-05-28T07:55:27.810920Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="JvMylFvA")
[2024-05-28T07:55:27.811233Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.811391Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, buffer_size=147)
[2024-05-28T07:55:27.811879Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="ZAWBEiJX", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:27.811986Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239703998886398 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:27.812322Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:27.812696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ubHzmQES")
[2024-05-28T07:55:27.812965Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:27.813112Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/OCuz7-\d+-/u)
[2024-05-28T07:55:27.813596Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:OCuz7-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="lQiusudJ", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:28.224256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.41069819599943 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:28.224924Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:28.225119Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:28.225224Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:28.225433Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.225552Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:28.225687Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.225814Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:28.226416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HJdtoeuU")
[33m[2024-05-28T07:55:28.226524Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262483999904362 seconds: # [0m
[32m[2024-05-28T07:55:28.226852Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.227236Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="yunBFWSM")
[2024-05-28T07:55:28.227699Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="KelSaAFA")
[2024-05-28T07:55:28.227937Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.228103Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", buffer_size=191, timeout=90)
[2024-05-28T07:55:28.228530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="qLgqfFNU", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:28.228630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022097300097812 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:28.228892Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:28.229186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ZtTUwcHa", cmd="backend_type_string")
[2024-05-28T07:55:28.229408Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.229535Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/LKnws-\d+-/u)
[2024-05-28T07:55:28.229918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="qWNYBEUC", record_output=undef, no_regex=0, regexp="(?^u:LKnws-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:28.243940Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0141166519988474 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:28.244286Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:28.244432Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.244537Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:28.244658Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.244783Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:28.245203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="vZPAJqGE", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:28.245292Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197563000256196 seconds: # [0m
[32m[2024-05-28T07:55:28.245583Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.245885Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", cmd="backend_type_string", json_cmd_token="vDKPMQrx")
[2024-05-28T07:55:28.246325Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="TsjgJNkU")
[2024-05-28T07:55:28.246758Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.246942Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker rm -f testing; echo jxDgA-\$?-")
[2024-05-28T07:55:28.247424Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, no_regex=1, json_cmd_token="djkmNUIN", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:28.247546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267055000222172 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:28.247799Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:28.248115Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nfXHQhrx", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:28.248451Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:28.248598Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:28.248999Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="fNBRGcqa", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:55:28.262189Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0132885370003351 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:28.262508Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:28.262642Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:28.262757Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:28.262865Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:28.262988Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:28.263375Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="BBaBHJcz", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:28.263467Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202963001356693 seconds: # [0m
[32m[2024-05-28T07:55:28.263746Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.264044Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="zOsBVQxa", cmd="backend_type_string")
[2024-05-28T07:55:28.264434Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", cmd="backend_type_string", json_cmd_token="wukAfSZj")
[2024-05-28T07:55:28.264643Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:28.264778Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:28.265204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="pfimWGwn", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:28.265301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210273999982746 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:28.265575Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:28.265892Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lupSzTbs", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:28.266115Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:28.266249Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/oWo0H-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=30)
[2024-05-28T07:55:28.266609Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:oWo0H-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="GjaDXnzO")
[33m[2024-05-28T07:55:28.268831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00231641999926069 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:28.269115Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:28.269237Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:28.269348Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:28.269451Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:28.269569Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:28.269940Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mZphEDDo", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:28.270030Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196803999642725 seconds: # [0m
[32m[2024-05-28T07:55:28.270303Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.270589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yuxSBlgo", text="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:28.270934Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9QZux-\$?-", json_cmd_token="znViwQiX")
[2024-05-28T07:55:28.271128Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:28.271244Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 9QZux-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=223, timeout=90)
[2024-05-28T07:55:28.271572Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 9QZux-\$?-", pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal\" '/var/tmp/container_logs.txt'; echo 9QZux-\$?-"
  ], buffer_size=223, json_cmd_token="voYnigWc", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:28.271651Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174942999365157 seconds: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal" '/var/tmp/container_logs.txt'; echo 9QZux-$?-[0m
[32m[2024-05-28T07:55:28.271888Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-minimal" '/var/tmp/container_logs.txt'; echo 9QZux-$?-: ok[0m
[2024-05-28T07:55:28.272141Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pWXrIXyf", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:28.272337Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:28.272457Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/9QZux-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=30)
[2024-05-28T07:55:28.272766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:9QZux-\\d+-)", pattern="(?^u:9QZux-\\d+-)", buffer_size=undef, json_cmd_token="VUviUJni", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:28.273800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00111245900006907 seconds: 9QZux-0-[0m
[32m[2024-05-28T07:55:28.274044Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9QZux-\d+-): ok[0m
[2024-05-28T07:55:28.274141Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:28.274223Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:28.274306Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:28.274400Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:28.274715Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HabEwNXU", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:28.274796Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158842000018922 seconds: # [0m
[32m[2024-05-28T07:55:28.275031Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.275275Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="BgEGjoYG")
[2024-05-28T07:55:28.275603Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gyXPvbBL", text="; echo NBm8O-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:28.275789Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:28.275901Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-")
[2024-05-28T07:55:28.276241Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="nWBmCISJ")
[33m[2024-05-28T07:55:28.276320Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167483000041102 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:28.276564Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:28.276815Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wRrmpJnU", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:28.277007Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:28.277117Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NBm8O-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:28.277480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="SqrIMMJE", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:28.278082Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000682101999700535 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:28.278363Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:28.278461Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:28.278555Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:28.278637Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:28.278736Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:28.279104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xPIDNXNo", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:28.279188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171252999280114 seconds: # [0m
[32m[2024-05-28T07:55:28.279509Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.279814Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="UAHXpgWl", cmd="backend_type_string")
[2024-05-28T07:55:28.280198Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 82V74-\$?-", json_cmd_token="doMbYuWA", cmd="backend_type_string")
[2024-05-28T07:55:28.280385Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:28.280498Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 82V74-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=242)
[2024-05-28T07:55:28.280882Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 82V74-\$?-"
  ], buffer_size=242, json_cmd_token="YrXqMaLy", record_output=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 82V74-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:28.280969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000182013000085135 seconds: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 82V74-$?-[0m
[32m[2024-05-28T07:55:28.281215Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 82V74-$?-: ok[0m
[2024-05-28T07:55:28.281456Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="NleCVmlY", cmd="backend_type_string")
[2024-05-28T07:55:28.281635Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:28.281746Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/82V74-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:28.282050Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:82V74-\\d+-)", buffer_size=undef, json_cmd_token="UfzIaSxF", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:82V74-\\d+-)")
[33m[2024-05-28T07:55:28.282134Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016652299927955 seconds: 82V74-0-[0m
[32m[2024-05-28T07:55:28.282361Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:82V74-\d+-): ok[0m
[2024-05-28T07:55:28.282453Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:28.282527Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi9/ubi-micro with docker", result="ok")
[2024-05-28T07:55:28.282694Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:28.282797Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:28.282893Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:28.282991Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:28.283293Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="DqZtqHjB", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:28.283355Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148982000609976 seconds: # [0m
[32m[2024-05-28T07:55:28.283574Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.283809Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'", json_cmd_token="wszCMwUx")
[2024-05-28T07:55:28.284135Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CBdvKcMy", text="; echo w1Wt5-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:28.284319Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:28.284436Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'; echo w1Wt5-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=266, timeout=90)
[2024-05-28T07:55:28.284748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'; echo w1Wt5-\$?-", pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'; echo w1Wt5-\$?-"
  ], buffer_size=266, json_cmd_token="DkDapDsA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:28.284836Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000182712999958312 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'; echo w1Wt5-$?-[0m
[32m[2024-05-28T07:55:28.285072Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-micro | grep 'registry.access.redhat.com/ubi9/ubi-micro'; echo w1Wt5-$?-: ok[0m
[2024-05-28T07:55:28.285316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="cMFUciKt")
[2024-05-28T07:55:28.285509Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:28.285620Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/w1Wt5-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:28.285929Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="eogDZGEp", buffer_size=undef, pattern="(?^u:w1Wt5-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, regexp="(?^u:w1Wt5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:28.296553Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0106992630007881 seconds: w1Wt5-1-[0m
[32m[2024-05-28T07:55:28.296885Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:w1Wt5-\d+-): ok[0m
[2024-05-28T07:55:28.297047Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:28.297164Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro", timeout=423, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:28.297285Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:28.297409Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:28.297861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="YliyeTPP", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:28.297966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229643999773543 seconds: # [0m
[32m[2024-05-28T07:55:28.298251Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:28.298594Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro", json_cmd_token="HrLrImNx")
[2024-05-28T07:55:28.299053Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo fZxMR-\$?-", json_cmd_token="IGTkdItY")
[2024-05-28T07:55:28.299283Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:28.299432Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=194, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro; echo fZxMR-\$?-")
[2024-05-28T07:55:28.299872Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro; echo fZxMR-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="YmMYOpVs", buffer_size=194, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro; echo fZxMR-\$?-"
  ])
[33m[2024-05-28T07:55:28.299982Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238814000113052 seconds: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro; echo fZxMR-$?-[0m
[32m[2024-05-28T07:55:28.300263Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-micro; echo fZxMR-$?-: ok[0m
[2024-05-28T07:55:28.300547Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fKOZHugV")
[2024-05-28T07:55:28.300776Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:28.300911Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=423, buffer_size=undef, regexp=qr/fZxMR-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:28.301271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=423, regexp="(?^u:fZxMR-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="jLefAThx", buffer_size=undef, pattern="(?^u:fZxMR-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:30.051002Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 67 loops & 1.74974459699843 seconds: fZxMR-0-[0m
[32m[2024-05-28T07:55:30.052193Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:fZxMR-\d+-): ok[0m
[2024-05-28T07:55:30.052614Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.052864Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:30.053982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zcdreXWJ", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:30.054177Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000443758000983507 seconds: # [0m
[32m[2024-05-28T07:55:30.054767Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:30.054951Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.055070Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:30.055694Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="wfphsMZs")
[2024-05-28T07:55:30.056169Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.056366Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.057112Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ApOAnBxF", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:30.057267Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000335316000928287 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:30.057758Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:30.057925Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.058102Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:30.058831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="XlRXMDIA")
[33m[2024-05-28T07:55:30.058956Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000313815999106737 seconds: > [0m
[32m[2024-05-28T07:55:30.059443Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:30.060053Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TULBHScP", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:55:30.060496Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.060696Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_hZgU~")
[2024-05-28T07:55:30.061434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="SGbCjVLf", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~")
[33m[2024-05-28T07:55:30.061587Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000343096000506193 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:30.061943Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:30.062061Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.062185Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.062615Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="hZgU~-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="GpvEJMki", buffer_size=undef, pattern="hZgU~-0-")
[33m[2024-05-28T07:55:30.062734Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235323999731918 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:30.063009Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:30.063126Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.063239Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:30.063735Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="FqfTgaJr", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:30.063823Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000226733000090462 seconds: # [0m
[32m[2024-05-28T07:55:30.064127Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:30.064522Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="RYrHluCU")
[2024-05-28T07:55:30.064794Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.064916Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.065412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="yCotGkKf", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:30.065522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251473999014706 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:30.065821Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:30.065924Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:30.066030Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1)
[2024-05-28T07:55:30.066507Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="lSTBwMih", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:30.080394Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 25 loops & 0.0139753799994651 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:30.080881Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:30.081081Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:30.081222Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n3b63310310b9\n902dac56d843\n6d0ba73a6613\n5e22da79803c", result="ok")
[2024-05-28T07:55:30.081561Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.081720Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\"'", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:55:30.081892Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.082071Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.082660Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="mfPToojk", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:30.082793Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000290025000140304 seconds: # [0m
[32m[2024-05-28T07:55:30.083202Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:30.083656Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\"'", cmd="backend_type_string", json_cmd_token="XeOKbCQX")
[2024-05-28T07:55:30.084267Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo fK~82-\$?-", cmd="backend_type_string", json_cmd_token="StuWoIPe")
[2024-05-28T07:55:30.084607Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.084807Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=305, timeout=90, regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\"'; echo fK~82-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:30.085374Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\"'; echo fK~82-\$?-"
  ], buffer_size=305, json_cmd_token="RWTyteam", no_regex=1, record_output=undef, regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\"'; echo fK~82-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:30.085528Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000318934999086196 seconds: docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-micro"'; echo fK~82-$?-[0m
[32m[2024-05-28T07:55:30.085941Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi9/ubi-micro /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-micro"'; echo fK~82-$?-: ok[0m
[2024-05-28T07:55:30.086365Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YlHOvgAa")
[2024-05-28T07:55:30.086713Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.086873Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/fK~82-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:30.087192Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=300, regexp="(?^u:fK~82-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="qEtqKAyj", buffer_size=undef, pattern="(?^u:fK~82-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:30.170817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0836647229989467 seconds: fK~82-0-[0m
[32m[2024-05-28T07:55:30.171268Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:fK~82-\d+-): ok[0m
[2024-05-28T07:55:30.171468Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.171611Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:30.171772Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.171936Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:30.172498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AddwubJo", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:30.172629Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285354999505216 seconds: # [0m
[32m[2024-05-28T07:55:30.172948Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:30.173239Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rYiFQwcd", text="docker container start testing", cmd="backend_type_string")
[2024-05-28T07:55:30.173627Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="KfbFKvbt", cmd="backend_type_string")
[2024-05-28T07:55:30.173846Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.173985Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container start testing; echo tKbhY-\$?-", buffer_size=158, timeout=90)
[2024-05-28T07:55:30.174359Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker container start testing; echo tKbhY-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="QPMhLtrL")
[33m[2024-05-28T07:55:30.174460Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212543998713954 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:30.174733Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:30.175011Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ftPEglhU")
[2024-05-28T07:55:30.175239Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.175376Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.175739Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lJULnIFZ", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:30.730938Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.555215412001417 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:30.731609Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:30.731799Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:30.731905Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:30.732120Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.732227Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:30.732359Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.732482Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:30.733083Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="TZicvfXb", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:30.733193Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267585000983672 seconds: # [0m
[32m[2024-05-28T07:55:30.733515Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:30.733969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", cmd="backend_type_string", json_cmd_token="HQakLvwb")
[2024-05-28T07:55:30.734590Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", json_cmd_token="RjQESDpi", cmd="backend_type_string")
[2024-05-28T07:55:30.734898Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.735046Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:55:30.735504Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="nGSIFAMc", no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:30.735602Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211583001146209 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:30.735913Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:30.736223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EoXzHBqe", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:30.736470Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:30.736610Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:30.736951Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)", pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="hufnCLyd", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:31.150908Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.413948052000706 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:31.151544Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:31.151729Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:31.151833Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:31.152043Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.152159Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:31.152291Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.152417Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:31.152953Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="txgQqADx", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:31.153051Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242383999648155 seconds: # [0m
[32m[2024-05-28T07:55:31.153359Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.153732Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="OSSvXmFM")
[2024-05-28T07:55:31.154164Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo LKnws-\$?-", json_cmd_token="CClfSdVR")
[2024-05-28T07:55:31.154397Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.154540Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[2024-05-28T07:55:31.154931Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="Mencpwkn", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ])
[33m[2024-05-28T07:55:31.155030Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213243998587132 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:31.155371Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:31.155763Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aiZYRdJo", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:31.156110Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.156346Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/LKnws-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:31.156890Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="spFdaLfa", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:31.169136Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0124395940001705 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:31.169416Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:31.169545Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.169636Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:31.169737Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.169854Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:31.170243Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CfJFZcCr", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:31.170336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204402998861042 seconds: # [0m
[32m[2024-05-28T07:55:31.170613Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.171037Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", cmd="backend_type_string", json_cmd_token="uuFDSwvk")
[2024-05-28T07:55:31.171663Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="xOAYkMnf")
[2024-05-28T07:55:31.171930Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.172078Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:31.172467Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="doWfgChf", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-")
[33m[2024-05-28T07:55:31.172562Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208362998819211 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:31.172848Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:31.173172Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="Celbuqet")
[2024-05-28T07:55:31.173412Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:31.173548Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/jxDgA-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:31.173915Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="VrajFvQj", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:55:31.192191Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0183474440000282 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:31.192508Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:31.192638Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:31.192752Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:31.192860Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:31.192982Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:31.193369Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DTMrZnAi", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:31.193459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199292999241152 seconds: # [0m
[32m[2024-05-28T07:55:31.193738Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.194121Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jLFTGKnD", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:31.194635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="wfXcnLUt", cmd="backend_type_string")
[2024-05-28T07:55:31.194886Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:31.195021Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=175, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[2024-05-28T07:55:31.195395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, record_output=undef, json_cmd_token="aYXYLJru", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:31.195499Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214334000702365 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:31.195771Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:31.196061Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="alQdjJEf")
[2024-05-28T07:55:31.196285Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:31.196419Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/oWo0H-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:31.196873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:oWo0H-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="xDotddRg", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:31.198871Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00207467600012023 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:31.199150Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:31.199270Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:31.199380Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:31.199484Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:31.199604Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:31.199941Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xyCAZzjO")
[33m[2024-05-28T07:55:31.200021Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162502999955905 seconds: # [0m
[32m[2024-05-28T07:55:31.200256Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.200505Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="fmQCtjxb")
[2024-05-28T07:55:31.200848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Q2qL-\$?-", json_cmd_token="QWFptuSz", cmd="backend_type_string")
[2024-05-28T07:55:31.201023Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:31.201144Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=221, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\" '/var/tmp/container_logs.txt'; echo 0Q2qL-\$?-")
[2024-05-28T07:55:31.201476Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\" '/var/tmp/container_logs.txt'; echo 0Q2qL-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-micro\" '/var/tmp/container_logs.txt'; echo 0Q2qL-\$?-"
  ], buffer_size=221, json_cmd_token="QTgbQzIQ")
[33m[2024-05-28T07:55:31.201555Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171263000083854 seconds: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-micro" '/var/tmp/container_logs.txt'; echo 0Q2qL-$?-[0m
[32m[2024-05-28T07:55:31.201788Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-micro" '/var/tmp/container_logs.txt'; echo 0Q2qL-$?-: ok[0m
[2024-05-28T07:55:31.202027Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fSusdvEc")
[2024-05-28T07:55:31.202276Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:31.202454Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Q2qL-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:31.202794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:0Q2qL-\\d+-)", buffer_size=undef, json_cmd_token="TTVxJlbZ", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0Q2qL-\\d+-)")
[33m[2024-05-28T07:55:31.203658Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000951276000705548 seconds: 0Q2qL-0-[0m
[32m[2024-05-28T07:55:31.203901Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Q2qL-\d+-): ok[0m
[2024-05-28T07:55:31.204011Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:31.204097Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:31.204185Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:31.204281Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:31.204603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="Ekxwtses", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:31.204686Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173152999195736 seconds: # [0m
[32m[2024-05-28T07:55:31.204927Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.205176Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", json_cmd_token="JWITpXfM", cmd="backend_type_string")
[2024-05-28T07:55:31.205516Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", cmd="backend_type_string", json_cmd_token="XMYSKWJy")
[2024-05-28T07:55:31.205694Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:31.205803Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-")
[2024-05-28T07:55:31.206118Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="DGhTGyeE", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:31.206193Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165662999279448 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:31.206424Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:31.206664Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ZctLjvsv")
[2024-05-28T07:55:31.206850Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:31.206960Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NBm8O-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:31.207267Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="DsiTJZHr", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:31.207892Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000704512000083923 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:31.208138Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:31.208237Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:31.208327Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:31.208408Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:31.208502Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:55:31.208828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JfbjehNw", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:31.208902Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159452998559573 seconds: # [0m
[32m[2024-05-28T07:55:31.209140Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.209385Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="cAwUAMaN")
[2024-05-28T07:55:31.209713Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo JMvGC-\$?-", json_cmd_token="LGtOBOTu")
[2024-05-28T07:55:31.209886Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:31.209997Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo JMvGC-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=240, timeout=90)
[2024-05-28T07:55:31.210315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo JMvGC-\$?-", pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo JMvGC-\$?-"
  ], buffer_size=240, json_cmd_token="DZpwvsUm", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:31.210399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000176202998773078 seconds: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo JMvGC-$?-[0m
[32m[2024-05-28T07:55:31.210633Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-micro:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo JMvGC-$?-: ok[0m
[2024-05-28T07:55:31.210873Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="jZhoCvEw")
[2024-05-28T07:55:31.211053Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:31.211165Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/JMvGC-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:31.211481Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:JMvGC-\\d+-)", buffer_size=undef, json_cmd_token="HqHkITPn", record_output=undef, no_regex=0, regexp="(?^u:JMvGC-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:31.211563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016422299995611 seconds: JMvGC-0-[0m
[32m[2024-05-28T07:55:31.211794Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JMvGC-\d+-): ok[0m
[2024-05-28T07:55:31.211884Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:31.211955Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi9/ubi-init with docker", result="ok")
[2024-05-28T07:55:31.212131Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:31.212235Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:31.212331Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:31.212427Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:31.212746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="HInnMyIf", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:31.212808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150382998981513 seconds: # [0m
[32m[2024-05-28T07:55:31.213037Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.213287Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SSucYWgw", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'", cmd="backend_type_string")
[2024-05-28T07:55:31.213614Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo U6DYi-\$?-", json_cmd_token="WqUlbqtM")
[2024-05-28T07:55:31.213797Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:31.213911Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'; echo U6DYi-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=264, timeout=90)
[2024-05-28T07:55:31.214236Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'; echo U6DYi-\$?-"
  ], buffer_size=264, json_cmd_token="JopjuDMy", no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'; echo U6DYi-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:31.214326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000182472998858429 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'; echo U6DYi-$?-[0m
[32m[2024-05-28T07:55:31.214560Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi9/ubi-init | grep 'registry.access.redhat.com/ubi9/ubi-init'; echo U6DYi-$?-: ok[0m
[2024-05-28T07:55:31.214797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ElwygfdB")
[2024-05-28T07:55:31.214989Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:31.215110Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/U6DYi-\d+-/u)
[2024-05-28T07:55:31.215415Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:U6DYi-\\d+-)", buffer_size=undef, json_cmd_token="hYTwvSpo", record_output=undef, no_regex=0, regexp="(?^u:U6DYi-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:31.225719Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0103638780001347 seconds: U6DYi-1-[0m
[32m[2024-05-28T07:55:31.226029Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U6DYi-\d+-): ok[0m
[2024-05-28T07:55:31.226188Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:31.226302Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init", quiet=undef, output="", timeout=423, die_on_timeout=1)
[2024-05-28T07:55:31.226419Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:31.226537Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:31.226910Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oxAEMVGI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:31.227Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197783001567586 seconds: # [0m
[32m[2024-05-28T07:55:31.227273Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:31.227557Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init", cmd="backend_type_string", json_cmd_token="SYRErjfg")
[2024-05-28T07:55:31.227987Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo g38og-\$?-", json_cmd_token="lSrqNBfI")
[2024-05-28T07:55:31.228301Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:31.228482Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=193, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init; echo g38og-\$?-")
[2024-05-28T07:55:31.228954Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init; echo g38og-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="parxuWzG", buffer_size=193, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init; echo g38og-\$?-"
  ])
[33m[2024-05-28T07:55:31.229048Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216463000469957 seconds: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init; echo g38og-$?-[0m
[32m[2024-05-28T07:55:31.229318Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi9/ubi-init; echo g38og-$?-: ok[0m
[2024-05-28T07:55:31.229592Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="bmeAYqvB")
[2024-05-28T07:55:31.229849Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:31.230042Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, regexp=qr/g38og-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:31.230528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=423, regexp="(?^u:g38og-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="nlLBiFkI", buffer_size=undef, pattern="(?^u:g38og-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:34.300797Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 74 loops & 3.07033625000076 seconds: g38og-0-[0m
[32m[2024-05-28T07:55:34.301565Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:g38og-\d+-): ok[0m
[2024-05-28T07:55:34.301819Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.301947Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:34.302572Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="GYRaNUIv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:34.302672Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264334999883431 seconds: # [0m
[32m[2024-05-28T07:55:34.302987Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:34.303079Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.303141Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:34.303526Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PeRFVkRV", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:55:34.303801Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.303917Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:55:34.304395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="gKsSgRye", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:34.304493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225703999603866 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:34.304803Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:34.304903Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.305006Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> ")
[2024-05-28T07:55:34.305464Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="ovXexZEx")
[33m[2024-05-28T07:55:34.305539Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000189652999324608 seconds: > [0m
[32m[2024-05-28T07:55:34.305839Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:34.306191Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="VyikUwFj")
[2024-05-28T07:55:34.306406Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.306516Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:34.306910Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="mpPAnTTt", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:34.307001Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197913001102279 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:34.307244Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:34.307342Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.307447Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="hZgU~-0-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:55:34.307825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="uZYPWjAa", no_regex=0, record_output=undef, regexp="hZgU~-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:34.308168Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000446688000010909 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:34.308397Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:34.308498Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.308599Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:34.308926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="eOyibBDL", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:34.308998Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161422000019229 seconds: # [0m
[32m[2024-05-28T07:55:34.309223Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:34.309490Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="ETWSPNEH", cmd="backend_type_string")
[2024-05-28T07:55:34.309680Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.309791Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:34.310128Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="VncPZrFc", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:34.310205Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168643000506563 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:34.310429Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:34.310530Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:34.310636Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:55:34.310965Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="xsmITuCx", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[33m[2024-05-28T07:55:34.325122Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 28 loops & 0.0142209530004038 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:34.325456Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:34.325604Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:34.325706Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\n6d0ba73a6613\n5e22da79803c", result="ok")
[2024-05-28T07:55:34.325941Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.326060Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:34.326184Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.326315Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:55:34.326732Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ebdcBsPq", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:34.326824Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208424000447849 seconds: # [0m
[32m[2024-05-28T07:55:34.327188Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:34.327616Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\"'", cmd="backend_type_string", json_cmd_token="TyIywaUd")
[2024-05-28T07:55:34.328173Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo zEE__-\$?-", json_cmd_token="pAESfDFf", cmd="backend_type_string")
[2024-05-28T07:55:34.328470Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.328672Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\"'; echo zEE__-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=303, timeout=90)
[2024-05-28T07:55:34.329137Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\"'; echo zEE__-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="TgGmNKzP", buffer_size=303, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\"'; echo zEE__-\$?-"
  ])
[33m[2024-05-28T07:55:34.329246Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000229364000915666 seconds: docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-init"'; echo zEE__-$?-[0m
[32m[2024-05-28T07:55:34.329519Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi9/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi9/ubi-init"'; echo zEE__-$?-: ok[0m
[2024-05-28T07:55:34.329810Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WZdhshpj", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:34.330036Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.330182Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/zEE__-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:34.330559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:zEE__-\\d+-)", pattern="(?^u:zEE__-\\d+-)", buffer_size=undef, json_cmd_token="QbqqmjWR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:34.413627Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0831083140001283 seconds: zEE__-0-[0m
[32m[2024-05-28T07:55:34.414244Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:zEE__-\d+-): ok[0m
[2024-05-28T07:55:34.414501Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.414681Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:34.414881Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.415083Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:34.415792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DYzoaGbX", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:34.415950Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000353396000718931 seconds: # [0m
[32m[2024-05-28T07:55:34.416428Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:34.416954Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jOxoxmJH", text="docker container start testing", cmd="backend_type_string")
[2024-05-28T07:55:34.417621Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wCBzRawF", text="; echo tKbhY-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:34.417971Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.418203Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker container start testing; echo tKbhY-\$?-", buffer_size=158, timeout=90)
[2024-05-28T07:55:34.418850Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xEuFtGQH", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:34.419009Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000345295999068185 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:34.419452Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:34.419931Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nhwZTBRz", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:34.420318Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:34.420549Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/tKbhY-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:34.421166Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ofDvcHCN", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:35.046944Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.625930932999836 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:35.047445Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:35.047615Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:35.047723Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:35.047913Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.048025Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:35.048151Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.048270Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:35.048801Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="dMovPhtp", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:35.048910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252063999141683 seconds: # [0m
[32m[2024-05-28T07:55:35.049244Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.049591Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="HOcWSDCN", cmd="backend_type_string")
[2024-05-28T07:55:35.049992Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="FxvcOoDn")
[2024-05-28T07:55:35.050206Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.050345Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker wait testing; echo OCuz7-\$?-", buffer_size=147, timeout=90)
[2024-05-28T07:55:35.050696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TnarPvup", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:35.050934Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000328186000842834 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:35.051206Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:35.051473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zYyUyEHi")
[2024-05-28T07:55:35.051696Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.051830Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:35.052162Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="WjOQGRka", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:OCuz7-\\d+-)")
[33m[2024-05-28T07:55:35.478294Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.426139051000064 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:35.478853Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:35.479077Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:35.479247Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:35.479519Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.479669Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:35.479846Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.480032Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:55:35.480880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="pnirhiDS", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:35.481046Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000407376999646658 seconds: # [0m
[32m[2024-05-28T07:55:35.481482Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.481941Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="YdNxIpri")
[2024-05-28T07:55:35.482524Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="vxTlGXTS")
[2024-05-28T07:55:35.482826Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.482999Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[2024-05-28T07:55:35.483406Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="kohZEFSS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-")
[33m[2024-05-28T07:55:35.483503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215124000533251 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:35.483771Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:35.484080Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SeGFalPa", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:35.484313Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.484448Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/LKnws-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:35.484834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:LKnws-\\d+-)", pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="HlEFMuhy", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:35.497959Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0131960960006836 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:35.498436Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:35.498628Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.498769Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:35.498932Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.499129Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:35.499738Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ORPkbhOk", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:35.499871Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000286275000689784 seconds: # [0m
[32m[2024-05-28T07:55:35.500373Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.500904Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", json_cmd_token="puXpCsDf", cmd="backend_type_string")
[2024-05-28T07:55:35.501640Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="rziHHeSa")
[2024-05-28T07:55:35.502026Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.502247Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f testing; echo jxDgA-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=148, timeout=90)
[2024-05-28T07:55:35.502908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="PJOAhmzg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-")
[33m[2024-05-28T07:55:35.503067Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000351896000211127 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:35.503544Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:35.504045Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="cUIMrZEl", cmd="backend_type_string")
[2024-05-28T07:55:35.504479Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:35.504701Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:35.505347Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vmAiiSTU", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:35.518800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0136163030001626 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:35.519172Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:35.519307Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:35.519447Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:35.519581Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:35.519737Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:55:35.520231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="MeZNWXQY")
[33m[2024-05-28T07:55:35.520346Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235604000408784 seconds: # [0m
[32m[2024-05-28T07:55:35.520651Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.520962Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iUcdNFYK", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:35.521371Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="SHnahald")
[2024-05-28T07:55:35.521588Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:35.521727Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", buffer_size=175, timeout=90)
[2024-05-28T07:55:35.522110Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="xAABMoye", record_output=undef, no_regex=1, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:35.522212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207712999326759 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:35.522491Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:35.522774Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KqdtfOlk", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:35.523069Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:35.523291Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:35.523886Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qtrzEryl", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, regexp="(?^u:oWo0H-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:35.525663Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00196760400103813 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:35.525913Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:35.526019Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:35.526138Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:35.526248Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:35.526377Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:35.526796Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UoJTAblH", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:35.526874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166292998983408 seconds: # [0m
[32m[2024-05-28T07:55:35.527125Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.527398Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="kYPGZCyc")
[2024-05-28T07:55:35.527752Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 8hI1n-\$?-", json_cmd_token="XssUnSPw")
[2024-05-28T07:55:35.527932Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:35.528051Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\" '/var/tmp/container_logs.txt'; echo 8hI1n-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=220, timeout=90)
[2024-05-28T07:55:35.528398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\" '/var/tmp/container_logs.txt'; echo 8hI1n-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi9/ubi-init\" '/var/tmp/container_logs.txt'; echo 8hI1n-\$?-"
  ], buffer_size=220, json_cmd_token="XaSoSWur")
[33m[2024-05-28T07:55:35.528478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177353000253788 seconds: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-init" '/var/tmp/container_logs.txt'; echo 8hI1n-$?-[0m
[32m[2024-05-28T07:55:35.528718Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi9/ubi-init" '/var/tmp/container_logs.txt'; echo 8hI1n-$?-: ok[0m
[2024-05-28T07:55:35.528963Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="aGRcFSzd")
[2024-05-28T07:55:35.529155Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:35.529264Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/8hI1n-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:35.529579Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:8hI1n-\\d+-)", pattern="(?^u:8hI1n-\\d+-)", buffer_size=undef, json_cmd_token="zGOYWBPT", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:35.530860Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00135447299908265 seconds: 8hI1n-0-[0m
[32m[2024-05-28T07:55:35.531118Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:8hI1n-\d+-): ok[0m
[2024-05-28T07:55:35.531216Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:35.531298Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:35.531383Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:35.531480Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:35.531803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="aIHInvvt", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:35.531878Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160531999426894 seconds: # [0m
[32m[2024-05-28T07:55:35.532121Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.532370Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kNWZMcru", text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string")
[2024-05-28T07:55:35.532702Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", cmd="backend_type_string", json_cmd_token="JDMtWVBQ")
[2024-05-28T07:55:35.532891Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:35.533001Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=161, timeout=90)
[2024-05-28T07:55:35.533317Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, no_regex=1, json_cmd_token="bBQrpKbX", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:35.533394Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164802000654163 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:35.533628Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:35.533873Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DMBrrIMU", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:35.534061Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:35.534174Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NBm8O-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:35.534485Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="ZadWRNxY", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)")
[33m[2024-05-28T07:55:35.535269Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000862085000335355 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:35.535505Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:35.535604Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:35.535696Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:35.535778Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:35.535875Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:35.536223Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="yLsWBWLN", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:35.536300Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016454300020996 seconds: # [0m
[32m[2024-05-28T07:55:35.536541Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.536792Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="uyiVvCBa")
[2024-05-28T07:55:35.537130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo I80tV-\$?-", json_cmd_token="pFelhZnH")
[2024-05-28T07:55:35.537304Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:35.537417Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=239, regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo I80tV-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:35.537769Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="TsUzoVlg", buffer_size=239, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo I80tV-\$?-"
  ], regexp="echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo I80tV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:35.537854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000177633000930655 seconds: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo I80tV-$?-[0m
[32m[2024-05-28T07:55:35.538094Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi9/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo I80tV-$?-: ok[0m
[2024-05-28T07:55:35.538338Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ijkmVyVN")
[2024-05-28T07:55:35.538520Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:35.538629Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/I80tV-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:35.538947Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:I80tV-\\d+-)", buffer_size=undef, json_cmd_token="EsYxzwer", record_output=undef, no_regex=0, regexp="(?^u:I80tV-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:35.539030Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016297299953294 seconds: I80tV-0-[0m
[32m[2024-05-28T07:55:35.539263Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:I80tV-\d+-): ok[0m
[2024-05-28T07:55:35.539354Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:35.539426Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing 3.126.238.126:5000/library/ubuntu with docker", result="ok")
[2024-05-28T07:55:35.539593Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:35.539689Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:35.539784Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:35.539892Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:35.540286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="msHcBnJp", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:35.540362Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000193403999219299 seconds: # [0m
[32m[2024-05-28T07:55:35.540626Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.540890Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'", cmd="backend_type_string", json_cmd_token="zlrFIafp")
[2024-05-28T07:55:35.541219Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ILviRHlp", text="; echo wKcGc-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:35.541403Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:35.541518Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'; echo wKcGc-\$?-", timeout=90, buffer_size=250)
[2024-05-28T07:55:35.541844Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'; echo wKcGc-\$?-", no_regex=1, record_output=undef, json_cmd_token="QDPEuoHM", buffer_size=250, pattern=[
    "docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'; echo wKcGc-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:35.541931Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000182712999958312 seconds: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'; echo wKcGc-$?-[0m
[32m[2024-05-28T07:55:35.542167Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/ubuntu | grep '3.126.238.126:5000/library/ubuntu'; echo wKcGc-$?-: ok[0m
[2024-05-28T07:55:35.542408Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AyrKIJZg", cmd="backend_type_string")
[2024-05-28T07:55:35.542602Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:35.542715Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/wKcGc-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:35.543042Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:wKcGc-\\d+-)", pattern="(?^u:wKcGc-\\d+-)", buffer_size=undef, json_cmd_token="DBDNxrER", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:35.554171Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0112008719988808 seconds: wKcGc-1-[0m
[32m[2024-05-28T07:55:35.554444Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wKcGc-\d+-): ok[0m
[2024-05-28T07:55:35.554576Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:35.554669Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull 3.126.238.126:5000/library/ubuntu", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:55:35.554766Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:35.554865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:55:35.555199Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FMTlVIfK", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:35.555273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164052000400261 seconds: # [0m
[32m[2024-05-28T07:55:35.555523Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:35.555871Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull 3.126.238.126:5000/library/ubuntu", cmd="backend_type_string", json_cmd_token="RWhiQDDE")
[2024-05-28T07:55:35.556325Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PoJzWBVs", text="; echo PPUhM-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:35.556558Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:35.556710Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=186, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="timeout  420 docker pull 3.126.238.126:5000/library/ubuntu; echo PPUhM-\$?-")
[2024-05-28T07:55:35.557173Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "timeout  420 docker pull 3.126.238.126:5000/library/ubuntu; echo PPUhM-\$?-"
  ], buffer_size=186, json_cmd_token="UCoZnDTh", record_output=undef, no_regex=1, regexp="timeout  420 docker pull 3.126.238.126:5000/library/ubuntu; echo PPUhM-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:35.557327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000311565001538838 seconds: timeout  420 docker pull 3.126.238.126:5000/library/ubuntu; echo PPUhM-$?-[0m
[32m[2024-05-28T07:55:35.557741Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull 3.126.238.126:5000/library/ubuntu; echo PPUhM-$?-: ok[0m
[2024-05-28T07:55:35.558156Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RSwqYvyk", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:35.558483Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:35.558675Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=423, buffer_size=undef, regexp=qr/PPUhM-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:35.559204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:PPUhM-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=423, quiet=undef, expect_not_found=0, json_cmd_token="rGBISslw", buffer_size=undef, pattern="(?^u:PPUhM-\\d+-)")
[33m[2024-05-28T07:55:37.484095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 123 loops & 1.92497469800037 seconds: PPUhM-0-[0m
[32m[2024-05-28T07:55:37.484880Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PPUhM-\d+-): ok[0m
[2024-05-28T07:55:37.485126Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.485271Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:37.485885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cdTlpyIP")
[33m[2024-05-28T07:55:37.485995Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264285001321696 seconds: # [0m
[32m[2024-05-28T07:55:37.486414Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:37.486534Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.486603Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:37.487052Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="tHMHNGjC")
[2024-05-28T07:55:37.487414Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.487585Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:37.488150Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="xltRsdoG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[33m[2024-05-28T07:55:37.488262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263975000052596 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:37.488668Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:37.488806Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.488946Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:37.489476Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="lQGKkxUS", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:55:37.489565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000213933999475557 seconds: > [0m
[32m[2024-05-28T07:55:37.489918Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:37.490295Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="XxqUmNEj")
[2024-05-28T07:55:37.490590Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.490749Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_hZgU~", buffer_size=undef, timeout=90)
[2024-05-28T07:55:37.491219Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pjedrYHJ", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:37.491324Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229123999815783 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:37.491675Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:37.491810Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.491950Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="hZgU~-0-")
[2024-05-28T07:55:37.492422Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="SwdAVHhj", record_output=undef, no_regex=0, regexp="hZgU~-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:37.492541Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235203999181977 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:37.492885Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:37.493028Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.493167Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:37.493575Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IhXMAGYa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:37.493648Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000173132999407244 seconds: # [0m
[32m[2024-05-28T07:55:37.493979Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:37.494423Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KoEjmaOT", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:55:37.494713Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.494870Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:37.495286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LBxXllQL", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:37.495384Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202134000574006 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:37.495669Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:37.495781Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:37.495893Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:37.496256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, json_cmd_token="poErRAnG", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:37.512012Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 30 loops & 0.0158056510008464 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:37.512429Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:37.512575Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:37.512680Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\nbf3dc08bfed0\n6d0ba73a6613\n5e22da79803c", result="ok")
[2024-05-28T07:55:37.512916Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.513030Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/ubuntu\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:55:37.513150Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.513272Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:37.513768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="iVzEycIh", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:37.513874Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226124000619166 seconds: # [0m
[32m[2024-05-28T07:55:37.514213Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:37.514548Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vSWEWZFk", text="docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/ubuntu\"'", cmd="backend_type_string")
[2024-05-28T07:55:37.515070Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VPsNIlOZ", text="; echo 38EsN-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:37.515352Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.515520Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=289, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/ubuntu\"'; echo 38EsN-\$?-")
[2024-05-28T07:55:37.515973Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/ubuntu\"'; echo 38EsN-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/ubuntu\"'; echo 38EsN-\$?-"
  ], buffer_size=289, json_cmd_token="uSRmtcBx")
[33m[2024-05-28T07:55:37.516103Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000250524999501067 seconds: docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/ubuntu"'; echo 38EsN-$?-[0m
[32m[2024-05-28T07:55:37.516448Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing 3.126.238.126:5000/library/ubuntu /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/ubuntu"'; echo 38EsN-$?-: ok[0m
[2024-05-28T07:55:37.516754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tpWreLRW", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:37.517002Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.517148Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/38EsN-\d+-/u)
[2024-05-28T07:55:37.517526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:38EsN-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300, expect_not_found=0, quiet=undef, json_cmd_token="SOYoIMrm", buffer_size=undef, pattern="(?^u:38EsN-\\d+-)")
[33m[2024-05-28T07:55:37.623160Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.105711040001552 seconds: 38EsN-0-[0m
[32m[2024-05-28T07:55:37.623569Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:38EsN-\d+-): ok[0m
[2024-05-28T07:55:37.623724Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.623834Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:37.623954Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.624090Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:55:37.624586Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="diVKzoNA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:37.624684Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228094000704004 seconds: # [0m
[32m[2024-05-28T07:55:37.625026Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:37.625401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", json_cmd_token="hRuepaaP", cmd="backend_type_string")
[2024-05-28T07:55:37.625869Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SaafHkvT", text="; echo tKbhY-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:37.626091Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.626231Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=158, regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:37.626623Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], buffer_size=158, json_cmd_token="bWaJMTGj", no_regex=1, record_output=undef, regexp="docker container start testing; echo tKbhY-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:37.626714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205292999453377 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:37.626986Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:37.627274Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XLlOBaBS")
[2024-05-28T07:55:37.627501Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:37.627645Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/tKbhY-\d+-/u)
[2024-05-28T07:55:37.628022Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="fRalnmoe", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)")
[33m[2024-05-28T07:55:38.210245Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.582302955999694 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:38.210655Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:38.210790Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:38.210886Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:38.211070Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.211173Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:38.211292Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.211413Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:38.211901Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="LfkbQiWn", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:38.212016Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230573999942862 seconds: # [0m
[32m[2024-05-28T07:55:38.212369Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.212749Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="PjFQjlbj", cmd="backend_type_string")
[2024-05-28T07:55:38.213281Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="SJKAFshe")
[2024-05-28T07:55:38.213568Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.213735Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=147, timeout=90)
[2024-05-28T07:55:38.214210Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="QaLnQYzs", record_output=undef, no_regex=1, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:38.214319Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235683999562752 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:38.214660Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:38.215022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="huEjFsIB")
[2024-05-28T07:55:38.215329Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.215487Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/OCuz7-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:38.215965Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:OCuz7-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="xlGeiCwL", buffer_size=undef, pattern="(?^u:OCuz7-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:38.636295Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.420364261000941 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:38.636993Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:38.637186Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:38.637289Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:38.637490Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.637594Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:38.637722Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.637846Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:38.638424Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DEFFueFP", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:38.638522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253324000368593 seconds: # [0m
[32m[2024-05-28T07:55:38.638809Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.639121Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="uSKLyziI", cmd="backend_type_string")
[2024-05-28T07:55:38.639540Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo LKnws-\$?-", json_cmd_token="OLmOmzMX")
[2024-05-28T07:55:38.639754Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.639894Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:38.640309Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="wiOlONFx")
[33m[2024-05-28T07:55:38.640402Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207563000003574 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:38.640698Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:38.640993Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="EypsKBLs")
[2024-05-28T07:55:38.641226Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.641360Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/LKnws-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:38.641747Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HeMFrBEQ", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:55:38.654569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0129160119995504 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:38.654899Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:38.655040Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.655148Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:38.655265Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.655384Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:55:38.655783Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="WaHnapiJ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:38.655869Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200043999939226 seconds: # [0m
[32m[2024-05-28T07:55:38.656171Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.656494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QmrzFZyM", text="docker rm -f testing", cmd="backend_type_string")
[2024-05-28T07:55:38.656917Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", json_cmd_token="oiVWQTbp", cmd="backend_type_string")
[2024-05-28T07:55:38.657141Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.657276Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=148, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-")
[2024-05-28T07:55:38.657678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", no_regex=1, record_output=undef, json_cmd_token="eTpZPQmq", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:38.657768Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196062999748392 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:38.658045Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:38.658340Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="PjDFgKzw")
[2024-05-28T07:55:38.658567Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:38.658698Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:38.659089Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="hiAVKrJx", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:38.671615Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0126136770013545 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:38.671940Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:38.672084Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:38.672198Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:38.672300Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:38.672415Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:38.672814Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tHLyfDSP", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:38.672901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019706399871211 seconds: # [0m
[32m[2024-05-28T07:55:38.673178Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.673466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="AYvDQuxJ")
[2024-05-28T07:55:38.673840Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", json_cmd_token="yJbGsjCi", cmd="backend_type_string")
[2024-05-28T07:55:38.674036Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:38.674169Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=175, timeout=90)
[2024-05-28T07:55:38.674542Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="PMfYpvNz", buffer_size=175, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ])
[33m[2024-05-28T07:55:38.674630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199982998310588 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:38.674893Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:38.675266Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xtRfMuqt")
[2024-05-28T07:55:38.675476Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:38.675616Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/oWo0H-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:55:38.675978Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:oWo0H-\\d+-)", buffer_size=undef, json_cmd_token="GsacklqS", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:55:38.678098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00221233800039045 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:38.678376Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:38.678491Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:38.678601Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from 3.126.238.126:5000/library/ubuntu\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:38.678702Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:38.678821Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:38.679188Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SjWyPcSC", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:38.679271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188652998986072 seconds: # [0m
[32m[2024-05-28T07:55:38.679530Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.679812Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from 3.126.238.126:5000/library/ubuntu\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="XeHmSEIM")
[2024-05-28T07:55:38.680205Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo rhubN-\$?-", cmd="backend_type_string", json_cmd_token="FOFFJBLH")
[2024-05-28T07:55:38.680419Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:38.680557Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/ubuntu\" '/var/tmp/container_logs.txt'; echo rhubN-\$?-", timeout=90, buffer_size=213)
[2024-05-28T07:55:38.680931Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/ubuntu\" '/var/tmp/container_logs.txt'; echo rhubN-\$?-", no_regex=1, record_output=undef, json_cmd_token="bMjIDCWh", buffer_size=213, pattern=[
    "grep \"Heartbeat from 3.126.238.126:5000/library/ubuntu\" '/var/tmp/container_logs.txt'; echo rhubN-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:38.681022Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200774000404635 seconds: grep "Heartbeat from 3.126.238.126:5000/library/ubuntu" '/var/tmp/container_logs.txt'; echo rhubN-$?-[0m
[32m[2024-05-28T07:55:38.681272Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from 3.126.238.126:5000/library/ubuntu" '/var/tmp/container_logs.txt'; echo rhubN-$?-: ok[0m
[2024-05-28T07:55:38.681537Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="rCxYwcbC")
[2024-05-28T07:55:38.681726Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:38.681835Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/rhubN-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:55:38.682180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="VcPBVcUE", buffer_size=undef, pattern="(?^u:rhubN-\\d+-)", regexp="(?^u:rhubN-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:55:38.683142Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00105759800135274 seconds: rhubN-0-[0m
[32m[2024-05-28T07:55:38.683401Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rhubN-\d+-): ok[0m
[2024-05-28T07:55:38.683495Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:38.683575Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:38.683658Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:38.683754Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:55:38.684159Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="iHwfQuKr", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:38.684246Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195463000636664 seconds: # [0m
[32m[2024-05-28T07:55:38.684500Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.684805Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="tzQDnsDi")
[2024-05-28T07:55:38.685174Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NBm8O-\$?-", json_cmd_token="HmjvKVUD", cmd="backend_type_string")
[2024-05-28T07:55:38.685385Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:38.685494Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, buffer_size=161)
[2024-05-28T07:55:38.685854Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="YqtSqsWR", buffer_size=161, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ])
[33m[2024-05-28T07:55:38.685949Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200492999283597 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:38.686192Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:38.686458Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="NOpwtyRq")
[2024-05-28T07:55:38.686655Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:38.686765Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/NBm8O-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:38.687157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="XAefUIwl", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:38.687695Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000640111000393517 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:38.687938Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:38.688044Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:38.688140Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:38.688222Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:38.688319Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:38.688650Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jUobWkBS")
[33m[2024-05-28T07:55:38.688721Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155992998770671 seconds: # [0m
[32m[2024-05-28T07:55:38.688963Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.689224Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XKEeggst", text="echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:55:38.689572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 6Sp3Z-\$?-", json_cmd_token="jxAznPVS", cmd="backend_type_string")
[2024-05-28T07:55:38.689746Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:38.689859Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 6Sp3Z-\$?-", buffer_size=232, timeout=90)
[2024-05-28T07:55:38.690197Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 6Sp3Z-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="lEBkVirW", buffer_size=232, pattern=[
    "echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 6Sp3Z-\$?-"
  ])
[33m[2024-05-28T07:55:38.690276Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000168952999956673 seconds: echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 6Sp3Z-$?-[0m
[32m[2024-05-28T07:55:38.690514Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - 3.126.238.126:5000/library/ubuntu:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo 6Sp3Z-$?-: ok[0m
[2024-05-28T07:55:38.690759Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IhcXYbkA", cmd="backend_type_string")
[2024-05-28T07:55:38.690945Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:38.691055Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/6Sp3Z-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:38.691395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:6Sp3Z-\\d+-)", buffer_size=undef, json_cmd_token="WdTndenf", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:6Sp3Z-\\d+-)")
[33m[2024-05-28T07:55:38.691475Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155751999045606 seconds: 6Sp3Z-0-[0m
[32m[2024-05-28T07:55:38.691907Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:6Sp3Z-\d+-): ok[0m
[2024-05-28T07:55:38.692057Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:38.692174Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing 3.126.238.126:5000/library/centos with docker", result="ok")
[2024-05-28T07:55:38.692420Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:38.692571Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:38.692725Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:38.692874Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:38.693250Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LhvmbCOb", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:38.693316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149892999615986 seconds: # [0m
[32m[2024-05-28T07:55:38.693609Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.693901Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'", json_cmd_token="YASFSrRc", cmd="backend_type_string")
[2024-05-28T07:55:38.694262Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jEJAB-\$?-", cmd="backend_type_string", json_cmd_token="kdINqiWC")
[2024-05-28T07:55:38.694457Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:38.694579Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=250, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'; echo jEJAB-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:38.694930Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'; echo jEJAB-\$?-", pattern=[
    "docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'; echo jEJAB-\$?-"
  ], buffer_size=250, json_cmd_token="TxUGCglF", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:38.695014Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000176423000084469 seconds: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'; echo jEJAB-$?-[0m
[32m[2024-05-28T07:55:38.695330Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' 3.126.238.126:5000/library/centos | grep '3.126.238.126:5000/library/centos'; echo jEJAB-$?-: ok[0m
[2024-05-28T07:55:38.695597Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="qijOFoTk")
[2024-05-28T07:55:38.695843Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:38.696019Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/jEJAB-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:55:38.696358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tSmcweuG", buffer_size=undef, pattern="(?^u:jEJAB-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:jEJAB-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:38.707276Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0109840770001028 seconds: jEJAB-1-[0m
[32m[2024-05-28T07:55:38.707606Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jEJAB-\d+-): ok[0m
[2024-05-28T07:55:38.707783Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:38.707904Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull 3.126.238.126:5000/library/centos", output="", quiet=undef, die_on_timeout=1, timeout=423)
[2024-05-28T07:55:38.708035Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:38.708143Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:38.708510Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FysJIYpP", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:38.708596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191192999409395 seconds: # [0m
[32m[2024-05-28T07:55:38.708850Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:38.709121Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mUnAiTHh", text="timeout  420 docker pull 3.126.238.126:5000/library/centos", cmd="backend_type_string")
[2024-05-28T07:55:38.709482Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo nB639-\$?-", json_cmd_token="iuCWAkiK")
[2024-05-28T07:55:38.709672Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:38.709784Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="timeout  420 docker pull 3.126.238.126:5000/library/centos; echo nB639-\$?-", buffer_size=186, timeout=90)
[2024-05-28T07:55:38.710139Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ExCBySTv", buffer_size=186, pattern=[
    "timeout  420 docker pull 3.126.238.126:5000/library/centos; echo nB639-\$?-"
  ], regexp="timeout  420 docker pull 3.126.238.126:5000/library/centos; echo nB639-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:38.710225Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195503000213648 seconds: timeout  420 docker pull 3.126.238.126:5000/library/centos; echo nB639-$?-[0m
[32m[2024-05-28T07:55:38.710465Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull 3.126.238.126:5000/library/centos; echo nB639-$?-: ok[0m
[2024-05-28T07:55:38.710724Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wTJvYMFK", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:38.710923Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:38.711042Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/nB639-\d+-/u, buffer_size=undef, timeout=423)
[2024-05-28T07:55:38.711383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="MsrFVmQq", buffer_size=undef, pattern="(?^u:nB639-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=423, regexp="(?^u:nB639-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:43.643590Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 249 loops & 4.93221526799971 seconds: nB639-0-[0m
[32m[2024-05-28T07:55:43.644452Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:nB639-\d+-): ok[0m
[2024-05-28T07:55:43.644757Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.644922Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:43.645509Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="beMbciWM", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:43.645612Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281564000033541 seconds: # [0m
[32m[2024-05-28T07:55:43.646112Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:43.646277Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.646351Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:43.646662Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="xwUqInnD", cmd="backend_type_string")
[2024-05-28T07:55:43.646900Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.647053Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:43.647434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, json_cmd_token="UArnSStc", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:43.647525Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020583400146279 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:43.647793Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:43.647921Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.648063Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:43.648430Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZwOtSzfh", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:43.648502Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185773998964578 seconds: > [0m
[32m[2024-05-28T07:55:43.648760Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:43.649023Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="jKliXKUj", cmd="backend_type_string")
[2024-05-28T07:55:43.649237Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.649378Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_hZgU~", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:43.649723Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_hZgU~", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="wglkbiDE")
[33m[2024-05-28T07:55:43.649811Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193683001270983 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:43.650065Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:43.650188Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.650318Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp="hZgU~-0-")
[2024-05-28T07:55:43.650664Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="hZgU~-0-", pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="HVYlErnB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:43.650761Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197612998817931 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:43.651011Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:43.651139Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.651265Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:43.651568Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="digIxiWR")
[33m[2024-05-28T07:55:43.651638Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155763000293518 seconds: # [0m
[32m[2024-05-28T07:55:43.651882Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:43.652125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="eOMHTIjQ", cmd="backend_type_string")
[2024-05-28T07:55:43.652330Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.652469Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:43.652782Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="TzjuyiUy")
[33m[2024-05-28T07:55:43.652858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168271999427816 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:43.653107Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:43.653230Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:43.653371Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T07:55:43.653675Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="Exyumnjl")
[33m[2024-05-28T07:55:43.672282Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 32 loops & 0.0186728600001516 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:43.672637Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:43.672796Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:43.672903Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\nbf3dc08bfed0\n6d0ba73a6613\n5e22da79803c\n5d0da3dc9764", result="ok")
[2024-05-28T07:55:43.673146Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.673262Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/centos\"'", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:43.673391Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.673514Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:43.673880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vAlCoMZN")
[33m[2024-05-28T07:55:43.673958Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177443000211497 seconds: # [0m
[32m[2024-05-28T07:55:43.674232Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:43.674505Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/centos\"'", json_cmd_token="sVeSuZHz", cmd="backend_type_string")
[2024-05-28T07:55:43.674868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EnYFJUZr", text="; echo odpGX-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:43.675081Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.675232Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=289, regexp="docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/centos\"'; echo odpGX-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:43.675582Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="oAycMCYc", buffer_size=289, pattern=[
    "docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/centos\"'; echo odpGX-\$?-"
  ], regexp="docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from 3.126.238.126:5000/library/centos\"'; echo odpGX-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:43.675669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000186113000381738 seconds: docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/centos"'; echo odpGX-$?-[0m
[32m[2024-05-28T07:55:43.675940Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing 3.126.238.126:5000/library/centos /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from 3.126.238.126:5000/library/centos"'; echo odpGX-$?-: ok[0m
[2024-05-28T07:55:43.676214Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ndFwFagr")
[2024-05-28T07:55:43.676439Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.676580Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/odpGX-\d+-/u)
[2024-05-28T07:55:43.676906Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:odpGX-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300, expect_not_found=0, quiet=undef, json_cmd_token="PIqxchbI", buffer_size=undef, pattern="(?^u:odpGX-\\d+-)")
[33m[2024-05-28T07:55:43.743753Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0669062770011806 seconds: odpGX-0-[0m
[32m[2024-05-28T07:55:43.744113Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:odpGX-\d+-): ok[0m
[2024-05-28T07:55:43.744278Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.744392Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:43.744517Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.744639Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:55:43.745046Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="wOHZzpCd")
[33m[2024-05-28T07:55:43.745140Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211083999602124 seconds: # [0m
[32m[2024-05-28T07:55:43.745420Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:43.745708Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BJkrQAjU", text="docker container start testing", cmd="backend_type_string")
[2024-05-28T07:55:43.746095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DtIlihwb", text="; echo tKbhY-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:43.746312Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.746453Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container start testing; echo tKbhY-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=158)
[2024-05-28T07:55:43.746829Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, json_cmd_token="MKxTDDCJ", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:43.746918Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020053300067957 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:43.747183Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:43.747456Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xDjgqXrs", cmd="backend_type_string")
[2024-05-28T07:55:43.747677Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:43.747817Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/tKbhY-\d+-/u)
[2024-05-28T07:55:43.748185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:tKbhY-\\d+-)", pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="HByxUXyb", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:44.299483Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.551322614999663 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:44.300242Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:44.300484Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:44.300651Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:44.300979Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.301159Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:44.301388Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.301598Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:44.302532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xCbTUGko", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:44.302718Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000424357000156306 seconds: # [0m
[32m[2024-05-28T07:55:44.303322Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.304115Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker wait testing", json_cmd_token="jOQdpShO")
[2024-05-28T07:55:44.305181Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="ctgMgsVc")
[2024-05-28T07:55:44.305485Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.305642Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:55:44.306062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="JwkzZaaU", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ])
[33m[2024-05-28T07:55:44.306152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192042998605757 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:44.306490Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:44.306831Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iqtVSLXE", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:44.307119Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.307256Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/OCuz7-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:44.307656Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:OCuz7-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="xaWUXVoE")
[33m[2024-05-28T07:55:44.738671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.431025564001175 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:44.739299Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:44.739485Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:44.739591Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:44.739797Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.739906Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:44.740049Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.740174Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:44.740713Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="EiaLFgiJ", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:44.740811Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255454000580357 seconds: # [0m
[32m[2024-05-28T07:55:44.741077Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.741384Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="zQTVwpJo", cmd="backend_type_string")
[2024-05-28T07:55:44.741782Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ACJCgZlv", text="; echo LKnws-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:44.741985Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.742108Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:44.742485Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, json_cmd_token="FUJumQyt", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:44.742578Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209143001484335 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:44.742825Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:44.743091Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZDoOLvAp")
[2024-05-28T07:55:44.743295Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.743413Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/LKnws-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:44.743764Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:LKnws-\\d+-)", pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="MKMsKege", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:44.758122Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0144488180012559 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:44.758442Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:44.758569Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.758656Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:44.758757Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.758889Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:44.759297Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OpXxLhDp")
[33m[2024-05-28T07:55:44.759385Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202982999326196 seconds: # [0m
[32m[2024-05-28T07:55:44.759660Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.759948Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="pMyOhRka")
[2024-05-28T07:55:44.760341Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="YhfoyZTE")
[2024-05-28T07:55:44.760564Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.760690Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f testing; echo jxDgA-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=148)
[2024-05-28T07:55:44.761076Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker rm -f testing; echo jxDgA-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="JDNucLDe")
[33m[2024-05-28T07:55:44.761169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218474000575952 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:44.761412Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:44.761684Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="pVisOdtR")
[2024-05-28T07:55:44.761887Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:44.762005Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:44.762356Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="APwARWIm", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:55:44.780117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0178431350013852 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:44.780475Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:44.780615Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:44.780733Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:44.780842Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:44.780966Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:44.781408Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="eiBSeFtm", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:44.781494Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201954000658588 seconds: # [0m
[32m[2024-05-28T07:55:44.781780Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.782070Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="astBfUKD", text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:44.782451Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mhTpCgQS", text="; echo oWo0H-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:44.782653Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:44.782797Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[2024-05-28T07:55:44.783175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="JMDStwUh", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:44.783263Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207293000130448 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:44.783542Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:44.783825Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ytJkCgEG")
[2024-05-28T07:55:44.784049Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:44.784195Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:44.784671Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:oWo0H-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="ogfdytfU", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:44.786573Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00204658500115329 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:44.786846Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:44.786966Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:44.787080Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from 3.126.238.126:5000/library/centos\" '/var/tmp/container_logs.txt'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:44.787184Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:44.787304Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:44.787666Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="laYyJKAt", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:44.787750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195062999409856 seconds: # [0m
[32m[2024-05-28T07:55:44.787985Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.788265Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EUeKcvII", text="grep \"Heartbeat from 3.126.238.126:5000/library/centos\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:44.788620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vXkBlQSG", text="; echo i7I0z-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:44.788800Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:44.788920Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/centos\" '/var/tmp/container_logs.txt'; echo i7I0z-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:44.789280Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="grep \"Heartbeat from 3.126.238.126:5000/library/centos\" '/var/tmp/container_logs.txt'; echo i7I0z-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "grep \"Heartbeat from 3.126.238.126:5000/library/centos\" '/var/tmp/container_logs.txt'; echo i7I0z-\$?-"
  ], buffer_size=213, json_cmd_token="CAPmjDTU")
[33m[2024-05-28T07:55:44.789372Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207353999940096 seconds: grep "Heartbeat from 3.126.238.126:5000/library/centos" '/var/tmp/container_logs.txt'; echo i7I0z-$?-[0m
[32m[2024-05-28T07:55:44.789609Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from 3.126.238.126:5000/library/centos" '/var/tmp/container_logs.txt'; echo i7I0z-$?-: ok[0m
[2024-05-28T07:55:44.789864Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kMedvYvS")
[2024-05-28T07:55:44.790050Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:44.790177Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/i7I0z-\d+-/u)
[2024-05-28T07:55:44.790518Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:i7I0z-\\d+-)", buffer_size=undef, json_cmd_token="QVILuYSn", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:i7I0z-\\d+-)")
[33m[2024-05-28T07:55:44.791460Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00104000799910864 seconds: i7I0z-0-[0m
[32m[2024-05-28T07:55:44.791708Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:i7I0z-\d+-): ok[0m
[2024-05-28T07:55:44.791807Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:44.791892Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:44.791979Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:44.792090Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:44.792442Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DKMohzZW")
[33m[2024-05-28T07:55:44.792525Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189923001016723 seconds: # [0m
[32m[2024-05-28T07:55:44.792764Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.793032Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="IbUqkqJp")
[2024-05-28T07:55:44.793362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="aHmxWUBl")
[2024-05-28T07:55:44.793530Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:44.793645Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-")
[2024-05-28T07:55:44.793948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="XaORUuDQ", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:44.794020Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157463000505231 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:44.794249Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:44.794570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ctQDnOTs", cmd="backend_type_string")
[2024-05-28T07:55:44.794748Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:44.794863Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:44.795161Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AifUPOfN", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:44.795847Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000763052999900538 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:44.796083Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:44.796186Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:44.796284Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:44.796367Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:44.796466Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:44.796774Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jHauLzMe")
[33m[2024-05-28T07:55:44.796844Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155793000885751 seconds: # [0m
[32m[2024-05-28T07:55:44.797073Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.797308Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iMahykDC", text="echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:55:44.797620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo hPGDn-\$?-", cmd="backend_type_string", json_cmd_token="ljCOqkMN")
[2024-05-28T07:55:44.797785Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:44.797902Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hPGDn-\$?-", timeout=90, buffer_size=232)
[2024-05-28T07:55:44.798216Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hPGDn-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hPGDn-\$?-"
  ], buffer_size=232, json_cmd_token="gkrdOyAm")
[33m[2024-05-28T07:55:44.798304Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000179882999873371 seconds: echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hPGDn-$?-[0m
[32m[2024-05-28T07:55:44.798533Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - 3.126.238.126:5000/library/centos:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hPGDn-$?-: ok[0m
[2024-05-28T07:55:44.798763Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="IlXKcptQ")
[2024-05-28T07:55:44.798938Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:44.799052Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/hPGDn-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:44.799349Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:hPGDn-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="NvBWBULl", buffer_size=undef, pattern="(?^u:hPGDn-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:44.799428Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158081998961279 seconds: hPGDn-0-[0m
[32m[2024-05-28T07:55:44.799653Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hPGDn-\d+-): ok[0m
[2024-05-28T07:55:44.799747Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:44.799820Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi7/ubi with docker", result="ok")
[2024-05-28T07:55:44.799991Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:44.800105Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:44.800205Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:44.800305Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:44.800619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mCRRMvlO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:44.800678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000145402998896316 seconds: # [0m
[32m[2024-05-28T07:55:44.800907Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.801147Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'", json_cmd_token="NbbZYsUO")
[2024-05-28T07:55:44.801480Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 2H_8S-\$?-", cmd="backend_type_string", json_cmd_token="ENISxgaT")
[2024-05-28T07:55:44.801661Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:44.801781Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=254, timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'; echo 2H_8S-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:44.802096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'; echo 2H_8S-\$?-", pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'; echo 2H_8S-\$?-"
  ], buffer_size=254, json_cmd_token="cWxpOTFp", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:44.802180Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000174753000464989 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'; echo 2H_8S-$?-[0m
[32m[2024-05-28T07:55:44.802413Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi | grep 'registry.access.redhat.com/ubi7/ubi'; echo 2H_8S-$?-: ok[0m
[2024-05-28T07:55:44.802643Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mPvPirYs", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:44.802831Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:44.802947Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/2H_8S-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:44.803245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:2H_8S-\\d+-)", buffer_size=undef, json_cmd_token="EzykgeCC", no_regex=0, record_output=undef, regexp="(?^u:2H_8S-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:44.814927Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.011744292000003 seconds: 2H_8S-1-[0m
[32m[2024-05-28T07:55:44.815214Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2H_8S-\d+-): ok[0m
[2024-05-28T07:55:44.815373Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:44.815488Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi", quiet=undef, output="", timeout=423, die_on_timeout=1)
[2024-05-28T07:55:44.815617Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:44.815743Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:44.816134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="TmdetXZV", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:44.816226Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216852999074035 seconds: # [0m
[32m[2024-05-28T07:55:44.816504Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:44.816782Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi", json_cmd_token="dmtTMTfA")
[2024-05-28T07:55:44.817149Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Iwcy1-\$?-", json_cmd_token="Gwvfaqnb", cmd="backend_type_string")
[2024-05-28T07:55:44.817360Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:44.817504Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=188, timeout=90, regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi; echo Iwcy1-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:44.817868Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi; echo Iwcy1-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LOPotqHE", buffer_size=188, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi7/ubi; echo Iwcy1-\$?-"
  ])
[33m[2024-05-28T07:55:44.817956Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198333998923772 seconds: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi; echo Iwcy1-$?-[0m
[32m[2024-05-28T07:55:44.818220Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi; echo Iwcy1-$?-: ok[0m
[2024-05-28T07:55:44.818487Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="jzjuNnob")
[2024-05-28T07:55:44.818706Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:44.818846Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=423, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/Iwcy1-\d+-/u)
[2024-05-28T07:55:44.819206Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="KsQhVClo", buffer_size=undef, pattern="(?^u:Iwcy1-\\d+-)", regexp="(?^u:Iwcy1-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=423)
[33m[2024-05-28T07:55:50.090478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 220 loops & 5.27128808599991 seconds: Iwcy1-0-[0m
[32m[2024-05-28T07:55:50.091399Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Iwcy1-\d+-): ok[0m
[2024-05-28T07:55:50.091648Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.091778Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:55:50.092391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="GiIWBjYX", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:50.092493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269325000772369 seconds: # [0m
[32m[2024-05-28T07:55:50.092859Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:50.092973Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.093037Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:50.093415Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="CwTuflzC")
[2024-05-28T07:55:50.093719Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.093858Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:50.094314Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="vOnZPnMZ", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:50.094414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215023999771802 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:50.094763Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:50.094885Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.095011Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:50.095456Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="OWNKIJWB", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:50.095528Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000192903000424849 seconds: > [0m
[32m[2024-05-28T07:55:50.095852Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:50.096202Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="ZvGwdCMO")
[2024-05-28T07:55:50.096443Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.096575Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:50.096945Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="CqSfgaUl", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~")
[33m[2024-05-28T07:55:50.097033Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196634000531049 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:50.097305Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:50.097422Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.097546Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:50.097863Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KWwOLScH", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:50.098114Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000325515000440646 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:50.098371Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:50.098493Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.098616Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:50.099028Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rponNCew", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:50.099098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157022001076257 seconds: # [0m
[32m[2024-05-28T07:55:50.099347Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:50.099594Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="oOWcNIpg")
[2024-05-28T07:55:50.099843Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.100013Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:50.100382Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="vlKfBIef", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:50.100458Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165092998940963 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:50.100738Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:50.100869Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:50.101007Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:55:50.101331Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, json_cmd_token="XFGoEmVW", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:50.116115Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.0148191640000732 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:50.116687Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:50.116925Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:50.117096Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\nbf3dc08bfed0\n6d0ba73a6613\n5e22da79803c\n43a60e379374\n5d0da3dc9764", result="ok")
[2024-05-28T07:55:50.117490Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.117670Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi\"'", fail_message="", quiet=undef, timeout=300)
[2024-05-28T07:55:50.117869Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.118070Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:50.118792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ajdJKMAC")
[33m[2024-05-28T07:55:50.118939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000334956001097453 seconds: # [0m
[32m[2024-05-28T07:55:50.119461Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:50.119947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi\"'", json_cmd_token="WVNCwOcg")
[2024-05-28T07:55:50.120554Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo g7du0-\$?-", json_cmd_token="zwjfMHMI", cmd="backend_type_string")
[2024-05-28T07:55:50.120899Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.121155Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi\"'; echo g7du0-\$?-", timeout=90, buffer_size=293)
[2024-05-28T07:55:50.121772Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi\"'; echo g7du0-\$?-"
  ], buffer_size=293, json_cmd_token="OyZvssTz", record_output=undef, no_regex=1, regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi\"'; echo g7du0-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:50.121942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000363306000508601 seconds: docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi"'; echo g7du0-$?-[0m
[32m[2024-05-28T07:55:50.122388Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi7/ubi /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi"'; echo g7du0-$?-: ok[0m
[2024-05-28T07:55:50.122785Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="FRfGCojO")
[2024-05-28T07:55:50.123124Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.123354Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/g7du0-\d+-/u)
[2024-05-28T07:55:50.123864Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:g7du0-\\d+-)", buffer_size=undef, json_cmd_token="boHuUZYr", no_regex=0, record_output=undef, regexp="(?^u:g7du0-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:50.215122Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0913844060014526 seconds: g7du0-0-[0m
[32m[2024-05-28T07:55:50.215497Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:g7du0-\d+-): ok[0m
[2024-05-28T07:55:50.215641Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.215732Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:50.215833Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.215943Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:55:50.216452Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="TYaRkVIO", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:50.216561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235403998885886 seconds: # [0m
[32m[2024-05-28T07:55:50.216887Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:50.217300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", cmd="backend_type_string", json_cmd_token="fkMUHaEO")
[2024-05-28T07:55:50.217854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tKbhY-\$?-", json_cmd_token="ITxgKptQ")
[2024-05-28T07:55:50.218138Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.218259Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=158, regexp="docker container start testing; echo tKbhY-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:50.218765Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="bvcGxAAQ", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ])
[33m[2024-05-28T07:55:50.218872Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235574001635541 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:50.219192Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:50.219589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xMCcuUxK")
[2024-05-28T07:55:50.219868Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.219985Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/tKbhY-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:50.220441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:tKbhY-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="dBqwZMvz", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:50.755413Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.535024275999604 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:50.756040Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:50.756233Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:50.756380Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:50.756641Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.756784Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:50.756952Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.757121Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:50.757925Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qAJYhLgz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:50.758101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000374006000129157 seconds: # [0m
[32m[2024-05-28T07:55:50.758739Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:50.759373Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", json_cmd_token="ScKdVEbJ", cmd="backend_type_string")
[2024-05-28T07:55:50.760382Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OCuz7-\$?-", cmd="backend_type_string", json_cmd_token="NppGrGWr")
[2024-05-28T07:55:50.760735Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.760893Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker wait testing; echo OCuz7-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=147, timeout=90)
[2024-05-28T07:55:50.761428Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="JkcxQAMV", buffer_size=147, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], regexp="docker wait testing; echo OCuz7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:50.761537Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236853999012965 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:50.761940Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:50.762375Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="jAZbyNDt", cmd="backend_type_string")
[2024-05-28T07:55:50.762803Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:50.762970Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/OCuz7-\d+-/u)
[2024-05-28T07:55:50.763420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:OCuz7-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="lJvmKIdI")
[33m[2024-05-28T07:55:51.166211Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.402863281999089 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:51.166578Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:51.166694Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:51.166774Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:51.166933Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.167019Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:51.167118Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.167218Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:51.167654Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ULpWzYxb", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:51.167750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221694001083961 seconds: # [0m
[32m[2024-05-28T07:55:51.168009Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.168312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="JIkTMWAs")
[2024-05-28T07:55:51.168696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", json_cmd_token="tuHiHmFv", cmd="backend_type_string")
[2024-05-28T07:55:51.168910Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.169047Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=191)
[2024-05-28T07:55:51.169413Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="ndGxyppf")
[33m[2024-05-28T07:55:51.169506Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206352999157389 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:51.169745Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:51.170003Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZWlUkebz")
[2024-05-28T07:55:51.170201Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.170315Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/LKnws-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:51.170654Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:LKnws-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:LKnws-\\d+-)", buffer_size=undef, json_cmd_token="mdtgIBzx")
[33m[2024-05-28T07:55:51.183248Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0126615469998796 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:51.183669Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:51.183861Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.184Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:51.184176Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.184341Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:55:51.184880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="IJcmtWtY", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:51.185019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000288745000943891 seconds: # [0m
[32m[2024-05-28T07:55:51.185405Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.185804Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -f testing", cmd="backend_type_string", json_cmd_token="plJGPrjk")
[2024-05-28T07:55:51.186335Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jxDgA-\$?-", json_cmd_token="YhlAtOxC")
[2024-05-28T07:55:51.186633Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.186821Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=148, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-")
[2024-05-28T07:55:51.187334Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], buffer_size=148, json_cmd_token="PNwspuLM")
[33m[2024-05-28T07:55:51.187457Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271255001280224 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:51.187828Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:51.188230Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ShuRlDiH", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:51.188474Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:51.188588Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/jxDgA-\d+-/u)
[2024-05-28T07:55:51.188932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jxDgA-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ceJmEPuB", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)")
[33m[2024-05-28T07:55:51.205661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.016802648000521 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:51.206076Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:51.206247Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:51.206400Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:51.206546Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:51.206723Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:51.207249Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="PRJpXiUO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:51.207370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268874999164836 seconds: # [0m
[32m[2024-05-28T07:55:51.207742Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.208148Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="QcMUrWNT")
[2024-05-28T07:55:51.208705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="fbMOtOeA")
[2024-05-28T07:55:51.208992Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:51.209187Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=175, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[2024-05-28T07:55:51.209706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="PaYhpWWJ", record_output=undef, no_regex=1, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:51.209831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275534999673255 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:51.210209Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:51.210601Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UMHPsrTb", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:51.210905Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:51.211093Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:51.211599Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:oWo0H-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="EIPRbacr", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:55:51.213645Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00216127699968638 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:51.214041Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:51.214206Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:51.214371Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:51.214475Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:51.214596Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:51.214918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DAOzicgv", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:51.214988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000153812999997172 seconds: # [0m
[32m[2024-05-28T07:55:51.215238Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.215482Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi\" '/var/tmp/container_logs.txt'", json_cmd_token="mRwvWmZB")
[2024-05-28T07:55:51.215804Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo bNOS0-\$?-", json_cmd_token="lxejRnHT")
[2024-05-28T07:55:51.215985Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:51.216129Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=215, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi\" '/var/tmp/container_logs.txt'; echo bNOS0-\$?-")
[2024-05-28T07:55:51.216453Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi\" '/var/tmp/container_logs.txt'; echo bNOS0-\$?-", record_output=undef, no_regex=1, json_cmd_token="YnvVIgfO", buffer_size=215, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi\" '/var/tmp/container_logs.txt'; echo bNOS0-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:51.216528Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163742999575334 seconds: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi" '/var/tmp/container_logs.txt'; echo bNOS0-$?-[0m
[32m[2024-05-28T07:55:51.216783Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi" '/var/tmp/container_logs.txt'; echo bNOS0-$?-: ok[0m
[2024-05-28T07:55:51.217020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="aeWsjmfv")
[2024-05-28T07:55:51.217224Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:51.217348Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/bNOS0-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:51.217644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:bNOS0-\\d+-)", buffer_size=undef, json_cmd_token="eAmbZuym", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:bNOS0-\\d+-)")
[33m[2024-05-28T07:55:51.218635Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00106609799877333 seconds: bNOS0-0-[0m
[32m[2024-05-28T07:55:51.218860Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:bNOS0-\d+-): ok[0m
[2024-05-28T07:55:51.218953Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:51.219032Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:51.219114Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:51.219210Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:51.219509Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zaWaVCGT")
[33m[2024-05-28T07:55:51.219577Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015109300147742 seconds: # [0m
[32m[2024-05-28T07:55:51.219815Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.220057Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="qSjDjgRC")
[2024-05-28T07:55:51.220383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo NBm8O-\$?-", json_cmd_token="IcjEknTp")
[2024-05-28T07:55:51.220559Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:51.220668Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=161, timeout=90)
[2024-05-28T07:55:51.220978Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="tMyJbmqg", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:51.221050Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165153000125429 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:51.221267Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:51.221500Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="UfUXBMDX")
[2024-05-28T07:55:51.221685Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:51.221795Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:51.222097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:NBm8O-\\d+-)", pattern="(?^u:NBm8O-\\d+-)", buffer_size=undef, json_cmd_token="fgpkLPKj", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:51.222721Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00070281199987221 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:51.222949Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:51.223045Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:51.223134Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:51.223213Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:51.223310Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:51.223609Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hSnoKuvz")
[33m[2024-05-28T07:55:51.223677Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000153382001371938 seconds: # [0m
[32m[2024-05-28T07:55:51.223898Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.224141Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JQlrpNEn", text="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:55:51.224469Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo hnYB7-\$?-", json_cmd_token="hsdKriQo")
[2024-05-28T07:55:51.224643Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:51.224757Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=234, timeout=90, regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hnYB7-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:55:51.225071Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hnYB7-\$?-", no_regex=1, record_output=undef, json_cmd_token="SFdBzbYb", buffer_size=234, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hnYB7-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:51.225154Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000176602999999886 seconds: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hnYB7-$?-[0m
[32m[2024-05-28T07:55:51.225378Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo hnYB7-$?-: ok[0m
[2024-05-28T07:55:51.225603Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="DYDafIqH", cmd="backend_type_string")
[2024-05-28T07:55:51.225791Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:51.225899Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/hnYB7-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:55:51.226193Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:hnYB7-\\d+-)", buffer_size=undef, json_cmd_token="UKxaVZaP", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:hnYB7-\\d+-)")
[33m[2024-05-28T07:55:51.226272Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157182999828365 seconds: hnYB7-0-[0m
[32m[2024-05-28T07:55:51.226490Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hnYB7-\d+-): ok[0m
[2024-05-28T07:55:51.226577Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:51.226648Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi7/ubi-minimal with docker", result="ok")
[2024-05-28T07:55:51.226815Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:51.226909Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:51.227Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:51.227098Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:51.227398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ZWsUOzcA", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:51.227456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000143522000144003 seconds: # [0m
[32m[2024-05-28T07:55:51.227670Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.227902Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'", json_cmd_token="UbvzsXOM", cmd="backend_type_string")
[2024-05-28T07:55:51.228235Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo fxE_c-\$?-", json_cmd_token="HjwyMTcX", cmd="backend_type_string")
[2024-05-28T07:55:51.228411Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:51.228531Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=270, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'; echo fxE_c-\$?-")
[2024-05-28T07:55:51.228845Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="SkBjfbIh", buffer_size=270, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'; echo fxE_c-\$?-"
  ], regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'; echo fxE_c-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:51.228929Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000174773000253481 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'; echo fxE_c-$?-[0m
[32m[2024-05-28T07:55:51.229153Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-minimal | grep 'registry.access.redhat.com/ubi7/ubi-minimal'; echo fxE_c-$?-: ok[0m
[2024-05-28T07:55:51.229380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WBGhqUiA", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:51.229562Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:51.229671Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/fxE_c-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:51.229971Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kkkSVAuT", buffer_size=undef, pattern="(?^u:fxE_c-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:fxE_c-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:51.240313Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0103886180004338 seconds: fxE_c-1-[0m
[32m[2024-05-28T07:55:51.240718Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:fxE_c-\d+-): ok[0m
[2024-05-28T07:55:51.240924Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:51.241084Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal", quiet=undef, output="", timeout=423, die_on_timeout=1)
[2024-05-28T07:55:51.241244Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:51.241422Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:51.241997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jyePwLGf", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:51.242134Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000310614999762038 seconds: # [0m
[32m[2024-05-28T07:55:51.242524Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:51.242945Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal", cmd="backend_type_string", json_cmd_token="QorCbOYR")
[2024-05-28T07:55:51.243507Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LT9RP-\$?-", cmd="backend_type_string", json_cmd_token="AKHipMTo")
[2024-05-28T07:55:51.243808Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:51.243993Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=196, timeout=90, regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal; echo LT9RP-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:55:51.244580Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal; echo LT9RP-\$?-"
  ], buffer_size=196, json_cmd_token="hnJCjfhy", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal; echo LT9RP-\$?-")
[33m[2024-05-28T07:55:51.244727Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000322255998980836 seconds: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal; echo LT9RP-$?-[0m
[32m[2024-05-28T07:55:51.245110Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-minimal; echo LT9RP-$?-: ok[0m
[2024-05-28T07:55:51.245523Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pFWQWBcK", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:51.245848Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:51.246030Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=423, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/LT9RP-\d+-/u)
[2024-05-28T07:55:51.246584Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:LT9RP-\\d+-)", timeout=423, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:LT9RP-\\d+-)", buffer_size=undef, json_cmd_token="xNdpIfPm")
[33m[2024-05-28T07:55:53.664157Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 116 loops & 2.41766109899982 seconds: LT9RP-0-[0m
[32m[2024-05-28T07:55:53.665087Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LT9RP-\d+-): ok[0m
[2024-05-28T07:55:53.665358Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.665507Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:53.666201Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SlTYeZlB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:53.666316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000310675000946503 seconds: # [0m
[32m[2024-05-28T07:55:53.666700Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:53.666819Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.666887Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:53.667312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="vyCKNJMM", cmd="backend_type_string")
[2024-05-28T07:55:53.667664Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.667822Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:53.668387Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="pcLdLglI", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:53.668520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309086000925163 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:53.668885Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:53.668997Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.669116Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:53.669673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="QUQMnBQV")
[33m[2024-05-28T07:55:53.669759Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000281594999250956 seconds: > [0m
[32m[2024-05-28T07:55:53.670126Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:53.670549Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LjafThRu", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:55:53.670852Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.670979Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> EOT_hZgU~", timeout=90, buffer_size=undef)
[2024-05-28T07:55:53.671447Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_hZgU~", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="NjhwLPcD")
[33m[2024-05-28T07:55:53.671547Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255644999924698 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:53.671845Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:53.671956Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.672080Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="hZgU~-0-", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:53.672514Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="hZgU~-0-", pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="fCPMYnCR", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:53.672630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025672399897303 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:53.672890Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:53.672996Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.673108Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:53.673558Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ZxDHQmjX", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:53.673663Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263273999735247 seconds: # [0m
[32m[2024-05-28T07:55:53.673902Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:53.674219Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="HWldGTjQ", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:55:53.674434Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.674546Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:53.674980Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, json_cmd_token="SExmSjrs", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:53.675090Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252003999776207 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:53.675332Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:53.675432Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:53.675536Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T07:55:53.675858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qnqnJnbL", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:55:53.690865Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 36 loops & 0.0150678780009912 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:53.691300Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:53.691452Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:53.691560Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\nbf3dc08bfed0\n6d0ba73a6613\n5e22da79803c\n985aaf70c332\n43a60e379374\n5d0da3dc9764", result="ok")
[2024-05-28T07:55:53.691805Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.691920Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:55:53.692055Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.692180Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:55:53.692669Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tFjFoTnR", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:53.692763Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021990399909555 seconds: # [0m
[32m[2024-05-28T07:55:53.693101Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:53.693466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\"'", json_cmd_token="WHuIPhzZ")
[2024-05-28T07:55:53.693867Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Z1zM6-\$?-", json_cmd_token="eBfmOpjB", cmd="backend_type_string")
[2024-05-28T07:55:53.694082Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.694228Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\"'; echo Z1zM6-\$?-", timeout=90, buffer_size=309)
[2024-05-28T07:55:53.694627Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\"'; echo Z1zM6-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cyJaakgv", buffer_size=309, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\"'; echo Z1zM6-\$?-"
  ])
[33m[2024-05-28T07:55:53.694732Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000222824000957189 seconds: docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal"'; echo Z1zM6-$?-[0m
[32m[2024-05-28T07:55:53.695008Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi7/ubi-minimal /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal"'; echo Z1zM6-$?-: ok[0m
[2024-05-28T07:55:53.695284Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YsGxBxMo")
[2024-05-28T07:55:53.695544Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.695700Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/Z1zM6-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T07:55:53.696092Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:Z1zM6-\\d+-)", pattern="(?^u:Z1zM6-\\d+-)", buffer_size=undef, json_cmd_token="ydSIifLA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:53.774396Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0783943639999052 seconds: Z1zM6-0-[0m
[32m[2024-05-28T07:55:53.774809Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Z1zM6-\d+-): ok[0m
[2024-05-28T07:55:53.774984Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.775096Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:53.775223Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.775352Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:53.775859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yffalwvs", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:53.775955Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023253400104295 seconds: # [0m
[32m[2024-05-28T07:55:53.776385Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:53.776792Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container start testing", json_cmd_token="fJLASgWB")
[2024-05-28T07:55:53.777273Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo tKbhY-\$?-", json_cmd_token="kQovlkWI", cmd="backend_type_string")
[2024-05-28T07:55:53.777551Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.777700Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container start testing; echo tKbhY-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=158)
[2024-05-28T07:55:53.778134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, json_cmd_token="zDknxykN", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:53.778232Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235514000451076 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:53.778519Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:53.778806Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tnOdlHfD", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:53.779035Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:53.779176Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/tKbhY-\d+-/u)
[2024-05-28T07:55:53.779546Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="kCoQwgtA", buffer_size=undef, pattern="(?^u:tKbhY-\\d+-)", regexp="(?^u:tKbhY-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:54.339915Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.560391791001166 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:54.340587Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:54.340779Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:54.340894Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:54.341102Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.341209Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:54.341341Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.341471Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:55:54.342022Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CZFyCuev", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:54.342125Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259214000834618 seconds: # [0m
[32m[2024-05-28T07:55:54.342413Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.342741Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hwHRYFmK", text="docker wait testing", cmd="backend_type_string")
[2024-05-28T07:55:54.343146Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ynmtLsAj", text="; echo OCuz7-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:54.343366Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.343511Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[2024-05-28T07:55:54.343885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="obsuukBQ")
[33m[2024-05-28T07:55:54.343978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202424000235624 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:54.344267Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:54.344549Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="avKABitY")
[2024-05-28T07:55:54.344779Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.344926Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:54.345288Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="aHqKkfyc")
[33m[2024-05-28T07:55:54.770855Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.425577850000991 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:54.771504Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:54.771684Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:54.771786Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:54.771988Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.772112Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:55:54.772243Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.772372Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.773039Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BngeNRPk", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:54.773156Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000315834999128128 seconds: # [0m
[32m[2024-05-28T07:55:54.773561Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.773992Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="awRhKdUA", cmd="backend_type_string")
[2024-05-28T07:55:54.774573Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mllwxuDL", text="; echo LKnws-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:54.774853Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.775023Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, buffer_size=191)
[2024-05-28T07:55:54.775498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], buffer_size=191, json_cmd_token="zLpaqhlZ")
[33m[2024-05-28T07:55:54.775613Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272405000941944 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:54.775906Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:54.776237Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="oyZwkkju", cmd="backend_type_string")
[2024-05-28T07:55:54.776484Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.776626Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/LKnws-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:54.777068Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:LKnws-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="zHQVhOeM", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)")
[33m[2024-05-28T07:55:54.789762Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0128446300004725 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:54.790054Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:54.790195Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.790294Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:54.790407Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.790527Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.790867Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="yjtuWtsx", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:54.790950Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167542999406578 seconds: # [0m
[32m[2024-05-28T07:55:54.791216Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.791475Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker rm -f testing", json_cmd_token="VfvCDoyb")
[2024-05-28T07:55:54.791813Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jxDgA-\$?-", cmd="backend_type_string", json_cmd_token="mIRZityf")
[2024-05-28T07:55:54.792027Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.792172Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker rm -f testing; echo jxDgA-\$?-", timeout=90, buffer_size=148)
[2024-05-28T07:55:54.792498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SrgoGmmF", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker rm -f testing; echo jxDgA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:55:54.792573Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161842999659711 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:54.792832Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:54.793082Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="hgdNQNJU")
[2024-05-28T07:55:54.793294Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:54.793433Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/jxDgA-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.793751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:jxDgA-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="TCQWNZWx", buffer_size=undef, pattern="(?^u:jxDgA-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:54.812367Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.018684820000999 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:54.812706Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:54.812832Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:54.812944Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:54.813049Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:54.813178Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.813540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="GilWOFce", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:54.813610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169973000083701 seconds: # [0m
[32m[2024-05-28T07:55:54.813894Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.814160Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", cmd="backend_type_string", json_cmd_token="nlWHZBSY")
[2024-05-28T07:55:54.814530Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oWo0H-\$?-", cmd="backend_type_string", json_cmd_token="tqnkXlrK")
[2024-05-28T07:55:54.814720Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:54.814859Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", timeout=90, buffer_size=175)
[2024-05-28T07:55:54.815183Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="diwBCNPe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:54.815256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160772999151959 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:54.815510Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:54.815751Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ikKKNWEo", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:54.815956Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:54.816101Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:54.816425Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:oWo0H-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="RssIOiuE", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:55:54.818502Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0021458060000441 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:54.818770Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:54.818888Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:54.819001Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:54.819114Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:54.819235Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.819566Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hmyFNqOx", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:54.819636Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155152998559061 seconds: # [0m
[32m[2024-05-28T07:55:54.819942Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.820208Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mvdOKTtD", text="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\" '/var/tmp/container_logs.txt'", cmd="backend_type_string")
[2024-05-28T07:55:54.820555Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo mv7HD-\$?-", json_cmd_token="YOPJqdTM")
[2024-05-28T07:55:54.820740Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:54.820881Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\" '/var/tmp/container_logs.txt'; echo mv7HD-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:55:54.821208Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="RIZiujvi", buffer_size=223, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\" '/var/tmp/container_logs.txt'; echo mv7HD-\$?-"
  ], regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal\" '/var/tmp/container_logs.txt'; echo mv7HD-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:54.821284Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167783000506461 seconds: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal" '/var/tmp/container_logs.txt'; echo mv7HD-$?-[0m
[32m[2024-05-28T07:55:54.821546Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi-minimal" '/var/tmp/container_logs.txt'; echo mv7HD-$?-: ok[0m
[2024-05-28T07:55:54.821789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hpuhyimo")
[2024-05-28T07:55:54.821987Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:54.822126Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/mv7HD-\d+-/u)
[2024-05-28T07:55:54.822433Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UMvrqEEK", buffer_size=undef, pattern="(?^u:mv7HD-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:mv7HD-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:55:54.823412Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00105536800037953 seconds: mv7HD-0-[0m
[32m[2024-05-28T07:55:54.823758Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:mv7HD-\d+-): ok[0m
[2024-05-28T07:55:54.823891Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:54.824021Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:55:54.824141Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:54.824269Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:54.824610Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="xRjoWvsv", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:54.824681Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159583001732244 seconds: # [0m
[32m[2024-05-28T07:55:54.824995Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.825255Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -f /var/tmp/container_logs.txt", json_cmd_token="SeJblcpS")
[2024-05-28T07:55:54.825639Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FaKaCmVr", text="; echo NBm8O-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:54.825878Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:54.826035Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:54.826367Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="bkMBcmtI", no_regex=1, record_output=undef, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:54.826438Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156553000124404 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:54.826748Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:54.827004Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="icxbowdh")
[2024-05-28T07:55:54.827249Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:54.827407Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:54.827729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="rrgSlEDC", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)")
[33m[2024-05-28T07:55:54.828279Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000622470999587676 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:54.828598Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:54.828731Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:54.828855Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:54.828963Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:54.829092Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:55:54.829420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CadxyeAa", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:55:54.829489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000151812000694918 seconds: # [0m
[32m[2024-05-28T07:55:54.829799Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.830064Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="BEAJdMOl")
[2024-05-28T07:55:54.830438Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GNjdjggy", text="; echo knu19-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:54.830669Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:54.830830Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo knu19-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=242, timeout=90)
[2024-05-28T07:55:54.831171Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo knu19-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo knu19-\$?-"
  ], buffer_size=242, json_cmd_token="WoJEuAQK")
[33m[2024-05-28T07:55:54.831252Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000171293000676087 seconds: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo knu19-$?-[0m
[32m[2024-05-28T07:55:54.831567Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-minimal:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo knu19-$?-: ok[0m
[2024-05-28T07:55:54.831822Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iEnvLeWV")
[2024-05-28T07:55:54.832085Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:54.832244Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/knu19-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=30)
[2024-05-28T07:55:54.832566Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:knu19-\\d+-)", buffer_size=undef, json_cmd_token="KOCJoKfC", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:knu19-\\d+-)")
[33m[2024-05-28T07:55:54.832647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159102999532479 seconds: knu19-0-[0m
[32m[2024-05-28T07:55:54.832892Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:knu19-\d+-): ok[0m
[2024-05-28T07:55:54.832985Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:22 called testapi::record_info
[2024-05-28T07:55:54.833061Z] [debug] [pid:107057] <<< testapi::record_info(title="IMAGE", output="Testing registry.access.redhat.com/ubi7/ubi-init with docker", result="ok")
[2024-05-28T07:55:54.833233Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:54.833331Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:54.833428Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:54.833528Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:54.833832Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="qFDHLTxI", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:54.833888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142103001053329 seconds: # [0m
[32m[2024-05-28T07:55:54.834114Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.834352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'", cmd="backend_type_string", json_cmd_token="oCfMPclU")
[2024-05-28T07:55:54.834670Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Ykmt-\$?-", cmd="backend_type_string", json_cmd_token="GdvzpbqD")
[2024-05-28T07:55:54.834844Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:54.834968Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=264, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'; echo 0Ykmt-\$?-")
[2024-05-28T07:55:54.835279Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tvoAhqJn", buffer_size=264, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'; echo 0Ykmt-\$?-"
  ], regexp="docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'; echo 0Ykmt-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:54.835360Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000172162999660941 seconds: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'; echo 0Ykmt-$?-[0m
[32m[2024-05-28T07:55:54.835586Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.access.redhat.com/ubi7/ubi-init | grep 'registry.access.redhat.com/ubi7/ubi-init'; echo 0Ykmt-$?-: ok[0m
[2024-05-28T07:55:54.835811Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xvielsrE", cmd="backend_type_string")
[2024-05-28T07:55:54.835995Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:55:54.836123Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/0Ykmt-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:54.836438Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:0Ykmt-\\d+-)", buffer_size=undef, json_cmd_token="KhqLtsLU", record_output=undef, no_regex=0, regexp="(?^u:0Ykmt-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:54.847081Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0107198639998387 seconds: 0Ykmt-1-[0m
[32m[2024-05-28T07:55:54.847356Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Ykmt-\d+-): ok[0m
[2024-05-28T07:55:54.847509Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:54.847619Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init", timeout=423, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:55:54.847734Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:54.847854Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:54.848186Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RKCxmdae", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:55:54.848258Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159132998305722 seconds: # [0m
[32m[2024-05-28T07:55:54.848516Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:54.848760Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init", json_cmd_token="nSAbLJLj")
[2024-05-28T07:55:54.849087Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tk113-\$?-", json_cmd_token="YHxGFXfN")
[2024-05-28T07:55:54.849284Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:54.849422Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=193, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init; echo tk113-\$?-")
[2024-05-28T07:55:54.849737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init; echo tk113-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init; echo tk113-\$?-"
  ], buffer_size=193, json_cmd_token="ihpNpMHF")
[33m[2024-05-28T07:55:54.849809Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160063000294031 seconds: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init; echo tk113-$?-[0m
[32m[2024-05-28T07:55:54.850057Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  420 docker pull registry.access.redhat.com/ubi7/ubi-init; echo tk113-$?-: ok[0m
[2024-05-28T07:55:54.850293Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UwefUdho", cmd="backend_type_string")
[2024-05-28T07:55:54.850502Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:55:54.850639Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=423, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/tk113-\d+-/u)
[2024-05-28T07:55:54.850940Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:tk113-\\d+-)", buffer_size=undef, json_cmd_token="PxjBxSNb", quiet=undef, expect_not_found=0, timeout=423, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:tk113-\\d+-)")
[33m[2024-05-28T07:55:56.043962Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 63 loops & 1.19299873800082 seconds: tk113-0-[0m
[32m[2024-05-28T07:55:56.044887Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tk113-\d+-): ok[0m
[2024-05-28T07:55:56.045183Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.045335Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:55:56.045903Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rduPwbDl", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:56.046003Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251755000135745 seconds: # [0m
[32m[2024-05-28T07:55:56.046294Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:56.046410Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.046472Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:55:56.046779Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="nvWPoQht", cmd="backend_type_string")
[2024-05-28T07:55:56.047031Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.047169Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:56.047555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="qaNQYHfS", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T07:55:56.047649Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204964000658947 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:55:56.047926Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:55:56.048060Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.048195Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.048569Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="lgMSbxlY", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:55:56.048641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182123001650325 seconds: > [0m
[32m[2024-05-28T07:55:56.049004Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:55:56.049287Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zfNMtWHJ", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:55:56.049511Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.049641Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:56.050002Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1, json_cmd_token="xzSjlBYj", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:56.050093Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198133999219863 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:55:56.050364Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:55:56.050483Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.050608Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="hZgU~-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:56.050966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="VmrkxAyh", buffer_size=undef, pattern="hZgU~-0-", regexp="hZgU~-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:56.051116Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247153999225702 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:55:56.051387Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:55:56.051502Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.051612Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.051926Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ilwZcUGg", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:56.051999Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158893000843818 seconds: # [0m
[32m[2024-05-28T07:55:56.052244Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:56.052492Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="NsDWxLQx")
[2024-05-28T07:55:56.052688Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.052800Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:55:56.053242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="niEjYViq", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:56.053355Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242723999690497 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:55:56.053608Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:55:56.053720Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:55:56.053826Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:55:56.054301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="FvYDurZR", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:56.069263Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 38 loops & 0.0151074479999806 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:55:56.069595Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:55:56.069743Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:55:56.069873Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d\n1d34ffeaf190\n007974651d34\n43ec804dc6cc\n59843a553c5e\n43df3133c53a\n679a2f6cb6ca\n5027089adc4c\n944fac411a81\n3b63310310b9\n902dac56d843\nbf3dc08bfed0\n6d0ba73a6613\n5e22da79803c\n4ec9ae13640d\n985aaf70c332\n43a60e379374\n5d0da3dc9764", result="ok")
[2024-05-28T07:55:56.070092Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.070204Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\"'", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:55:56.070330Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.070454Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.070859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="EJorUoMW", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:56.070953Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022178399922268 seconds: # [0m
[32m[2024-05-28T07:55:56.071203Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:56.071495Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\"'", cmd="backend_type_string", json_cmd_token="LPiYHAHC")
[2024-05-28T07:55:56.071868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NIL4E-\$?-", json_cmd_token="OJmqqYXR", cmd="backend_type_string")
[2024-05-28T07:55:56.072080Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.072207Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\"'; echo NIL4E-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=303, timeout=90)
[2024-05-28T07:55:56.072597Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\"'; echo NIL4E-\$?-", record_output=undef, no_regex=1, json_cmd_token="QVjFpoUl", buffer_size=303, pattern=[
    "docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\"'; echo NIL4E-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:56.072717Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000241484000071068 seconds: docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi-init"'; echo NIL4E-$?-[0m
[32m[2024-05-28T07:55:56.072972Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container create --name testing registry.access.redhat.com/ubi7/ubi-init /bin/sh -c '/bin/uname -r; /bin/echo "Heartbeat from registry.access.redhat.com/ubi7/ubi-init"'; echo NIL4E-$?-: ok[0m
[2024-05-28T07:55:56.073240Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bAXFfQzx", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:56.073447Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.073563Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/NIL4E-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:55:56.073913Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:NIL4E-\\d+-)", timeout=300, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:NIL4E-\\d+-)", buffer_size=undef, json_cmd_token="hlDJkUiK")
[33m[2024-05-28T07:55:56.118096Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0442614080002386 seconds: NIL4E-0-[0m
[32m[2024-05-28T07:55:56.118432Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NIL4E-\d+-): ok[0m
[2024-05-28T07:55:56.118583Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.118688Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:56.118809Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.118932Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:55:56.119343Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gvNEceIx")
[33m[2024-05-28T07:55:56.119449Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228524000704056 seconds: # [0m
[32m[2024-05-28T07:55:56.119730Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:56.120029Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container start testing", cmd="backend_type_string", json_cmd_token="PXBGHLst")
[2024-05-28T07:55:56.120414Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rDohjXSw", text="; echo tKbhY-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:56.120629Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.120770Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=158)
[2024-05-28T07:55:56.121143Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker container start testing; echo tKbhY-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="TgrrsFtA", buffer_size=158, pattern=[
    "docker container start testing; echo tKbhY-\$?-"
  ])
[33m[2024-05-28T07:55:56.121236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020710300123028 seconds: docker container start testing; echo tKbhY-$?-[0m
[32m[2024-05-28T07:55:56.121517Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container start testing; echo tKbhY-$?-: ok[0m
[2024-05-28T07:55:56.121794Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="oZSxBHSt", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:56.122012Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.122153Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/tKbhY-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.122503Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:tKbhY-\\d+-)", pattern="(?^u:tKbhY-\\d+-)", buffer_size=undef, json_cmd_token="xBXlVLoe", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:56.682684Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.560233328000322 seconds: tKbhY-0-[0m
[32m[2024-05-28T07:55:56.683220Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:55:56.683377Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:55:56.683477Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:55:56.683668Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.683782Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:56.683907Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.684044Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.684614Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JGLZWXAy")
[33m[2024-05-28T07:55:56.684722Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248084999839193 seconds: # [0m
[32m[2024-05-28T07:55:56.685121Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:56.685570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker wait testing", cmd="backend_type_string", json_cmd_token="PfGhVwCz")
[2024-05-28T07:55:56.686223Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo OCuz7-\$?-", json_cmd_token="JpfLYhuz")
[2024-05-28T07:55:56.686588Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.686750Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-", timeout=90, buffer_size=147)
[2024-05-28T07:55:56.687284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker wait testing; echo OCuz7-\$?-"
  ], buffer_size=147, json_cmd_token="mGJxJPiD", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker wait testing; echo OCuz7-\$?-")
[33m[2024-05-28T07:55:56.687390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238714001170592 seconds: docker wait testing; echo OCuz7-$?-[0m
[32m[2024-05-28T07:55:56.687788Z] [debug] [pid:107057] >>> testapi::wait_serial: docker wait testing; echo OCuz7-$?-: ok[0m
[2024-05-28T07:55:56.688219Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="aMvtdusU", cmd="backend_type_string")
[2024-05-28T07:55:56.688545Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:56.688704Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/OCuz7-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:55:56.689177Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:OCuz7-\\d+-)", buffer_size=undef, json_cmd_token="KIcVZyLn", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:OCuz7-\\d+-)")
[33m[2024-05-28T07:55:57.099773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.41068102600002 seconds: OCuz7-0-[0m
[32m[2024-05-28T07:55:57.100198Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:55:57.100332Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:55:57.100413Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:55:57.100594Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.100699Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:57.100818Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.100939Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:57.101428Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uCfgwDPv")
[33m[2024-05-28T07:55:57.101527Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236444999245577 seconds: # [0m
[32m[2024-05-28T07:55:57.101818Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.102134Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container logs testing | tee /var/tmp/container_logs.txt", json_cmd_token="ztbrrstN")
[2024-05-28T07:55:57.102507Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LKnws-\$?-", cmd="backend_type_string", json_cmd_token="TWnZySOI")
[2024-05-28T07:55:57.102716Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.102863Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=191, regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:55:57.103217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="lrAXLrSH", buffer_size=191, pattern=[
    "docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-"
  ], regexp="docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:57.103298Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177603000338422 seconds: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-[0m
[32m[2024-05-28T07:55:57.103565Z] [debug] [pid:107057] >>> testapi::wait_serial: docker container logs testing | tee /var/tmp/container_logs.txt; echo LKnws-$?-: ok[0m
[2024-05-28T07:55:57.103815Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="WvEZCqxa")
[2024-05-28T07:55:57.104039Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.104183Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/LKnws-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:55:57.104515Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:LKnws-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="QKzcPytO", buffer_size=undef, pattern="(?^u:LKnws-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:57.117205Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0127400689998467 seconds: LKnws-0-[0m
[32m[2024-05-28T07:55:57.117510Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:55:57.117652Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.117754Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:55:57.117871Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.117994Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:57.118344Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="DhzGGKcZ", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:57.118423Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176903000465245 seconds: # [0m
[32m[2024-05-28T07:55:57.118681Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.118944Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RtMhhcsS", text="docker rm -f testing", cmd="backend_type_string")
[2024-05-28T07:55:57.119279Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KnDwOfkM", text="; echo jxDgA-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:57.119482Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.119621Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -f testing; echo jxDgA-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=148)
[2024-05-28T07:55:57.120051Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="VQTmOkAJ", buffer_size=148, pattern=[
    "docker rm -f testing; echo jxDgA-\$?-"
  ], regexp="docker rm -f testing; echo jxDgA-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:57.120128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174672999492032 seconds: docker rm -f testing; echo jxDgA-$?-[0m
[32m[2024-05-28T07:55:57.120392Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -f testing; echo jxDgA-$?-: ok[0m
[2024-05-28T07:55:57.120639Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="OCuDRYkk")
[2024-05-28T07:55:57.120853Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.120992Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/jxDgA-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:55:57.121310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:jxDgA-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:jxDgA-\\d+-)", buffer_size=undef, json_cmd_token="HOhngJlI")
[33m[2024-05-28T07:55:57.134489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0132465770002455 seconds: jxDgA-0-[0m
[32m[2024-05-28T07:55:57.134776Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:55:57.134902Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:57.135014Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:55:57.135120Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:57.135244Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:57.135578Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="fqMIGNNw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:57.135649Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159972998517333 seconds: # [0m
[32m[2024-05-28T07:55:57.135905Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.136160Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", json_cmd_token="AkSjpvLs", cmd="backend_type_string")
[2024-05-28T07:55:57.136493Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo oWo0H-\$?-", json_cmd_token="yfwwBrdY")
[2024-05-28T07:55:57.136681Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:57.136823Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=175, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:55:57.137145Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-"
  ], buffer_size=175, json_cmd_token="APeupIrH", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="grep \"`uname -r`\" '/var/tmp/container_logs.txt'; echo oWo0H-\$?-")
[33m[2024-05-28T07:55:57.137221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165322999237105 seconds: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-[0m
[32m[2024-05-28T07:55:57.137475Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "`uname -r`" '/var/tmp/container_logs.txt'; echo oWo0H-$?-: ok[0m
[2024-05-28T07:55:57.137717Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ibzSnRzY")
[2024-05-28T07:55:57.137913Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:55:57.138049Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[2024-05-28T07:55:57.138360Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:oWo0H-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="LvncxfIa", buffer_size=undef, pattern="(?^u:oWo0H-\\d+-)")
[33m[2024-05-28T07:55:57.140485Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00219980800102348 seconds: oWo0H-0-[0m
[32m[2024-05-28T07:55:57.140750Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:55:57.140869Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:57.140984Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:55:57.141089Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:57.141222Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:55:57.141570Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="pwvNotWZ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:55:57.141641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163672999406117 seconds: # [0m
[32m[2024-05-28T07:55:57.141897Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.142146Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\" '/var/tmp/container_logs.txt'", json_cmd_token="PPyQeXIq", cmd="backend_type_string")
[2024-05-28T07:55:57.142475Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo r7kcx-\$?-", json_cmd_token="Zsvicfap")
[2024-05-28T07:55:57.142662Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:57.142871Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\" '/var/tmp/container_logs.txt'; echo r7kcx-\$?-", buffer_size=220, timeout=90)
[2024-05-28T07:55:57.143203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\" '/var/tmp/container_logs.txt'; echo r7kcx-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="sCZVCfWz", buffer_size=220, pattern=[
    "grep \"Heartbeat from registry.access.redhat.com/ubi7/ubi-init\" '/var/tmp/container_logs.txt'; echo r7kcx-\$?-"
  ])
[33m[2024-05-28T07:55:57.143277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016881299961824 seconds: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi-init" '/var/tmp/container_logs.txt'; echo r7kcx-$?-[0m
[32m[2024-05-28T07:55:57.143540Z] [debug] [pid:107057] >>> testapi::wait_serial: grep "Heartbeat from registry.access.redhat.com/ubi7/ubi-init" '/var/tmp/container_logs.txt'; echo r7kcx-$?-: ok[0m
[2024-05-28T07:55:57.143780Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="hZsVeDlh", cmd="backend_type_string")
[2024-05-28T07:55:57.143979Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:55:57.144147Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/r7kcx-\d+-/u)
[2024-05-28T07:55:57.144467Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:r7kcx-\\d+-)", buffer_size=undef, json_cmd_token="yGZKSPFz", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:r7kcx-\\d+-)")
[33m[2024-05-28T07:55:57.145402Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00101194700073393 seconds: r7kcx-0-[0m
[32m[2024-05-28T07:55:57.145642Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:r7kcx-\d+-): ok[0m
[2024-05-28T07:55:57.145747Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:57.145832Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:55:57.145919Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:57.146017Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:55:57.146323Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="BkzjGWgx", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:55:57.146392Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155201998495613 seconds: # [0m
[32m[2024-05-28T07:55:57.146620Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.146855Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -f /var/tmp/container_logs.txt", cmd="backend_type_string", json_cmd_token="UnLWHxJo")
[2024-05-28T07:55:57.147172Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yEjXmVSQ", text="; echo NBm8O-\$?-", cmd="backend_type_string")
[2024-05-28T07:55:57.147349Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:57.147465Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-")
[2024-05-28T07:55:57.147771Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-", pattern=[
    "rm -f /var/tmp/container_logs.txt; echo NBm8O-\$?-"
  ], buffer_size=161, json_cmd_token="UqxxdwVy", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:57.147842Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158522998390254 seconds: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-[0m
[32m[2024-05-28T07:55:57.148076Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f /var/tmp/container_logs.txt; echo NBm8O-$?-: ok[0m
[2024-05-28T07:55:57.148312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xOAIQwKQ", cmd="backend_type_string")
[2024-05-28T07:55:57.148494Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:23 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:55:57.148609Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[2024-05-28T07:55:57.148906Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sFaoidhw", buffer_size=undef, pattern="(?^u:NBm8O-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:NBm8O-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:57.149537Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000704841999322525 seconds: NBm8O-0-[0m
[32m[2024-05-28T07:55:57.149769Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:55:57.149869Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:57.149965Z] [debug] [pid:107057] <<< testapi::script_run(cmd="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:55:57.150049Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:57.150149Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:55:57.150455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zccGAiIU", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:57.150525Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155022999024368 seconds: # [0m
[32m[2024-05-28T07:55:57.150747Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.150983Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt", json_cmd_token="ZvPSznft")
[2024-05-28T07:55:57.151300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo MWzBG-\$?-", cmd="backend_type_string", json_cmd_token="alyIaHPw")
[2024-05-28T07:55:57.151463Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:57.151580Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=239, timeout=90, regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo MWzBG-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:57.151889Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo MWzBG-\$?-"
  ], buffer_size=239, json_cmd_token="HBuohgRe", record_output=undef, no_regex=1, regexp="echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo MWzBG-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:57.151971Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000171072999364696 seconds: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo MWzBG-$?-[0m
[32m[2024-05-28T07:55:57.152212Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 'OK: docker - registry.access.redhat.com/ubi7/ubi-init:latest' >> /var/tmp/docker-3rd_party_images_log.txt; echo MWzBG-$?-: ok[0m
[2024-05-28T07:55:57.152443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pANuRCtS", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:57.152620Z] [debug] [pid:107057] tests/containers/third_party_images.pm:48 called third_party_images::test_3rd_party_image -> tests/containers/third_party_images.pm:24 called testapi::script_run
[2024-05-28T07:55:57.152732Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/MWzBG-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:55:57.153041Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="XttMBaur", buffer_size=undef, pattern="(?^u:MWzBG-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=30, regexp="(?^u:MWzBG-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:55:57.153122Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162023001394118 seconds: MWzBG-0-[0m
[32m[2024-05-28T07:55:57.153348Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:MWzBG-\d+-): ok[0m
[2024-05-28T07:55:57.153454Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.153534Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", timeout=180, quiet=undef, fail_message="")
[2024-05-28T07:55:57.153619Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.153716Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:55:57.154017Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nZdUDsGG", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:55:57.154075Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000143032999403658 seconds: # [0m
[32m[2024-05-28T07:55:57.154295Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.154524Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps -q | xargs -r docker stop", json_cmd_token="YVPmyDyV", cmd="backend_type_string")
[2024-05-28T07:55:57.154834Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ILCn4-\$?-", json_cmd_token="SCEJvtQG", cmd="backend_type_string")
[2024-05-28T07:55:57.155Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.155111Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-")
[2024-05-28T07:55:57.155415Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="wNIIFzVa", buffer_size=163, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ])
[33m[2024-05-28T07:55:57.155487Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157963000674499 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:55:57.155710Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:55:57.155937Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="lGaAzcYy", cmd="backend_type_string")
[2024-05-28T07:55:57.156121Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.156242Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/ILCn4-\d+-/u)
[2024-05-28T07:55:57.156545Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=180, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)", pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="PwYzOFEm", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:57.168715Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0122339400004421 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:55:57.169013Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:55:57.169138Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.169237Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:55:57.169340Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.169458Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:55:57.169784Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LemXtVAt", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:55:57.169854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157652000780217 seconds: # [0m
[32m[2024-05-28T07:55:57.170111Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.170357Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume prune -f", json_cmd_token="qGxVBhJL", cmd="backend_type_string")
[2024-05-28T07:55:57.170687Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo U1xFX-\$?-", json_cmd_token="jjJjnxsQ", cmd="backend_type_string")
[2024-05-28T07:55:57.170872Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.171008Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=150, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker volume prune -f; echo U1xFX-\$?-")
[2024-05-28T07:55:57.171340Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="HdicolWV", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker volume prune -f; echo U1xFX-\$?-")
[33m[2024-05-28T07:55:57.171411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159133000124712 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:55:57.171668Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:55:57.171908Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bjnkEjDj", text="\n", cmd="backend_type_string")
[2024-05-28T07:55:57.172121Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.172258Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/U1xFX-\d+-/u)
[2024-05-28T07:55:57.172575Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:U1xFX-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=300, quiet=undef, expect_not_found=0, json_cmd_token="RxqCgnMY", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)")
[33m[2024-05-28T07:55:57.181771Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00927081900044868 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:55:57.182054Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:55:57.182180Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.182282Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:55:57.182386Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.182509Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:55:57.182828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rjFCUhDb", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:55:57.182896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000153812999997172 seconds: # [0m
[32m[2024-05-28T07:55:57.183151Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:55:57.183395Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FlXKqzBb", text="docker system prune -a -f", cmd="backend_type_string")
[2024-05-28T07:55:57.183720Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uOgVl-\$?-", json_cmd_token="QyGirgfI")
[2024-05-28T07:55:57.183908Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.184065Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, regexp="docker system prune -a -f; echo uOgVl-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:55:57.184393Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-", pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="utGYJdaK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:55:57.184467Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160363000759389 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:55:57.184740Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:55:57.184992Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="kfdTgVgl", cmd="backend_type_string")
[2024-05-28T07:55:57.185193Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:55:57.185331Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/uOgVl-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:55:57.185644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="GCjDRkDw", expect_not_found=0, quiet=undef, timeout=300, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:uOgVl-\\d+-)")
[33m[2024-05-28T07:56:02.007832Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 154 loops & 4.82217432300058 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:56:02.008705Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:56:02.008992Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.009147Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.010009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="MHJWYGKu")
[33m[2024-05-28T07:56:02.010165Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000340136000886559 seconds: # [0m
[32m[2024-05-28T07:56:02.010588Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.010702Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.010769Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:56:02.011209Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="McWpIwBQ")
[2024-05-28T07:56:02.011550Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.011716Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.012247Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="DuEmUcWw", buffer_size=undef, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ])
[33m[2024-05-28T07:56:02.012369Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025610400007281 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:56:02.012759Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:56:02.012887Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.013026Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> ")
[2024-05-28T07:56:02.013534Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="DDhZBfPQ", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.013623Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000220374000491574 seconds: > [0m
[32m[2024-05-28T07:56:02.014012Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:02.014410Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string", json_cmd_token="qvovwVAq")
[2024-05-28T07:56:02.014705Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.014853Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_abhxA", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.015385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_abhxA", pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="MJImqtgz", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.015491Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231214000450564 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:56:02.015842Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:56:02.015959Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.016101Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="abhxA-0-", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.016562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ihRQSuZZ", buffer_size=undef, pattern="abhxA-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="abhxA-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:56:02.016696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249983999310643 seconds: abhxA-0-[0m
[32m[2024-05-28T07:56:02.016987Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:56:02.017106Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.017243Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.017684Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="cISfbzVR", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.017773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214603998756502 seconds: # [0m
[32m[2024-05-28T07:56:02.018055Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.018401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="lEpdVKAX")
[2024-05-28T07:56:02.018644Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.018786Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.019239Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zMteFlCJ", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.019348Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023826399956306 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:56:02.019631Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:56:02.019746Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.019876Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDabhxA-\\d+-")
[2024-05-28T07:56:02.020315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDabhxA-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="RgYPqzib", buffer_size=undef, pattern="SCRIPT_FINISHEDabhxA-\\d+-")
[33m[2024-05-28T07:56:02.031533Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0112992539998231 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:56:02.031874Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:56:02.032021Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:56:02.032117Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:56:02.032368Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.032505Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:56:02.033050Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RiwGDxwO", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.033188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000340586000675103 seconds: # [0m
[32m[2024-05-28T07:56:02.033482Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.033581Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.033642Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:56:02.034003Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="sKsBdVmI")
[2024-05-28T07:56:02.034243Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.034383Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.034891Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="mQsTTIpD", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.035022Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000314986000375939 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:56:02.035319Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:56:02.035431Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.035559Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.036080Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AHKmdlim", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.036193Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000313505999656627 seconds: > [0m
[32m[2024-05-28T07:56:02.036489Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:02.036842Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="qLVrTvBk", cmd="backend_type_string")
[2024-05-28T07:56:02.037072Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.037210Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_hZgU~", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.037715Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="aIVALgOA", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.037847Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000321225001243874 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:56:02.038107Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:56:02.038198Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.038302Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="hZgU~-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:56:02.038789Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", no_regex=0, record_output=undef, json_cmd_token="ymFQTtAZ", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.038930Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000317676000122447 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:56:02.039182Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:56:02.039275Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.039377Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.040027Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="GGMJMKAD", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.040164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000348296000083792 seconds: # [0m
[32m[2024-05-28T07:56:02.040992Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.041510Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yFOOBuod", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:02.041947Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.042135Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.042655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zZDBWqhx", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.042775Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246244000663864 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:56:02.043189Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:56:02.043320Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:02.043465Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.043942Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, json_cmd_token="NQmVFCOb", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.056517Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.012649987000259 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:56:02.056946Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:56:02.057102Z] [debug] [pid:107057] tests/containers/third_party_images.pm:50 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:56:02.057197Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[2024-05-28T07:56:02.057423Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:30 called testapi::script_run
[2024-05-28T07:56:02.057544Z] [debug] [pid:107057] <<< testapi::script_run(cmd="mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:56:02.057656Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:30 called testapi::script_run
[2024-05-28T07:56:02.057778Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:56:02.058323Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="sAOOZLGm", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.058431Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243144000705797 seconds: # [0m
[32m[2024-05-28T07:56:02.058850Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.059238Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string", json_cmd_token="KCdGqxXb")
[2024-05-28T07:56:02.059837Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ZCqj9-\$?-", json_cmd_token="jaLfwIXX", cmd="backend_type_string")
[2024-05-28T07:56:02.060100Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:30 called testapi::script_run
[2024-05-28T07:56:02.060248Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt; echo ZCqj9-\$?-", buffer_size=208, timeout=90)
[2024-05-28T07:56:02.060937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt; echo ZCqj9-\$?-"
  ], buffer_size=208, json_cmd_token="UltJAWbx", no_regex=1, record_output=undef, regexp="mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt; echo ZCqj9-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.061049Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026413399973535 seconds: mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt; echo ZCqj9-$?-[0m
[32m[2024-05-28T07:56:02.061376Z] [debug] [pid:107057] >>> testapi::wait_serial: mv /var/tmp/docker-3rd_party_images_log.txt /tmp/docker-3rd_party_images_log.txt; echo ZCqj9-$?-: ok[0m
[2024-05-28T07:56:02.061734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="oFlsmrfR", cmd="backend_type_string")
[2024-05-28T07:56:02.061974Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:30 called testapi::script_run
[2024-05-28T07:56:02.062121Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ZCqj9-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:56:02.062668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:ZCqj9-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="quuqsbSb", buffer_size=undef, pattern="(?^u:ZCqj9-\\d+-)")
[33m[2024-05-28T07:56:02.066544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00402776900045865 seconds: ZCqj9-0-[0m
[32m[2024-05-28T07:56:02.067170Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZCqj9-\d+-): ok[0m
[2024-05-28T07:56:02.067588Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:33 called testapi::upload_logs
[2024-05-28T07:56:02.067710Z] [debug] [pid:107057] <<< testapi::upload_logs(file="/tmp/docker-3rd_party_images_log.txt", failok=0, timeout=90)
[2024-05-28T07:56:02.067875Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:33 called testapi::upload_logs
[2024-05-28T07:56:02.067974Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl --form upload=\@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:02.068101Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:33 called testapi::upload_logs
[2024-05-28T07:56:02.068213Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.068804Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UNrEQEFU", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.068897Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002467140002409 seconds: # [0m
[32m[2024-05-28T07:56:02.069224Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.069582Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl --form upload=\@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt", json_cmd_token="OCpsvVom")
[2024-05-28T07:56:02.070027Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo p~L0b-\$?-", json_cmd_token="RXhSrYXE")
[2024-05-28T07:56:02.070220Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:33 called testapi::upload_logs
[2024-05-28T07:56:02.070357Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="curl --form upload=\@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt; echo p~L0b-\$?-", buffer_size=335, timeout=90)
[2024-05-28T07:56:02.070722Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "curl --form upload=\@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt; echo p~L0b-\$?-"
  ], buffer_size=335, json_cmd_token="cmotepSi", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="curl --form upload=\@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt; echo p~L0b-\$?-")
[33m[2024-05-28T07:56:02.070818Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000216213999010506 seconds: curl --form upload=@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt; echo p~L0b-$?-[0m
[32m[2024-05-28T07:56:02.071066Z] [debug] [pid:107057] >>> testapi::wait_serial: curl --form upload=@/tmp/docker-3rd_party_images_log.txt --form upname=docker_3rd_party_images-docker-3rd_party_images_log.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-3rd_party_images_log.txt; echo p~L0b-$?-: ok[0m
[2024-05-28T07:56:02.071302Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HOsxLFBd")
[2024-05-28T07:56:02.071478Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:33 called testapi::upload_logs
[2024-05-28T07:56:02.071597Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/p~L0b-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.071908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:p~L0b-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="EKiUSbtn", buffer_size=undef, pattern="(?^u:p~L0b-\\d+-)")
[33m[2024-05-28T07:56:02.104828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0329801049992966 seconds: p~L0b-0-[0m
[32m[2024-05-28T07:56:02.105168Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p~L0b-\d+-): ok[0m
[2024-05-28T07:56:02.105306Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:34 called testapi::script_run
[2024-05-28T07:56:02.105425Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rm /tmp/docker-3rd_party_images_log.txt", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:56:02.105531Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:34 called testapi::script_run
[2024-05-28T07:56:02.105653Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:56:02.106071Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rOYeDOcG")
[33m[2024-05-28T07:56:02.106165Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215743999433471 seconds: # [0m
[32m[2024-05-28T07:56:02.106449Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.106742Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TwuWWxOQ", text="rm /tmp/docker-3rd_party_images_log.txt", cmd="backend_type_string")
[2024-05-28T07:56:02.107124Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TDWsUIgQ", text="; echo exxk7-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:02.107325Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:34 called testapi::script_run
[2024-05-28T07:56:02.107468Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=167, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="rm /tmp/docker-3rd_party_images_log.txt; echo exxk7-\$?-")
[2024-05-28T07:56:02.107846Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "rm /tmp/docker-3rd_party_images_log.txt; echo exxk7-\$?-"
  ], buffer_size=167, json_cmd_token="DMcHgxQJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rm /tmp/docker-3rd_party_images_log.txt; echo exxk7-\$?-")
[33m[2024-05-28T07:56:02.107936Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207282999326708 seconds: rm /tmp/docker-3rd_party_images_log.txt; echo exxk7-$?-[0m
[32m[2024-05-28T07:56:02.108223Z] [debug] [pid:107057] >>> testapi::wait_serial: rm /tmp/docker-3rd_party_images_log.txt; echo exxk7-$?-: ok[0m
[2024-05-28T07:56:02.108500Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GEKlJBAL", cmd="backend_type_string")
[2024-05-28T07:56:02.108696Z] [debug] [pid:107057] tests/containers/third_party_images.pm:60 called third_party_images::upload_3rd_party_images_logs -> tests/containers/third_party_images.pm:34 called testapi::script_run
[2024-05-28T07:56:02.108813Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/exxk7-\d+-/u)
[2024-05-28T07:56:02.109177Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:exxk7-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:exxk7-\\d+-)", buffer_size=undef, json_cmd_token="cduUbhuZ")
[33m[2024-05-28T07:56:02.109719Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000643710998701863 seconds: exxk7-0-[0m
[32m[2024-05-28T07:56:02.109960Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:exxk7-\d+-): ok[0m
[1;34m[2024-05-28T07:56:02.112405Z] [debug] [pid:107057] ||| finished docker_3rd_party_images containers (runtime: 85 s)[0m
[1;34m[2024-05-28T07:56:02.114409Z] [debug] [pid:107057] ||| starting docker_privileged_mode tests/containers/privileged_mode.pm[0m
[2024-05-28T07:56:02.114942Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:22 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:56:02.115002Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:56:02.115517Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.115632Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.115991Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ECfxZmig")
[33m[2024-05-28T07:56:02.116093Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213332999919658 seconds: # [0m
[32m[2024-05-28T07:56:02.116353Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.116433Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.116485Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:56:02.116748Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="pyTnRoQd")
[2024-05-28T07:56:02.116934Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.117045Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.117405Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="MOrQLNLQ")
[33m[2024-05-28T07:56:02.117493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202672999876086 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:56:02.117738Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:56:02.117827Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.117929Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:56:02.118274Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="xNgmzoTT", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:56:02.118345Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178133001099923 seconds: > [0m
[32m[2024-05-28T07:56:02.118573Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:02.118829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="tYXxnxxc", cmd="backend_type_string")
[2024-05-28T07:56:02.119012Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.119123Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_n1~0x")
[2024-05-28T07:56:02.119460Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_n1~0x", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="MHOXpSFQ", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ])
[33m[2024-05-28T07:56:02.119544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187033998372499 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:56:02.119773Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:56:02.119862Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.119968Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="n1~0x-0-", no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:56:02.120324Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="yTaWTDqM", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="n1~0x-0-")
[33m[2024-05-28T07:56:02.121250Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00102358799995272 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:56:02.121486Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:56:02.121580Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.121698Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.122055Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="cZIDRFBv", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.122138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188252999578253 seconds: # [0m
[32m[2024-05-28T07:56:02.122390Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.122658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fnPinpfE", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:02.122840Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.122953Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:02.123328Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="LOENEbxN")
[33m[2024-05-28T07:56:02.123418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199624000742915 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:56:02.123646Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:56:02.123736Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:02.123839Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T07:56:02.124181Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", pattern="SCRIPT_FINISHEDn1~0x-\\d+-", buffer_size=undef, json_cmd_token="DkiNcfKJ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.127591Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00350256999990961 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:56:02.127881Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966cd66220)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(privileged_mode=HASH(0x55966bfacd40), "docker") called at opensuse/tests/containers/privileged_mode.pm line 25
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966cd66220)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(privileged_mode=HASH(0x55966bfacd40), "docker") called at opensuse/tests/containers/privileged_mode.pm line 25
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:56:02.128771Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:02.128868Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:56:02.128961Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:02.129060Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:56:02.129395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IXaEjQFR", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:02.129466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159363000420853 seconds: # [0m
[32m[2024-05-28T07:56:02.129695Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.129949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="which docker", json_cmd_token="BiENbTyI")
[2024-05-28T07:56:02.130289Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3Bn3R-\$?-", json_cmd_token="QIjgkHXt", cmd="backend_type_string")
[2024-05-28T07:56:02.130469Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:02.130582Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="which docker; echo 3Bn3R-\$?-", buffer_size=140, timeout=90)
[2024-05-28T07:56:02.130925Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="kCWjDmHc", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.131009Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189744001545478 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:56:02.131238Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:56:02.131473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lxjAYSCa", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:02.131655Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:02.131768Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:56:02.132107Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:3Bn3R-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="EAoFccIK", buffer_size=undef, pattern="(?^u:3Bn3R-\\d+-)")
[33m[2024-05-28T07:56:02.133116Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00110810899968783 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:56:02.133353Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:56:02.133457Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:02.133539Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:02.133626Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:02.133731Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.134071Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="RGmPndhq", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.134153Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185752998731914 seconds: # [0m
[32m[2024-05-28T07:56:02.134381Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.134636Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="nFjPgOjf", cmd="backend_type_string")
[2024-05-28T07:56:02.134974Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="ITXFYQgy")
[2024-05-28T07:56:02.135151Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:02.135265Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", timeout=90, buffer_size=173)
[2024-05-28T07:56:02.135605Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="oqAijqMp", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-")
[33m[2024-05-28T07:56:02.135691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192604000403662 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:56:02.135918Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:56:02.136177Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aksGnGin", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:02.136369Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:02.136482Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/p9uJo-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:56:02.136814Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="oFFwtGat", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T07:56:02.138096Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00137520400130597 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:56:02.138337Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:56:02.138442Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:02.138525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:02.138612Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:02.138707Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:56:02.139048Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VyrrvdFQ")
[33m[2024-05-28T07:56:02.139130Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187542998901336 seconds: # [0m
[32m[2024-05-28T07:56:02.139356Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.139613Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="OPoQcXoZ")
[2024-05-28T07:56:02.139953Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cQEK7-\$?-", json_cmd_token="WaiJOZBy", cmd="backend_type_string")
[2024-05-28T07:56:02.140143Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:02.140258Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", timeout=90, buffer_size=223)
[2024-05-28T07:56:02.140624Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="kWeNxHCv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.140702Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200544000108493 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:56:02.140931Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:56:02.141164Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XuJooDBi", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:02.141346Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:02.141465Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/cQEK7-\d+-/u)
[2024-05-28T07:56:02.141764Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:cQEK7-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:cQEK7-\\d+-)", buffer_size=undef, json_cmd_token="ddXSScjL")
[33m[2024-05-28T07:56:02.141843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158172000737977 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:56:02.142068Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:56:02.142184Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.142265Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:02.142357Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.142452Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.142761Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="MmoDvhVO", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.142819Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.0001425520003977 seconds: # [0m
[32m[2024-05-28T07:56:02.143038Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.143273Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager enable docker", json_cmd_token="HYMyXCzE", cmd="backend_type_string")
[2024-05-28T07:56:02.143586Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kwBjaZjd", text="; echo 9wqGK-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:02.143762Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.143873Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-")
[2024-05-28T07:56:02.144181Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="QKHvJbdx", record_output=undef, no_regex=1, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.144256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162312999236747 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:56:02.144489Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:56:02.144720Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="WuqXCoug")
[2024-05-28T07:56:02.144904Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.145015Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/9wqGK-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:56:02.145306Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:9wqGK-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="SHuzXvkh", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.484706Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.339418245999696 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:56:02.485228Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:56:02.485394Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.485516Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:02.485646Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.485812Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.486643Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="dlQOxddA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.486817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000373376000425196 seconds: # [0m
[32m[2024-05-28T07:56:02.487359Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.488046Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JfPMiPGr", text="systemctl --no-pager is-enabled docker", cmd="backend_type_string")
[2024-05-28T07:56:02.489129Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LHCivgZC", text="; echo gSlMc-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:02.489702Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.489978Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=166, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[2024-05-28T07:56:02.490863Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pyNUnunk", buffer_size=166, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:02.491043Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000393357000575634 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:56:02.491702Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:56:02.492408Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TvnSqHGu")
[2024-05-28T07:56:02.492991Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.493251Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/gSlMc-\d+-/u)
[2024-05-28T07:56:02.494091Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="fHdmLzPl", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:gSlMc-\\d+-)")
[33m[2024-05-28T07:56:02.498901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00501965599869436 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:56:02.499228Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:56:02.499378Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.499489Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:56:02.499606Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.499727Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:56:02.500097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="QuQpbvdQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:02.500178Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186792998647434 seconds: # [0m
[32m[2024-05-28T07:56:02.500487Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.500753Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RmQQPWkj", text="systemctl --no-pager start docker", cmd="backend_type_string")
[2024-05-28T07:56:02.501135Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ukt~P-\$?-", json_cmd_token="YqRQDYiZ")
[2024-05-28T07:56:02.501380Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.501540Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:56:02.501872Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], buffer_size=161, json_cmd_token="pHDTaWRD", no_regex=1, record_output=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.501946Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165313000252354 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:56:02.502254Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:56:02.502519Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KzajxILw")
[2024-05-28T07:56:02.502854Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.503112Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Ukt~P-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=180, buffer_size=undef)
[2024-05-28T07:56:02.503655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=180, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:Ukt~P-\\d+-)", pattern="(?^u:Ukt~P-\\d+-)", buffer_size=undef, json_cmd_token="BclVsjnb", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.512979Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00943928200103983 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:56:02.513484Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:56:02.513689Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.513841Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:02.514002Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.514181Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:02.514802Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="hotMENhf", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:02.514942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000316195999403135 seconds: # [0m
[32m[2024-05-28T07:56:02.515416Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.515887Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", json_cmd_token="LZixhCiH", cmd="backend_type_string")
[2024-05-28T07:56:02.516558Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", json_cmd_token="zHORLccq", cmd="backend_type_string")
[2024-05-28T07:56:02.516953Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.517168Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-")
[2024-05-28T07:56:02.517773Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", no_regex=1, record_output=undef, json_cmd_token="hgMZmXiY", buffer_size=165, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.517920Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000322116000461392 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:56:02.518390Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:56:02.518840Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eMAZpzwW", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:02.519234Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.519452Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0ysj5-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.520050Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="UWyfbbeu", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0ysj5-\\d+-)")
[33m[2024-05-28T07:56:02.524664Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00477507200048422 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:56:02.525161Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:56:02.525368Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.525534Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", quiet=undef, fail_message="", timeout=120)
[2024-05-28T07:56:02.525702Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.525870Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.526401Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="lAPSsQIQ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.526519Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263854000877473 seconds: # [0m
[32m[2024-05-28T07:56:02.526965Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.527373Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lcFiAQlc", text="systemctl --no-pager status docker", cmd="backend_type_string")
[2024-05-28T07:56:02.527955Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0aWkO-\$?-", json_cmd_token="CYBXRvgQ")
[2024-05-28T07:56:02.528331Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.528553Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T07:56:02.529088Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="MjIOsAus", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.529212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271034999968833 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:56:02.529657Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:56:02.530061Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LYtssAMz", cmd="backend_type_string")
[2024-05-28T07:56:02.530433Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.530654Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, regexp=qr/0aWkO-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:56:02.531183Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="QGjgUVne", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=120, regexp="(?^u:0aWkO-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:56:02.542752Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.0116976700010127 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:56:02.543130Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:56:02.543285Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.543407Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.543792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lyDIpPjI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.543872Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173342999914894 seconds: # [0m
[32m[2024-05-28T07:56:02.544130Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.544215Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.544267Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:56:02.544529Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="VnXUWxOo")
[2024-05-28T07:56:02.544725Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.544837Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.545170Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SayOQSEf", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ])
[33m[2024-05-28T07:56:02.545249Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169413000548957 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:56:02.545488Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:56:02.545579Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.545682Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:02.546009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="LgnazGUE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.546070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148342000102275 seconds: > [0m
[32m[2024-05-28T07:56:02.546302Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:02.546552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string", json_cmd_token="pfVCgYHj")
[2024-05-28T07:56:02.546737Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.546843Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_XA0Gw", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.547153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_XA0Gw", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="epcYAebS", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ])
[33m[2024-05-28T07:56:02.547228Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160002000484383 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:56:02.547464Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:56:02.547554Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.547657Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="XA0Gw-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.547967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="XA0Gw-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="ySghjAFw")
[33m[2024-05-28T07:56:02.548227Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00033682499997667 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:56:02.548470Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:56:02.548563Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.548665Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.548981Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GsSjejIX")
[33m[2024-05-28T07:56:02.549053Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158242999532376 seconds: # [0m
[32m[2024-05-28T07:56:02.549289Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.549545Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="ZNzRAAVX", cmd="backend_type_string")
[2024-05-28T07:56:02.549731Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.549841Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.550244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="cWkzYwpj", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:02.550344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223412998821004 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:56:02.550583Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:56:02.550674Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:02.550778Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, quiet=undef, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.551141Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, record_output=1, json_cmd_token="FNvsUxLu", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.603446Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0523493669988966 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:56:02.604066Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:56:02.604450Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:56:02.604734Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 26\n  Goroutines: 51\n  System Time: 2024-05-28T03:55:47.407812577-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:56:02.605142Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.605362Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.606029Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EaEXifBL", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:02.606187Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000358236000465695 seconds: # [0m
[32m[2024-05-28T07:56:02.606657Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.606769Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.606830Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:56:02.607161Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", json_cmd_token="DUsooplb", cmd="backend_type_string")
[2024-05-28T07:56:02.607435Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.607571Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[2024-05-28T07:56:02.608058Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="BPmHfaWj", buffer_size=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ])
[33m[2024-05-28T07:56:02.608170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250283999776002 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:56:02.608454Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:56:02.608566Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.608699Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:02.609087Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="vaASPjxR", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:56:02.609161Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018790299873217 seconds: > [0m
[32m[2024-05-28T07:56:02.609422Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:02.609750Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string", json_cmd_token="oOzVHvhY")
[2024-05-28T07:56:02.610032Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.610210Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Y2gW_", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.610681Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="tBJwbEtL", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_Y2gW_")
[33m[2024-05-28T07:56:02.610769Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232583999604685 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:56:02.611134Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:56:02.611246Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.611368Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="Y2gW_-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.611725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="Y2gW_-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="sRisIirX", buffer_size=undef, pattern="Y2gW_-0-")
[33m[2024-05-28T07:56:02.611823Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199234000319848 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:56:02.612104Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:56:02.612221Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.612348Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:02.612728Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AvFnUzhF")
[33m[2024-05-28T07:56:02.612826Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206123000680236 seconds: # [0m
[32m[2024-05-28T07:56:02.613059Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.613329Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string", json_cmd_token="SPBroWGW")
[2024-05-28T07:56:02.613515Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.613627Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-")
[2024-05-28T07:56:02.613941Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="sjzrHgOF", buffer_size=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:02.614015Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163583001267398 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:56:02.614243Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:56:02.614335Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:02.614438Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:02.614745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SCLlYSFU", buffer_size=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:56:02.617473Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00280265800029156 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:56:02.617723Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:56:02.617850Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:56:02.617936Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:56:02.618119Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.618229Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:02.618340Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.618457Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.618779Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LrLFXpaD", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:02.618849Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155321999045555 seconds: # [0m
[32m[2024-05-28T07:56:02.619073Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:02.619312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager restart docker", cmd="backend_type_string", json_cmd_token="CXxmPhWJ")
[2024-05-28T07:56:02.619632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo yoQuJ-\$?-", cmd="backend_type_string", json_cmd_token="FiULbmDW")
[2024-05-28T07:56:02.619808Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.619919Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", buffer_size=163, timeout=90)
[2024-05-28T07:56:02.620236Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="MVHLTrhT", record_output=undef, no_regex=1, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:02.620310Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162303000251995 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:56:02.620539Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:56:02.620781Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DXzmrOxF")
[2024-05-28T07:56:02.620971Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:02.621084Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/yoQuJ-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:02.621412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:yoQuJ-\\d+-)", buffer_size=undef, json_cmd_token="BsrrFnTa", record_output=undef, no_regex=0, regexp="(?^u:yoQuJ-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:05.325749Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.70429915899877 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:56:05.326760Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T07:56:05.327116Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.327325Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:05.328286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tSnCmPbi")
[33m[2024-05-28T07:56:05.328498Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000522068999998737 seconds: # [0m
[32m[2024-05-28T07:56:05.328957Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:05.329099Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.329190Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:56:05.329652Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="ufMoqfQm", cmd="backend_type_string")
[2024-05-28T07:56:05.329959Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.330152Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:05.330716Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="beOzMLRH", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[33m[2024-05-28T07:56:05.330879Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000329586000589188 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:56:05.331302Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:56:05.331504Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.331687Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:05.332232Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="YLDRuOOu")
[33m[2024-05-28T07:56:05.332356Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000275594999038731 seconds: > [0m
[32m[2024-05-28T07:56:05.332792Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:05.333122Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="huMhWtlR", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:56:05.333340Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.333485Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_n1~0x", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:05.333817Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wfMEbPsE", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_n1~0x", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:05.333896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168632999702822 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:56:05.334175Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:56:05.334282Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.334413Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="n1~0x-0-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:05.334730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="VzlglkQO", record_output=undef, no_regex=0, regexp="n1~0x-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:05.334819Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171542998941732 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:56:05.335097Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:56:05.335207Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.335333Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:56:05.335676Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="hbxcinzi", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:05.335753Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164532999406219 seconds: # [0m
[32m[2024-05-28T07:56:05.335995Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:05.336257Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lrLJegUN", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:05.336450Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.336573Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:05.336896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="PeVWgymJ", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ])
[33m[2024-05-28T07:56:05.336977Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017403300080332 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:56:05.337231Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:56:05.337343Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:27 called containers::utils::reset_container_network_if_needed -> lib/containers/utils.pm:160 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:05.337478Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T07:56:05.337808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OpPmammn", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:05.340441Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00271243600036541 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:56:05.340724Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/utils.pm line 160
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/privileged_mode.pm line 27
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/utils.pm line 160
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/privileged_mode.pm line 27
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $version in concatenation (.) or string at opensuse/lib/containers/utils.pm line 161.
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/privileged_mode.pm line 27
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $version in string eq at opensuse/lib/containers/utils.pm line 165.
	containers::utils::reset_container_network_if_needed("docker") called at opensuse/tests/containers/privileged_mode.pm line 27
	privileged_mode::run(privileged_mode=HASH(0x55966bfacd40), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(privileged_mode=HASH(0x55966bfacd40)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:56:05.341868Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:30 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:05.341970Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  300 docker pull registry.suse.com/bci/bci-base:latest", timeout=303, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:56:05.342060Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:30 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:05.342160Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:56:05.342652Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="FWmVoIuT", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:05.342740Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216963000639225 seconds: # [0m
[32m[2024-05-28T07:56:05.343001Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:05.343261Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iEIlbbwr", text="timeout  300 docker pull registry.suse.com/bci/bci-base:latest", cmd="backend_type_string")
[2024-05-28T07:56:05.343600Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NgeyZ-\$?-", json_cmd_token="YzzLGEOc", cmd="backend_type_string")
[2024-05-28T07:56:05.343771Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:30 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:05.343889Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=190, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="timeout  300 docker pull registry.suse.com/bci/bci-base:latest; echo NgeyZ-\$?-")
[2024-05-28T07:56:05.344218Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  300 docker pull registry.suse.com/bci/bci-base:latest; echo NgeyZ-\$?-", record_output=undef, no_regex=1, json_cmd_token="jsclJgiL", buffer_size=190, pattern=[
    "timeout  300 docker pull registry.suse.com/bci/bci-base:latest; echo NgeyZ-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:05.344297Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167502999829594 seconds: timeout  300 docker pull registry.suse.com/bci/bci-base:latest; echo NgeyZ-$?-[0m
[32m[2024-05-28T07:56:05.344533Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  300 docker pull registry.suse.com/bci/bci-base:latest; echo NgeyZ-$?-: ok[0m
[2024-05-28T07:56:05.344773Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="LDQfSREB")
[2024-05-28T07:56:05.344959Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:30 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:05.345070Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/NgeyZ-\d+-/u, timeout=303, buffer_size=undef)
[2024-05-28T07:56:05.345377Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=303, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:NgeyZ-\\d+-)", pattern="(?^u:NgeyZ-\\d+-)", buffer_size=undef, json_cmd_token="XBYdRHps", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:08.180909Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 143 loops & 2.83552068800054 seconds: NgeyZ-0-[0m
[32m[2024-05-28T07:56:08.181652Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NgeyZ-\d+-): ok[0m
[2024-05-28T07:56:08.181830Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:32 called testapi::record_info
[2024-05-28T07:56:08.181941Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Launch a container with privileged mode", result="ok")
[2024-05-28T07:56:08.182136Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:34 called testapi::script_run
[2024-05-28T07:56:08.182321Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:56:08.182448Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:34 called testapi::script_run
[2024-05-28T07:56:08.182746Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:08.183664Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YeWORCIF", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:08.183857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000428626999564585 seconds: # [0m
[32m[2024-05-28T07:56:08.184540Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:08.185035Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev", json_cmd_token="KuEeeyPj", cmd="backend_type_string")
[2024-05-28T07:56:08.185626Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo c1ib_-\$?-", json_cmd_token="cbOsgBaw")
[2024-05-28T07:56:08.185928Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:34 called testapi::script_run
[2024-05-28T07:56:08.186089Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=202, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev; echo c1ib_-\$?-")
[2024-05-28T07:56:08.186576Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ZlcObpyM", buffer_size=202, pattern=[
    "docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev; echo c1ib_-\$?-"
  ], regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev; echo c1ib_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:08.186687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268713998593739 seconds: docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev; echo c1ib_-$?-[0m
[32m[2024-05-28T07:56:08.186983Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev; echo c1ib_-$?-: ok[0m
[2024-05-28T07:56:08.187304Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mHPiYaKa")
[2024-05-28T07:56:08.187526Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:34 called testapi::script_run
[2024-05-28T07:56:08.187669Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/c1ib_-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:56:08.188112Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hpcNIZBq", buffer_size=undef, pattern="(?^u:c1ib_-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:c1ib_-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:56:09.235832Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 394 loops & 1.04779663100089 seconds: c1ib_-0-[0m
[32m[2024-05-28T07:56:09.236608Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:c1ib_-\d+-): ok[0m
[2024-05-28T07:56:09.236793Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:35 called testapi::record_info
[2024-05-28T07:56:09.236898Z] [debug] [pid:107057] <<< testapi::record_info(title="Devices (privileged)", output=0, result="ok")
[2024-05-28T07:56:09.237083Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:36 called testapi::script_run
[2024-05-28T07:56:09.237206Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker run --rm registry.suse.com/bci/bci-base:latest ls /dev", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:56:09.237315Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:36 called testapi::script_run
[2024-05-28T07:56:09.237437Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:09.238019Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cqnloJWJ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:09.238133Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268543999482063 seconds: # [0m
[32m[2024-05-28T07:56:09.238479Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:09.238808Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm registry.suse.com/bci/bci-base:latest ls /dev", json_cmd_token="KTzwEWlc")
[2024-05-28T07:56:09.239221Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tEIKlDik", text="; echo Hbwwi-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:09.239428Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:36 called testapi::script_run
[2024-05-28T07:56:09.239580Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run --rm registry.suse.com/bci/bci-base:latest ls /dev; echo Hbwwi-\$?-", buffer_size=189, timeout=90)
[2024-05-28T07:56:09.239983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm registry.suse.com/bci/bci-base:latest ls /dev; echo Hbwwi-\$?-"
  ], buffer_size=189, json_cmd_token="EhxWEgOw", record_output=undef, no_regex=1, regexp="docker run --rm registry.suse.com/bci/bci-base:latest ls /dev; echo Hbwwi-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:09.240095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228754001000198 seconds: docker run --rm registry.suse.com/bci/bci-base:latest ls /dev; echo Hbwwi-$?-[0m
[32m[2024-05-28T07:56:09.240381Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm registry.suse.com/bci/bci-base:latest ls /dev; echo Hbwwi-$?-: ok[0m
[2024-05-28T07:56:09.240680Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PUZZmfml", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:09.240888Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:36 called testapi::script_run
[2024-05-28T07:56:09.241029Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/Hbwwi-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:56:09.241399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:Hbwwi-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="cBBzjlbH", buffer_size=undef, pattern="(?^u:Hbwwi-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:10.199638Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 32 loops & 0.958260667001014 seconds: Hbwwi-0-[0m
[32m[2024-05-28T07:56:10.200358Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Hbwwi-\d+-): ok[0m
[2024-05-28T07:56:10.200530Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:37 called testapi::record_info
[2024-05-28T07:56:10.200671Z] [debug] [pid:107057] <<< testapi::record_info(title="Devices (unprivileged)", output=0, result="ok")
[2024-05-28T07:56:10.200888Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:10.200999Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:10.201109Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:10.201221Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:56:10.201855Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="SoCQnnjA", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:10.201973Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028456499967433 seconds: # [0m
[32m[2024-05-28T07:56:10.202331Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:10.202766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'", cmd="backend_type_string", json_cmd_token="GhaMciVT")
[2024-05-28T07:56:10.203276Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo hv1Tk-\$?-", json_cmd_token="ZLolQBbI")
[2024-05-28T07:56:10.203546Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:10.203692Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=210, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'; echo hv1Tk-\$?-")
[2024-05-28T07:56:10.204285Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'; echo hv1Tk-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'; echo hv1Tk-\$?-"
  ], buffer_size=210, json_cmd_token="JLBbauTK")
[33m[2024-05-28T07:56:10.204419Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00030581600003643 seconds: docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'; echo hv1Tk-$?-[0m
[32m[2024-05-28T07:56:10.204796Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm registry.suse.com/bci/bci-base:latest bash -c '! test -d /dev/bus'; echo hv1Tk-$?-: ok[0m
[2024-05-28T07:56:10.205186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yltqvBMR", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:10.205423Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:10.205561Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/hv1Tk-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:56:10.206002Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:hv1Tk-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="sOnUHydb", buffer_size=undef, pattern="(?^u:hv1Tk-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:11.249218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.04323993199978 seconds: hv1Tk-0-[0m
[32m[2024-05-28T07:56:11.249930Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hv1Tk-\d+-): ok[0m
[2024-05-28T07:56:11.250397Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:11.250544Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:11.250683Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:11.250816Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:56:11.251477Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PVdkSbkI")
[33m[2024-05-28T07:56:11.251610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000329425998643273 seconds: # [0m
[32m[2024-05-28T07:56:11.251916Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:11.252289Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VEMCyoCf", text="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus", cmd="backend_type_string")
[2024-05-28T07:56:11.252753Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Bb9dh-\$?-", json_cmd_token="RfcrPYQM")
[2024-05-28T07:56:11.252963Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:11.253109Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus; echo Bb9dh-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=206)
[2024-05-28T07:56:11.253599Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus; echo Bb9dh-\$?-"
  ], buffer_size=206, json_cmd_token="JwLWSceM", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus; echo Bb9dh-\$?-")
[33m[2024-05-28T07:56:11.253729Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000299384999379981 seconds: docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus; echo Bb9dh-$?-[0m
[32m[2024-05-28T07:56:11.254020Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --privileged registry.suse.com/bci/bci-base:latest ls /dev/bus; echo Bb9dh-$?-: ok[0m
[2024-05-28T07:56:11.254364Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kUalULlc")
[2024-05-28T07:56:11.254584Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:11.254725Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Bb9dh-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:11.255178Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uVabKhrN", buffer_size=undef, pattern="(?^u:Bb9dh-\\d+-)", regexp="(?^u:Bb9dh-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:12.198429Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.943326311999044 seconds: Bb9dh-0-[0m
[32m[2024-05-28T07:56:12.199120Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Bb9dh-\d+-): ok[0m
[2024-05-28T07:56:12.199308Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:12.199429Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:12.199537Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:12.199662Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:12.200271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AsrsxAct", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:12.200382Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266874001681572 seconds: # [0m
[32m[2024-05-28T07:56:12.200725Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:12.201094Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt", json_cmd_token="pxONsiko")
[2024-05-28T07:56:12.201580Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo BEOzL-\$?-", json_cmd_token="jlGLBZTt")
[2024-05-28T07:56:12.201818Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:12.201972Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt; echo BEOzL-\$?-", buffer_size=219, timeout=90)
[2024-05-28T07:56:12.202410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt; echo BEOzL-\$?-", record_output=undef, no_regex=1, json_cmd_token="GzbKZNTi", buffer_size=219, pattern=[
    "docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt; echo BEOzL-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:12.202505Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021020399981353 seconds: docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt; echo BEOzL-$?-[0m
[32m[2024-05-28T07:56:12.202858Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --privileged registry.suse.com/bci/bci-base:latest mount -t tmpfs none /mnt; echo BEOzL-$?-: ok[0m
[2024-05-28T07:56:12.203268Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uZIoxqFk", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:12.203562Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:12.203740Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/BEOzL-\d+-/u)
[2024-05-28T07:56:12.204253Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:BEOzL-\\d+-)", buffer_size=undef, json_cmd_token="ZEnlRyWW", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:BEOzL-\\d+-)")
[33m[2024-05-28T07:56:13.201Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.996781996000209 seconds: BEOzL-0-[0m
[32m[2024-05-28T07:56:13.201701Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:BEOzL-\d+-): ok[0m
[2024-05-28T07:56:13.201958Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.202121Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:13.202737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hKugEVnw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:13.202851Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270384000032209 seconds: # [0m
[32m[2024-05-28T07:56:13.203177Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:13.203277Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.203343Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script4sLgD.sh :\n \"cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-\$?-\" \n")
[2024-05-28T07:56:13.203722Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-\$?-\n", json_cmd_token="eFrcPjmm")
[2024-05-28T07:56:13.203960Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.204126Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:56:13.204603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-\$?-"
  ], buffer_size=undef, json_cmd_token="zLBBQmBW", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-\$?-")
[33m[2024-05-28T07:56:13.204707Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224244000492035 seconds: cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-$?-[0m
[32m[2024-05-28T07:56:13.205026Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script4sLgD.sh << 'EOT_4sLgD'; echo 4sLgD-$?-: ok[0m
[2024-05-28T07:56:13.205126Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.205259Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:56:13.205683Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="FThftfKa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:13.205767Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00019229300050938 seconds: > [0m
[32m[2024-05-28T07:56:13.206065Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:13.206382Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat /proc/1/status | grep CapBnd\nEOT_4sLgD\n", cmd="backend_type_string", json_cmd_token="wubMSgLd")
[2024-05-28T07:56:13.206626Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.206766Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_4sLgD")
[2024-05-28T07:56:13.207190Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="oNMwSKjv", buffer_size=undef, pattern=[
    "> EOT_4sLgD"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_4sLgD", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:13.207277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194303000171203 seconds: > EOT_4sLgD[0m
[32m[2024-05-28T07:56:13.207584Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_4sLgD: ok[0m
[2024-05-28T07:56:13.207681Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.207812Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp="4sLgD-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:13.208191Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="4sLgD-0-", no_regex=0, record_output=undef, json_cmd_token="erNwAdkW", buffer_size=undef, pattern="4sLgD-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:13.208275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162442000146257 seconds: 4sLgD-0-[0m
[32m[2024-05-28T07:56:13.208543Z] [debug] [pid:107057] >>> testapi::wait_serial: 4sLgD-0-: ok[0m
[2024-05-28T07:56:13.208628Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.208734Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:56:13.209109Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="weSgpoOo", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:13.209170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00015035300020827 seconds: # [0m
[32m[2024-05-28T07:56:13.209429Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:13.209731Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-\$?-\n", json_cmd_token="fRImzfbZ", cmd="backend_type_string")
[2024-05-28T07:56:13.210017Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.210187Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:13.210604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-\$?-"
  ], buffer_size=undef, json_cmd_token="wwQbPOOd")
[33m[2024-05-28T07:56:13.210688Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177942998561775 seconds: echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-$?-[0m
[32m[2024-05-28T07:56:13.211039Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 4sLgD; bash -oe pipefail /tmp/script4sLgD.sh ; echo SCRIPT_FINISHED4sLgD-$?-: ok[0m
[2024-05-28T07:56:13.211149Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:48 called testapi::script_output
[2024-05-28T07:56:13.211287Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHED4sLgD-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:13.211662Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="tAKwpZEV", buffer_size=undef, pattern="SCRIPT_FINISHED4sLgD-\\d+-", regexp="SCRIPT_FINISHED4sLgD-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:13.214194Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.00260464499842783 seconds: SCRIPT_FINISHED4sLgD-0-[0m
[32m[2024-05-28T07:56:13.214568Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED4sLgD-\d+-: ok[0m
[2024-05-28T07:56:13.214775Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.214924Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:13.215310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gnQsSQKl", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:13.215391Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167092999618035 seconds: # [0m
[32m[2024-05-28T07:56:13.215628Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:13.215722Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.215791Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptDwQ_l.sh :\n \"cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-\$?-\" \n")
[2024-05-28T07:56:13.216107Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-\$?-\n", json_cmd_token="FhgktIBT", cmd="backend_type_string")
[2024-05-28T07:56:13.216379Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.216536Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:13.216965Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-\$?-"
  ], buffer_size=undef, json_cmd_token="WjBwZScc", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-\$?-")
[33m[2024-05-28T07:56:13.217056Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202864001039416 seconds: cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-$?-[0m
[32m[2024-05-28T07:56:13.217284Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptDwQ_l.sh << 'EOT_DwQ_l'; echo DwQ_l-$?-: ok[0m
[2024-05-28T07:56:13.217395Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.217533Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> ")
[2024-05-28T07:56:13.217933Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mJRDGkmk", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:13.218002Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175052999111358 seconds: > [0m
[32m[2024-05-28T07:56:13.218188Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:13.218517Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --privileged registry.suse.com/bci/bci-base:latest cat /proc/1/status | grep CapBnd\nEOT_DwQ_l\n", cmd="backend_type_string", json_cmd_token="efHEdlky")
[2024-05-28T07:56:13.218827Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.218999Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_DwQ_l", timeout=90, buffer_size=undef)
[2024-05-28T07:56:13.219450Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_DwQ_l", pattern=[
    "> EOT_DwQ_l"
  ], buffer_size=undef, json_cmd_token="PrhnMXAw", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:56:13.221603Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00225594900075521 seconds: > EOT_DwQ_l[0m
[32m[2024-05-28T07:56:13.221792Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_DwQ_l: ok[0m
[2024-05-28T07:56:13.221886Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.222010Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="DwQ_l-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:13.222413Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="DwQ_l-0-", buffer_size=undef, json_cmd_token="DPdvJmcK", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="DwQ_l-0-")
[33m[2024-05-28T07:56:13.224108Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00179064099938842 seconds: DwQ_l-0-[0m
[32m[2024-05-28T07:56:13.224296Z] [debug] [pid:107057] >>> testapi::wait_serial: DwQ_l-0-: ok[0m
[2024-05-28T07:56:13.224392Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.224514Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:13.224912Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JDJVlEmi", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:56:13.224995Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198722998902667 seconds: # [0m
[32m[2024-05-28T07:56:13.225140Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:13.225461Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-\$?-\n", json_cmd_token="wvAlGPIb", cmd="backend_type_string")
[2024-05-28T07:56:13.225697Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.225806Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-\$?-")
[2024-05-28T07:56:13.226232Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WzTtTQBT", buffer_size=undef, pattern=[
    "echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-\$?-"
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:13.226312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179554001078941 seconds: echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-$?-[0m
[32m[2024-05-28T07:56:13.226518Z] [debug] [pid:107057] >>> testapi::wait_serial: echo DwQ_l; bash -oe pipefail /tmp/scriptDwQ_l.sh ; echo SCRIPT_FINISHEDDwQ_l-$?-: ok[0m
[2024-05-28T07:56:13.226605Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:49 called testapi::validate_script_output
[2024-05-28T07:56:13.226705Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDDwQ_l-\\d+-", quiet=1, expect_not_found=0, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:56:13.227134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="DLVwzbWW", buffer_size=undef, pattern="SCRIPT_FINISHEDDwQ_l-\\d+-", regexp="SCRIPT_FINISHEDDwQ_l-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:14.240188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 1.01304400499976 seconds: SCRIPT_FINISHEDDwQ_l-0-[0m
[32m[2024-05-28T07:56:14.240695Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDDwQ_l-\d+-: ok[0m
[2024-05-28T07:56:14.241777Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:54 called testapi::assert_script_run
[2024-05-28T07:56:14.241927Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:14.242049Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:54 called testapi::assert_script_run
[2024-05-28T07:56:14.242174Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:56:14.242830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="xFWmcAco", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:14.242947Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276464999842574 seconds: # [0m
[32m[2024-05-28T07:56:14.243310Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:14.243716Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000", cmd="backend_type_string", json_cmd_token="qlcbRcUO")
[2024-05-28T07:56:14.244269Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VmdCopaj", text="; echo gujfC-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:14.244563Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:54 called testapi::assert_script_run
[2024-05-28T07:56:14.244708Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000; echo gujfC-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=228)
[2024-05-28T07:56:14.245245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000; echo gujfC-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="lARvnPzR", buffer_size=228, pattern=[
    "docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000; echo gujfC-\$?-"
  ])
[33m[2024-05-28T07:56:14.245383Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000284345000181929 seconds: docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000; echo gujfC-$?-[0m
[32m[2024-05-28T07:56:14.245724Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --privileged --name outer-container registry.suse.com/bci/bci-base:latest sleep 100000; echo gujfC-$?-: ok[0m
[2024-05-28T07:56:14.246084Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hZTBLNVt")
[2024-05-28T07:56:14.246329Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:54 called testapi::assert_script_run
[2024-05-28T07:56:14.246506Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/gujfC-\d+-/u)
[2024-05-28T07:56:14.246970Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="bjFuFsEL", buffer_size=undef, pattern="(?^u:gujfC-\\d+-)", regexp="(?^u:gujfC-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:14.788330Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.541382034998605 seconds: gujfC-0-[0m
[32m[2024-05-28T07:56:14.789077Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gujfC-\d+-): ok[0m
[2024-05-28T07:56:14.789264Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:55 called testapi::assert_script_run
[2024-05-28T07:56:14.789383Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker exec outer-container zypper in -r SLE_BCI -y podman", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:14.789494Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:55 called testapi::assert_script_run
[2024-05-28T07:56:14.789621Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:14.790412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="DZIMKVMV", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:14.790526Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279365000096732 seconds: # [0m
[32m[2024-05-28T07:56:14.790939Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:14.791489Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BKpddFLh", text="docker exec outer-container zypper in -r SLE_BCI -y podman", cmd="backend_type_string")
[2024-05-28T07:56:14.792148Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DRnVnDEB", text="; echo DdsxF-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:14.792438Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:55 called testapi::assert_script_run
[2024-05-28T07:56:14.792600Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker exec outer-container zypper in -r SLE_BCI -y podman; echo DdsxF-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=186, timeout=90)
[2024-05-28T07:56:14.793144Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kAbFHTYF", buffer_size=186, pattern=[
    "docker exec outer-container zypper in -r SLE_BCI -y podman; echo DdsxF-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker exec outer-container zypper in -r SLE_BCI -y podman; echo DdsxF-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:14.793266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254155000220635 seconds: docker exec outer-container zypper in -r SLE_BCI -y podman; echo DdsxF-$?-[0m
[32m[2024-05-28T07:56:14.793660Z] [debug] [pid:107057] >>> testapi::wait_serial: docker exec outer-container zypper in -r SLE_BCI -y podman; echo DdsxF-$?-: ok[0m
[2024-05-28T07:56:14.794032Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="hBYwDSJM", cmd="backend_type_string")
[2024-05-28T07:56:14.794311Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:55 called testapi::assert_script_run
[2024-05-28T07:56:14.794469Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/DdsxF-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:56:14.794918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:DdsxF-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="nETHOLKB", buffer_size=undef, pattern="(?^u:DdsxF-\\d+-)")
[33m[2024-05-28T07:56:21.359723Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 302 loops & 6.56479561700144 seconds: DdsxF-0-[0m
[32m[2024-05-28T07:56:21.360943Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:DdsxF-\d+-): ok[0m
[2024-05-28T07:56:21.361224Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:57 called testapi::assert_script_run
[2024-05-28T07:56:21.361426Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:21.361610Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:57 called testapi::assert_script_run
[2024-05-28T07:56:21.361825Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:56:21.362887Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JNfpyOvZ")
[33m[2024-05-28T07:56:21.363081Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000450847001047805 seconds: # [0m
[32m[2024-05-28T07:56:21.363831Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:21.364485Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls", cmd="backend_type_string", json_cmd_token="XjIxyDng")
[2024-05-28T07:56:21.365164Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo h49vQ-\$?-", json_cmd_token="NsyZBTHC")
[2024-05-28T07:56:21.365498Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:57 called testapi::assert_script_run
[2024-05-28T07:56:21.365659Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls; echo h49vQ-\$?-", buffer_size=215, timeout=90)
[2024-05-28T07:56:21.366215Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls; echo h49vQ-\$?-", pattern=[
    "docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls; echo h49vQ-\$?-"
  ], buffer_size=215, json_cmd_token="ftXiKwJE", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:21.366338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266394999925978 seconds: docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls; echo h49vQ-$?-[0m
[32m[2024-05-28T07:56:21.366743Z] [debug] [pid:107057] >>> testapi::wait_serial: docker exec -it outer-container podman run -it registry.suse.com/bci/bci-base:latest ls; echo h49vQ-$?-: ok[0m
[2024-05-28T07:56:21.367199Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LIjwDbHS", cmd="backend_type_string")
[2024-05-28T07:56:21.367770Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:57 called testapi::assert_script_run
[2024-05-28T07:56:21.368056Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/h49vQ-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:21.368606Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:h49vQ-\\d+-)", buffer_size=undef, json_cmd_token="hOWSNOoG", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:h49vQ-\\d+-)")
[33m[2024-05-28T07:56:25.779270Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 55 loops & 4.41069287299979 seconds: h49vQ-0-[0m
[32m[2024-05-28T07:56:25.780174Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:h49vQ-\d+-): ok[0m
[2024-05-28T07:56:25.780451Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:25.780657Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", timeout=180, fail_message="", quiet=undef)
[2024-05-28T07:56:25.780883Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:25.781109Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:25.782096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nsabopnp", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:25.782271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000412047000281746 seconds: # [0m
[32m[2024-05-28T07:56:25.782705Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:25.783181Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker ps -q | xargs -r docker stop", json_cmd_token="qutaNSvC")
[2024-05-28T07:56:25.783751Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ILCn4-\$?-", cmd="backend_type_string", json_cmd_token="NSAMzloW")
[2024-05-28T07:56:25.784040Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:25.784199Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-")
[2024-05-28T07:56:25.784679Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, no_regex=1, json_cmd_token="ADlZCCRo", buffer_size=163, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:25.785701Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0011524189994816 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:56:25.785970Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:56:25.786256Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YnFurKWu", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:25.786466Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:25.786584Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/ILCn4-\d+-/u, timeout=180, buffer_size=undef)
[2024-05-28T07:56:25.786948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="pEAkMMGW", record_output=undef, no_regex=0, regexp="(?^u:ILCn4-\\d+-)", timeout=180, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:36.318376Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 10.5314403230004 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:56:36.319036Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:56:36.319229Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.319361Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:56:36.319503Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.319630Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:56:36.320277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="MBoDnWhg", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:36.320423Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00029290500060597 seconds: # [0m
[32m[2024-05-28T07:56:36.320777Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.321103Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume prune -f", cmd="backend_type_string", json_cmd_token="ShpqHMoV")
[2024-05-28T07:56:36.321528Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo U1xFX-\$?-", json_cmd_token="JwOhwCZN", cmd="backend_type_string")
[2024-05-28T07:56:36.321737Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.321868Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker volume prune -f; echo U1xFX-\$?-", buffer_size=150, timeout=90)
[2024-05-28T07:56:36.322244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker volume prune -f; echo U1xFX-\$?-", no_regex=1, record_output=undef, json_cmd_token="PZoOgkQP", buffer_size=150, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:36.322338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207884000701597 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:56:36.322588Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:56:36.322861Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="OwZhqerb", cmd="backend_type_string")
[2024-05-28T07:56:36.323063Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.323179Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/U1xFX-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:56:36.323531Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="orWfZSMm", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=300, regexp="(?^u:U1xFX-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:56:36.334311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0108693960009987 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:56:36.334664Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:56:36.334810Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.334915Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:56:36.335029Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.335150Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:56:36.335699Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HuvrCCMG", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:36.335817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000298004999422119 seconds: # [0m
[32m[2024-05-28T07:56:36.336119Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.336462Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="YLAdbCkS", cmd="backend_type_string")
[2024-05-28T07:56:36.336939Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uOgVl-\$?-", json_cmd_token="PXSYNCYh")
[2024-05-28T07:56:36.337167Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.337308Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-")
[2024-05-28T07:56:36.337825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="uPjPmHQE", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-")
[33m[2024-05-28T07:56:36.337961Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000315225001031649 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:56:36.338277Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:56:36.338706Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZOlzJkUP", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:36.339046Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:56:36.339229Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/uOgVl-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=300)
[2024-05-28T07:56:36.339984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:uOgVl-\\d+-)", timeout=300, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="eLkYDWZn")
[33m[2024-05-28T07:56:36.960125Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 0.620403938999516 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:56:36.960853Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:56:36.961118Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.961267Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:36.961879Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="QtGbwfxr", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:36.961979Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261463999777334 seconds: # [0m
[32m[2024-05-28T07:56:36.962393Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.962511Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.962587Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:56:36.962974Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", json_cmd_token="xHQbkrHo", cmd="backend_type_string")
[2024-05-28T07:56:36.963316Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.963472Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:36.963941Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SRBjxMUM", buffer_size=undef, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ])
[33m[2024-05-28T07:56:36.964053Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221973999941838 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:56:36.964434Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:56:36.964563Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.964701Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T07:56:36.965142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="hcpcxjIt")
[33m[2024-05-28T07:56:36.965213Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178423000761541 seconds: > [0m
[32m[2024-05-28T07:56:36.965550Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:36.965905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kFAojmPK", text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string")
[2024-05-28T07:56:36.966177Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.966318Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_abhxA", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:56:36.966727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="HaxwEMzu", buffer_size=undef, pattern=[
    "> EOT_abhxA"
  ], regexp="> EOT_abhxA", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:36.966816Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198263000129373 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:56:36.967121Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:56:36.967242Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.967372Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="abhxA-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:36.967739Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="abhxA-0-", buffer_size=undef, json_cmd_token="bFVgYvrn", no_regex=0, record_output=undef, regexp="abhxA-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:36.967833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194362999536679 seconds: abhxA-0-[0m
[32m[2024-05-28T07:56:36.968106Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:56:36.968227Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.968351Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:56:36.968717Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bcoTexOa", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:36.968788Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178553000296233 seconds: # [0m
[32m[2024-05-28T07:56:36.969026Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.969294Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="KbAaOsHU", cmd="backend_type_string")
[2024-05-28T07:56:36.969486Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.969599Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[2024-05-28T07:56:36.969955Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="oAPbAbTj", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[33m[2024-05-28T07:56:36.970056Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208894000024884 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:56:36.970292Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:56:36.970389Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.970492Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-")
[2024-05-28T07:56:36.970836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="wBdtYlFI", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-")
[33m[2024-05-28T07:56:36.981953Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0112119909990724 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:56:36.982275Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:56:36.982417Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:56:36.982508Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:56:36.982755Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.982889Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:36.983254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HajZGcIJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:36.983337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189282998690032 seconds: # [0m
[32m[2024-05-28T07:56:36.983603Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.983704Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.983764Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:56:36.984049Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CNdBdNoS", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:36.984264Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.984404Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:36.984766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, json_cmd_token="XAExzkZQ", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:36.984853Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195303000509739 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:56:36.985118Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:56:36.985233Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.985358Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:56:36.985709Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="YDxijSET", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:36.985777Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000174673001311021 seconds: > [0m
[32m[2024-05-28T07:56:36.986031Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:36.986294Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FIBdSYJz", text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string")
[2024-05-28T07:56:36.986501Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.986637Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_hZgU~", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:56:36.986981Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="jkPJOfqN", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:36.987064Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184742999408627 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:56:36.987329Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:56:36.987443Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.987568Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="hZgU~-0-", expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:56:36.987911Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="TJFIbxVV", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="hZgU~-0-")
[33m[2024-05-28T07:56:36.988011Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187923000339651 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:56:36.988276Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:56:36.988394Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.988520Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:56:36.988873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mhpJGkpU", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:36.988958Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188474001333816 seconds: # [0m
[32m[2024-05-28T07:56:36.989184Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:36.989442Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="SgMTTMvU")
[2024-05-28T07:56:36.989630Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.989742Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:56:36.990087Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="gROMxHxH", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:36.990174Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195443000848172 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:56:36.990411Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:56:36.990504Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:56:36.990604Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T07:56:36.990915Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="ZXCNKaTp")
[33m[2024-05-28T07:56:37.001332Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0104829790016083 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:56:37.001650Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:56:37.001780Z] [debug] [pid:107057] tests/containers/privileged_mode.pm:68 called privileged_mode::cleanup -> tests/containers/privileged_mode.pm:63 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:56:37.001868Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T07:56:37.003477Z] [debug] [pid:107057] ||| finished docker_privileged_mode containers (runtime: 34 s)[0m
[1;34m[2024-05-28T07:56:37.004456Z] [debug] [pid:107057] ||| starting docker_firewall tests/containers/firewall.pm[0m
[2024-05-28T07:56:37.005021Z] [debug] [pid:107057] tests/containers/firewall.pm:23 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:56:37.005093Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:56:37.005637Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.005775Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:56:37.006128Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OjzRFbMh")
[33m[2024-05-28T07:56:37.006217Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194412999917404 seconds: # [0m
[32m[2024-05-28T07:56:37.006497Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.006593Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.006655Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:56:37.006922Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="USCxxqhv")
[2024-05-28T07:56:37.007139Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.007276Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.007639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="AtIScUzR")
[33m[2024-05-28T07:56:37.007725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195222999536782 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:56:37.007984Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:56:37.008118Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.008247Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:56:37.008607Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WIahedwJ", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:37.008676Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175683000634308 seconds: > [0m
[32m[2024-05-28T07:56:37.008915Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:37.009175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="RyyZiEat")
[2024-05-28T07:56:37.009357Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.009469Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.009818Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="scekXCCd", no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.009903Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188074000107008 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:56:37.010132Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:56:37.010221Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.010331Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="n1~0x-0-")
[2024-05-28T07:56:37.010668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="XAfJsFtS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="n1~0x-0-")
[33m[2024-05-28T07:56:37.010792Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217914001041208 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:56:37.011021Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:56:37.011112Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.011240Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.011589Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IiYHIdQg", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.011672Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186313000085647 seconds: # [0m
[32m[2024-05-28T07:56:37.011901Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.012174Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="Unapqsse", cmd="backend_type_string")
[2024-05-28T07:56:37.012361Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.012474Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[2024-05-28T07:56:37.012821Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="SRXseQHl", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.012910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194432999705896 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:56:37.013137Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:56:37.013227Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:56:37.013327Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T07:56:37.013662Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sdlUPcCb", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:56:37.016296Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00272524699903443 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:56:37.016581Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966d1e8408)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(firewall=HASH(0x55966bfb91b0), "docker") called at opensuse/tests/containers/firewall.pm line 25
	firewall::run(firewall=HASH(0x55966bfb91b0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(firewall=HASH(0x55966bfb91b0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966d1e8408)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(firewall=HASH(0x55966bfb91b0), "docker") called at opensuse/tests/containers/firewall.pm line 25
	firewall::run(firewall=HASH(0x55966bfb91b0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(firewall=HASH(0x55966bfb91b0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:56:37.017335Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:37.017433Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:56:37.017530Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:37.017628Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.018045Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UPOBoCbe", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:37.018127Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186004001079709 seconds: # [0m
[32m[2024-05-28T07:56:37.018383Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.018659Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="calcWBXs", text="which docker", cmd="backend_type_string")
[2024-05-28T07:56:37.019061Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iNtuQWRr", text="; echo 3Bn3R-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.019259Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:37.019372Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-")
[2024-05-28T07:56:37.019720Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="which docker; echo 3Bn3R-\$?-", record_output=undef, no_regex=1, json_cmd_token="hitdnISg", buffer_size=140, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:37.019797Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169472999914433 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:56:37.020049Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:56:37.020298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XBClVowy", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:37.020491Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:56:37.020603Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:56:37.021032Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="YHFxeASt", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.021696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000801452999439789 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:56:37.021956Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:56:37.022065Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:37.022149Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:37.022238Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:37.022335Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.022653Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="yvmiEgmI", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.022729Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167661999512347 seconds: # [0m
[32m[2024-05-28T07:56:37.022952Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.023187Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JmqmEnUZ", text="mkdir -p /etc/systemd/system/docker.service.d", cmd="backend_type_string")
[2024-05-28T07:56:37.023520Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xzAyqCvL", text="; echo p9uJo-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.023692Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:37.023804Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", buffer_size=173, timeout=90)
[2024-05-28T07:56:37.024128Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="RZeicOAK", record_output=undef, no_regex=1, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.024209Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180872999408166 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:56:37.024435Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:56:37.024674Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cDfNDBLf", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:37.024859Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:56:37.024978Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.025409Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dimfXnrz", buffer_size=undef, pattern="(?^u:p9uJo-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:p9uJo-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:56:37.026243Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000961015999564552 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:56:37.026543Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:56:37.026647Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:37.026732Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:37.026822Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:37.026917Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.027256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="xVvRlApw", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.027332Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016850300016813 seconds: # [0m
[32m[2024-05-28T07:56:37.027557Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.027808Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="fffNckiU")
[2024-05-28T07:56:37.028182Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cQEK7-\$?-", cmd="backend_type_string", json_cmd_token="WqbbXYTq")
[2024-05-28T07:56:37.028488Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:37.028612Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", buffer_size=223, timeout=90)
[2024-05-28T07:56:37.029087Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ctqwsTAr", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ])
[33m[2024-05-28T07:56:37.029178Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018561300021247 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:56:37.029423Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:56:37.029661Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MBDYSVAq")
[2024-05-28T07:56:37.030020Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:56:37.030204Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/cQEK7-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.030537Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="GPPVMKNY", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.030626Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177142999746138 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:56:37.030859Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:56:37.030990Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.031091Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:37.031191Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.031293Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.031604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="iCauWpti")
[33m[2024-05-28T07:56:37.031667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000154561999806901 seconds: # [0m
[32m[2024-05-28T07:56:37.031889Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.032134Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DznBUJBZ", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T07:56:37.032502Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="brZxrVvU", text="; echo 9wqGK-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.032731Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.032855Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", buffer_size=162, timeout=90)
[2024-05-28T07:56:37.033167Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="Lbhztrvs", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.033246Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171473000591504 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:56:37.033471Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:56:37.033705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="XEVqAnAm")
[2024-05-28T07:56:37.033968Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.034146Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/9wqGK-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.034610Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="reBTlaCl", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:37.323561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.289047861999279 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:56:37.324090Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:56:37.324277Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.324397Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:37.324526Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.324654Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:56:37.325158Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="uZpCrrtz", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.325275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248674001340987 seconds: # [0m
[32m[2024-05-28T07:56:37.325573Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.325887Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager is-enabled docker", json_cmd_token="DEluADAK")
[2024-05-28T07:56:37.326299Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gSlMc-\$?-", json_cmd_token="tTvZjMaU")
[2024-05-28T07:56:37.326533Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.326684Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=166)
[2024-05-28T07:56:37.327072Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, no_regex=1, json_cmd_token="lUvCCIDM", buffer_size=166, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:37.327169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212523998925462 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:56:37.327446Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:56:37.327728Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ppHyDTIV")
[2024-05-28T07:56:37.327963Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.328113Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/gSlMc-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.328498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:gSlMc-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="vGtwKkub", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:37.336589Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00818810999953712 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:56:37.336871Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:56:37.336991Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.337077Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", timeout=180, fail_message="", quiet=undef)
[2024-05-28T07:56:37.337173Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.337294Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.337705Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="gXlIvFRq", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.337781Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177022999196197 seconds: # [0m
[32m[2024-05-28T07:56:37.338085Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.338421Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager start docker", json_cmd_token="BkRgeGvC")
[2024-05-28T07:56:37.338848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="evxAEQsD", text="; echo Ukt~P-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.339103Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.339217Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", buffer_size=161, timeout=90)
[2024-05-28T07:56:37.339610Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], buffer_size=161, json_cmd_token="vqEKEpJU", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.339687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166802999956417 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:56:37.339939Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:56:37.340218Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IEotQcIi", cmd="backend_type_string")
[2024-05-28T07:56:37.340421Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.340533Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, regexp=qr/Ukt~P-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:56:37.340855Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jGZuXWhz", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=180, regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:56:37.351262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.01046802899873 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:56:37.351678Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:56:37.351824Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.351940Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:37.352063Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.352189Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.352596Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="gtiMwRke", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.352691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020686399875558 seconds: # [0m
[32m[2024-05-28T07:56:37.352975Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.353275Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XDLeTThO", text="systemctl --no-pager is-active docker", cmd="backend_type_string")
[2024-05-28T07:56:37.353663Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zgqgujdc", text="; echo 0ysj5-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.353876Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.354011Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.354382Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="QgImtIRn", buffer_size=165, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ])
[33m[2024-05-28T07:56:37.354473Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200553000468062 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:56:37.354744Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:56:37.355023Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ibQBChCB", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:37.355247Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.355385Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/0ysj5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.355763Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="MRVySAfE", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0ysj5-\\d+-)")
[33m[2024-05-28T07:56:37.360686Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00502732600034506 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:56:37.360940Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:56:37.361054Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.361140Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", quiet=undef, fail_message="", timeout=120)
[2024-05-28T07:56:37.361234Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.361334Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.361658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RPuypDpN")
[33m[2024-05-28T07:56:37.361734Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163792999956058 seconds: # [0m
[32m[2024-05-28T07:56:37.361973Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.362226Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager status docker", json_cmd_token="DwBBFcJN")
[2024-05-28T07:56:37.362575Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ApFIFJbf", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:37.362762Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.362875Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[2024-05-28T07:56:37.363197Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="BRZSQRMq")
[33m[2024-05-28T07:56:37.363274Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169143000675831 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:56:37.363509Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:56:37.363756Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="vGQKJKgu")
[2024-05-28T07:56:37.363949Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.364071Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/0aWkO-\d+-/u, buffer_size=undef, timeout=120)
[2024-05-28T07:56:37.364387Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="cCaraEuX", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", regexp="(?^u:0aWkO-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=120)
[33m[2024-05-28T07:56:37.372959Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.00864840800022648 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:56:37.373307Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:56:37.373455Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.373568Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.373902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ylmswSCq", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.373978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165933000971563 seconds: # [0m
[32m[2024-05-28T07:56:37.374215Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.374299Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.374351Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:56:37.374597Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="syPdTPzQ")
[2024-05-28T07:56:37.374796Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.374906Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-")
[2024-05-28T07:56:37.375227Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="DXVqkzXW", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.375312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017466300050728 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:56:37.375549Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:56:37.375641Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.375745Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.376080Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="RRhPKyaW", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:37.376146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000172213000041666 seconds: > [0m
[32m[2024-05-28T07:56:37.376385Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:37.376635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string", json_cmd_token="zWtIdhQM")
[2024-05-28T07:56:37.376822Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.376932Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_XA0Gw", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.377243Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="zLPKOUDQ", record_output=undef, no_regex=1, regexp="> EOT_XA0Gw", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.377320Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164212999152369 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:56:37.377554Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:56:37.377646Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.377753Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp="XA0Gw-0-")
[2024-05-28T07:56:37.378063Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="XA0Gw-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="FMqfrNca")
[33m[2024-05-28T07:56:37.378145Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163891998454346 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:56:37.378375Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:56:37.378471Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.378583Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.378897Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="mkZEJWcI", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.378971Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162213000294287 seconds: # [0m
[32m[2024-05-28T07:56:37.379202Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.379458Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="EzMXSqrm", cmd="backend_type_string")
[2024-05-28T07:56:37.379640Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.379753Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.380084Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="ZEsBklGQ", no_regex=1, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.380164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183193000339088 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:56:37.380402Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:56:37.380495Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:56:37.380604Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1)
[2024-05-28T07:56:37.380921Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="zzezFKoe", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.422804Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0419454490001954 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:56:37.423195Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:56:37.423436Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:56:37.423609Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 28\n  Goroutines: 52\n  System Time: 2024-05-28T03:56:37.411680878-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:56:37.423866Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.424015Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:56:37.424448Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="DIeWtUcO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.424542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208884001040133 seconds: # [0m
[32m[2024-05-28T07:56:37.424821Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.424919Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.424979Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:56:37.425271Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zPyPCCXR", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:37.425576Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.425753Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.426175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="YhBZQqyD")
[33m[2024-05-28T07:56:37.426279Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218054001379642 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:56:37.426569Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:56:37.426682Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.426809Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:37.427180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CNmHFtFI", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:37.427254Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183543999810354 seconds: > [0m
[32m[2024-05-28T07:56:37.427515Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:37.427816Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", json_cmd_token="Dgvowymc")
[2024-05-28T07:56:37.428063Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.428204Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_Y2gW_", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.428607Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="hpZNBeES", no_regex=1, record_output=undef, regexp="> EOT_Y2gW_", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.428684Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186172999747214 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:56:37.428971Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:56:37.429064Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.429169Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="Y2gW_-0-", quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.429538Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="mEtnaeVm", buffer_size=undef, pattern="Y2gW_-0-", regexp="Y2gW_-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.429669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209953999728896 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:56:37.429946Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:56:37.430054Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.430157Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:56:37.430477Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="NGnIJctZ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:37.430551Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016162300016731 seconds: # [0m
[32m[2024-05-28T07:56:37.430780Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.431024Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string", json_cmd_token="zJxvvUWf")
[2024-05-28T07:56:37.431238Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.431349Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-")
[2024-05-28T07:56:37.431715Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", no_regex=1, record_output=undef, json_cmd_token="PJiNgSVR", buffer_size=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:37.431792Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167162001162069 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:56:37.432070Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:56:37.432163Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:56:37.432268Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1)
[2024-05-28T07:56:37.432641Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="aoPzumEf", buffer_size=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", regexp="SCRIPT_FINISHEDY2gW_-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.434610Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00205102499967325 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:56:37.434877Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:56:37.434991Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:56:37.435068Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:56:37.435226Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.435311Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:37.435404Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.435504Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:37.435841Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZvWDLOlV", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:37.435917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016329299978679 seconds: # [0m
[32m[2024-05-28T07:56:37.436166Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:37.436423Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager restart docker", cmd="backend_type_string", json_cmd_token="sVLnpmUH")
[2024-05-28T07:56:37.436897Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo yoQuJ-\$?-", cmd="backend_type_string", json_cmd_token="ByalWDZQ")
[2024-05-28T07:56:37.437134Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.437247Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=163)
[2024-05-28T07:56:37.437650Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="KeVBRZdc", buffer_size=163, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:37.437727Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168352999025956 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:56:37.437993Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:56:37.438257Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="LAhyyKNc")
[2024-05-28T07:56:37.438489Z] [debug] [pid:107057] tests/containers/firewall.pm:25 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:56:37.438604Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/yoQuJ-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:56:37.438929Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JNqrfGpS", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:yoQuJ-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:56:40.064265Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.62532473700048 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:56:40.064993Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
Argument "firewalld" isn't numeric in numeric eq (==) at opensuse/tests/containers/firewall.pm line 29.
	firewall::run(firewall=HASH(0x55966bfb91b0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(firewall=HASH(0x55966bfb91b0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Argument "firewalld" isn't numeric in numeric eq (==) at opensuse/tests/containers/firewall.pm line 29.
	firewall::run(firewall=HASH(0x55966bfb91b0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(firewall=HASH(0x55966bfb91b0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:56:40.065972Z] [debug] [pid:107057] tests/containers/firewall.pm:29 called testapi::script_run
[2024-05-28T07:56:40.066106Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which firewalld", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:56:40.066217Z] [debug] [pid:107057] tests/containers/firewall.pm:29 called testapi::script_run
[2024-05-28T07:56:40.066343Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:56:40.066870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uFKWkRRm", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:40.066972Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024536400087527 seconds: # [0m
[32m[2024-05-28T07:56:40.067253Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:40.067546Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which firewalld", cmd="backend_type_string", json_cmd_token="TsYNvoYy")
[2024-05-28T07:56:40.067940Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uWmFe-\$?-", json_cmd_token="REexUCcf")
[2024-05-28T07:56:40.068141Z] [debug] [pid:107057] tests/containers/firewall.pm:29 called testapi::script_run
[2024-05-28T07:56:40.068254Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="which firewalld; echo uWmFe-\$?-", timeout=90, buffer_size=143)
[2024-05-28T07:56:40.068583Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="which firewalld; echo uWmFe-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "which firewalld; echo uWmFe-\$?-"
  ], buffer_size=143, json_cmd_token="CyfCtfWz")
[33m[2024-05-28T07:56:40.068662Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168623000718071 seconds: which firewalld; echo uWmFe-$?-[0m
[32m[2024-05-28T07:56:40.068895Z] [debug] [pid:107057] >>> testapi::wait_serial: which firewalld; echo uWmFe-$?-: ok[0m
[2024-05-28T07:56:40.069126Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QMeDvOdl")
[2024-05-28T07:56:40.069324Z] [debug] [pid:107057] tests/containers/firewall.pm:29 called testapi::script_run
[2024-05-28T07:56:40.069435Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/uWmFe-\d+-/u)
[2024-05-28T07:56:40.069744Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:uWmFe-\\d+-)", buffer_size=undef, json_cmd_token="wuUCLdhk", record_output=undef, no_regex=0, regexp="(?^u:uWmFe-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:40.070363Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000699600999723771 seconds: uWmFe-0-[0m
[32m[2024-05-28T07:56:40.070609Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uWmFe-\d+-): ok[0m
[2024-05-28T07:56:40.070716Z] [debug] [pid:107057] tests/containers/firewall.pm:32 called testapi::script_run
[2024-05-28T07:56:40.070806Z] [debug] [pid:107057] <<< testapi::script_run(cmd="systemctl is-active firewalld", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:56:40.070883Z] [debug] [pid:107057] tests/containers/firewall.pm:32 called testapi::script_run
[2024-05-28T07:56:40.070989Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:40.071307Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SEqGeUHN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:40.071399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179882999873371 seconds: # [0m
[32m[2024-05-28T07:56:40.071726Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:40.072025Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl is-active firewalld", json_cmd_token="ebTRxdPh")
[2024-05-28T07:56:40.072444Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VUwWJErE", text="; echo S8TZv-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:40.072699Z] [debug] [pid:107057] tests/containers/firewall.pm:32 called testapi::script_run
[2024-05-28T07:56:40.072894Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=157, timeout=90, regexp="systemctl is-active firewalld; echo S8TZv-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:56:40.073434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl is-active firewalld; echo S8TZv-\$?-", pattern=[
    "systemctl is-active firewalld; echo S8TZv-\$?-"
  ], buffer_size=157, json_cmd_token="HIeLrxWJ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:40.073582Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276983999356162 seconds: systemctl is-active firewalld; echo S8TZv-$?-[0m
[32m[2024-05-28T07:56:40.073935Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl is-active firewalld; echo S8TZv-$?-: ok[0m
[2024-05-28T07:56:40.074264Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lsrZwMyw", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:40.074540Z] [debug] [pid:107057] tests/containers/firewall.pm:32 called testapi::script_run
[2024-05-28T07:56:40.074687Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/S8TZv-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:56:40.075069Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:S8TZv-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="nPZkdvXZ", buffer_size=undef, pattern="(?^u:S8TZv-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:40.080836Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00584868100122549 seconds: S8TZv-0-[0m
[32m[2024-05-28T07:56:40.081157Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:S8TZv-\d+-): ok[0m
[2024-05-28T07:56:40.081282Z] [debug] [pid:107057] tests/containers/firewall.pm:40 called testapi::assert_script_run
[2024-05-28T07:56:40.081406Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:40.081524Z] [debug] [pid:107057] tests/containers/firewall.pm:40 called testapi::assert_script_run
[2024-05-28T07:56:40.081687Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:40.082115Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QxVVzEbe", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:40.082221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225604000661406 seconds: # [0m
[32m[2024-05-28T07:56:40.082500Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:40.082799Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest", json_cmd_token="IjiHyBLa", cmd="backend_type_string")
[2024-05-28T07:56:40.083183Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ~oJ5v-\$?-", json_cmd_token="bfXpbMuI", cmd="backend_type_string")
[2024-05-28T07:56:40.083360Z] [debug] [pid:107057] tests/containers/firewall.pm:40 called testapi::assert_script_run
[2024-05-28T07:56:40.083508Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest; echo ~oJ5v-\$?-", timeout=90, buffer_size=193)
[2024-05-28T07:56:40.084188Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest; echo ~oJ5v-\$?-"
  ], buffer_size=193, json_cmd_token="lwhyxlWU", record_output=undef, no_regex=1, regexp="docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest; echo ~oJ5v-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:40.084284Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263685000390979 seconds: docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest; echo ~oJ5v-$?-[0m
[32m[2024-05-28T07:56:40.084721Z] [debug] [pid:107057] >>> testapi::wait_serial: docker pull registry.opensuse.org/opensuse/bci/bci-busybox:latest; echo ~oJ5v-$?-: ok[0m
[2024-05-28T07:56:40.085140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZIeippEC", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:40.085423Z] [debug] [pid:107057] tests/containers/firewall.pm:40 called testapi::assert_script_run
[2024-05-28T07:56:40.085617Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/~oJ5v-\d+-/u)
[2024-05-28T07:56:40.085996Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:~oJ5v-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="UWRvMqmC", buffer_size=undef, pattern="(?^u:~oJ5v-\\d+-)")
[33m[2024-05-28T07:56:40.797454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 62 loops & 0.711444128000949 seconds: ~oJ5v-0-[0m
[32m[2024-05-28T07:56:40.798167Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~oJ5v-\d+-): ok[0m
[2024-05-28T07:56:40.798339Z] [debug] [pid:107057] tests/containers/firewall.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:40.798460Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:40.798565Z] [debug] [pid:107057] tests/containers/firewall.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:40.798671Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:40.799247Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SjhWuHEz", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:40.799344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025193400142598 seconds: # [0m
[32m[2024-05-28T07:56:40.799679Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:40.800255Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234", cmd="backend_type_string", json_cmd_token="KiGyIahY")
[2024-05-28T07:56:40.800949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Mk9gD-\$?-", json_cmd_token="DHhzrYfe", cmd="backend_type_string")
[2024-05-28T07:56:40.801174Z] [debug] [pid:107057] tests/containers/firewall.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:40.801298Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234; echo Mk9gD-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=243)
[2024-05-28T07:56:40.801845Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ItJGouur", buffer_size=243, pattern=[
    "docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234; echo Mk9gD-\$?-"
  ], regexp="docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234; echo Mk9gD-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:40.801990Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000336495999363251 seconds: docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234; echo Mk9gD-$?-[0m
[32m[2024-05-28T07:56:40.802295Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/bci/bci-busybox:latest nc -l -p 1234; echo Mk9gD-$?-: ok[0m
[2024-05-28T07:56:40.802652Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="XcQJMCvr")
[2024-05-28T07:56:40.802878Z] [debug] [pid:107057] tests/containers/firewall.pm:41 called testapi::assert_script_run
[2024-05-28T07:56:40.802994Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/Mk9gD-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:56:40.803492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:Mk9gD-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="muEcMNcx", buffer_size=undef, pattern="(?^u:Mk9gD-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:41.435647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.632252182000229 seconds: Mk9gD-0-[0m
[32m[2024-05-28T07:56:41.436349Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Mk9gD-\d+-): ok[0m
[2024-05-28T07:56:41.436542Z] [debug] [pid:107057] tests/containers/firewall.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:41.436664Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo Hola Mundo >/dev/tcp/127.0.0.1/1234", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:41.436776Z] [debug] [pid:107057] tests/containers/firewall.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:41.436910Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:41.437539Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KAsSsiHo", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:41.437656Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273095000011381 seconds: # [0m
[32m[2024-05-28T07:56:41.437987Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:41.438371Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UUcjTvPN", text="echo Hola Mundo >/dev/tcp/127.0.0.1/1234", cmd="backend_type_string")
[2024-05-28T07:56:41.438914Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo iUH77-\$?-", cmd="backend_type_string", json_cmd_token="FsVuivpV")
[2024-05-28T07:56:41.439168Z] [debug] [pid:107057] tests/containers/firewall.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:41.439314Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo Hola Mundo >/dev/tcp/127.0.0.1/1234; echo iUH77-\$?-", buffer_size=168, timeout=90)
[2024-05-28T07:56:41.439809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="nyYmWutc", buffer_size=168, pattern=[
    "echo Hola Mundo >/dev/tcp/127.0.0.1/1234; echo iUH77-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo Hola Mundo >/dev/tcp/127.0.0.1/1234; echo iUH77-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:41.439919Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247625001065899 seconds: echo Hola Mundo >/dev/tcp/127.0.0.1/1234; echo iUH77-$?-[0m
[32m[2024-05-28T07:56:41.440251Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Hola Mundo >/dev/tcp/127.0.0.1/1234; echo iUH77-$?-: ok[0m
[2024-05-28T07:56:41.440614Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WsamGKRA", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:41.440855Z] [debug] [pid:107057] tests/containers/firewall.pm:42 called testapi::assert_script_run
[2024-05-28T07:56:41.440998Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/iUH77-\d+-/u)
[2024-05-28T07:56:41.441462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZxXHzDFv", buffer_size=undef, pattern="(?^u:iUH77-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:iUH77-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:56:41.441586Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242013999013579 seconds: iUH77-0-[0m
[32m[2024-05-28T07:56:41.441916Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:iUH77-\d+-): ok[0m
[2024-05-28T07:56:41.442031Z] [debug] [pid:107057] tests/containers/firewall.pm:43 called testapi::assert_script_run
[2024-05-28T07:56:41.442135Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker logs sut_container | grep Hola", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:41.442228Z] [debug] [pid:107057] tests/containers/firewall.pm:43 called testapi::assert_script_run
[2024-05-28T07:56:41.442351Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:41.442836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SlCSCidI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:41.442926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214363000850426 seconds: # [0m
[32m[2024-05-28T07:56:41.443208Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:41.443583Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker logs sut_container | grep Hola", json_cmd_token="fXoFEUND")
[2024-05-28T07:56:41.444108Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="woLfIMde", text="; echo Fm8AT-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:41.444347Z] [debug] [pid:107057] tests/containers/firewall.pm:43 called testapi::assert_script_run
[2024-05-28T07:56:41.444466Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker logs sut_container | grep Hola; echo Fm8AT-\$?-", buffer_size=165, timeout=90)
[2024-05-28T07:56:41.444896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker logs sut_container | grep Hola; echo Fm8AT-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="PegULPyc", buffer_size=165, pattern=[
    "docker logs sut_container | grep Hola; echo Fm8AT-\$?-"
  ])
[33m[2024-05-28T07:56:41.444987Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192843999684555 seconds: docker logs sut_container | grep Hola; echo Fm8AT-$?-[0m
[32m[2024-05-28T07:56:41.445272Z] [debug] [pid:107057] >>> testapi::wait_serial: docker logs sut_container | grep Hola; echo Fm8AT-$?-: ok[0m
[2024-05-28T07:56:41.445609Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="rNvmzmon")
[2024-05-28T07:56:41.445826Z] [debug] [pid:107057] tests/containers/firewall.pm:43 called testapi::assert_script_run
[2024-05-28T07:56:41.445941Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/Fm8AT-\d+-/u)
[2024-05-28T07:56:41.446366Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:Fm8AT-\\d+-)", pattern="(?^u:Fm8AT-\\d+-)", buffer_size=undef, json_cmd_token="SWYCriNh", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:41.898169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.451808949999759 seconds: Fm8AT-0-[0m
[32m[2024-05-28T07:56:41.898846Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Fm8AT-\d+-): ok[0m
[2024-05-28T07:56:41.899032Z] [debug] [pid:107057] tests/containers/firewall.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:41.899156Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop sut_container ", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:41.899269Z] [debug] [pid:107057] tests/containers/firewall.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:41.899403Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:56:41.899976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AfmEAkYG", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:41.900086Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264704000073834 seconds: # [0m
[32m[2024-05-28T07:56:41.900380Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:41.900700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker stop sut_container ", cmd="backend_type_string", json_cmd_token="RNQaMcyI")
[2024-05-28T07:56:41.901105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zEjVKIYz", text="; echo 1WliU-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:41.901304Z] [debug] [pid:107057] tests/containers/firewall.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:41.901449Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker stop sut_container ; echo 1WliU-\$?-")
[2024-05-28T07:56:41.901880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fVcKVrpG", buffer_size=154, pattern=[
    "docker stop sut_container ; echo 1WliU-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker stop sut_container ; echo 1WliU-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:41.901988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251065001066308 seconds: docker stop sut_container ; echo 1WliU-$?-[0m
[32m[2024-05-28T07:56:41.902265Z] [debug] [pid:107057] >>> testapi::wait_serial: docker stop sut_container ; echo 1WliU-$?-: ok[0m
[2024-05-28T07:56:41.902549Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QtzuEqIm")
[2024-05-28T07:56:41.902755Z] [debug] [pid:107057] tests/containers/firewall.pm:45 called testapi::assert_script_run
[2024-05-28T07:56:41.902897Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/1WliU-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:56:41.903263Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qVbEidmP", buffer_size=undef, pattern="(?^u:1WliU-\\d+-)", regexp="(?^u:1WliU-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:41.913754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105863209992094 seconds: 1WliU-0-[0m
[32m[2024-05-28T07:56:41.914044Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1WliU-\d+-): ok[0m
[2024-05-28T07:56:41.914159Z] [debug] [pid:107057] tests/containers/firewall.pm:46 called testapi::assert_script_run
[2024-05-28T07:56:41.914262Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -vf sut_container ", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:41.914358Z] [debug] [pid:107057] tests/containers/firewall.pm:46 called testapi::assert_script_run
[2024-05-28T07:56:41.914481Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:41.914851Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YPrRJDxq", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:41.914936Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196083999981056 seconds: # [0m
[32m[2024-05-28T07:56:41.915203Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:41.915476Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -vf sut_container ", json_cmd_token="FRREgPlz", cmd="backend_type_string")
[2024-05-28T07:56:41.915846Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="POoyZDka", text="; echo hGKfT-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:41.916041Z] [debug] [pid:107057] tests/containers/firewall.pm:46 called testapi::assert_script_run
[2024-05-28T07:56:41.916187Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -vf sut_container ; echo hGKfT-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=156, timeout=90)
[2024-05-28T07:56:41.916558Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="PrtunzhT", buffer_size=156, pattern=[
    "docker rm -vf sut_container ; echo hGKfT-\$?-"
  ], regexp="docker rm -vf sut_container ; echo hGKfT-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:41.916647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199633001102484 seconds: docker rm -vf sut_container ; echo hGKfT-$?-[0m
[32m[2024-05-28T07:56:41.916916Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -vf sut_container ; echo hGKfT-$?-: ok[0m
[2024-05-28T07:56:41.917194Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="qQQpMnAr", cmd="backend_type_string")
[2024-05-28T07:56:41.917393Z] [debug] [pid:107057] tests/containers/firewall.pm:46 called testapi::assert_script_run
[2024-05-28T07:56:41.917531Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/hGKfT-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:56:41.917885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HwhXJNzf", buffer_size=undef, pattern="(?^u:hGKfT-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:hGKfT-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:56:41.930563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0127673580009287 seconds: hGKfT-0-[0m
[32m[2024-05-28T07:56:41.930867Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hGKfT-\d+-): ok[0m
[2024-05-28T07:56:41.930979Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:192 called testapi::record_info
[2024-05-28T07:56:41.931071Z] [debug] [pid:107057] <<< testapi::record_info(title="connectivity", output="Checking that containers can connect to the host, to each other and outside of the host", result="ok")
[2024-05-28T07:56:41.931279Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:41.931392Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker pull 3.126.238.126:5000/library/alpine", output="", quiet=undef, die_on_timeout=1, timeout=33)
[2024-05-28T07:56:41.931496Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:41.931619Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:41.932009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cfglEKIh", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:41.932098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212242999623413 seconds: # [0m
[32m[2024-05-28T07:56:41.932368Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:41.932650Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vYqnsuBP", text="timeout  30 docker pull 3.126.238.126:5000/library/alpine", cmd="backend_type_string")
[2024-05-28T07:56:41.933016Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Y3Ycy-\$?-", json_cmd_token="SJjgjJGv")
[2024-05-28T07:56:41.933211Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:41.933355Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=185, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-")
[2024-05-28T07:56:41.933725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-", record_output=undef, no_regex=1, json_cmd_token="GRMOWCxA", buffer_size=185, pattern=[
    "timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:41.933823Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021239399939077 seconds: timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-$?-[0m
[32m[2024-05-28T07:56:41.934089Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker pull 3.126.238.126:5000/library/alpine; echo Y3Ycy-$?-: ok[0m
[2024-05-28T07:56:41.934354Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FCMIvfCy", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:41.934558Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:196 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:41.934697Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/Y3Ycy-\d+-/u, buffer_size=undef, timeout=33)
[2024-05-28T07:56:41.935067Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Y3Ycy-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=33, expect_not_found=0, quiet=undef, json_cmd_token="MOkuuZkE", buffer_size=undef, pattern="(?^u:Y3Ycy-\\d+-)")
[33m[2024-05-28T07:56:42.600301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 55 loops & 0.665262906999487 seconds: Y3Ycy-0-[0m
[32m[2024-05-28T07:56:42.600890Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y3Ycy-\d+-): ok[0m
[2024-05-28T07:56:42.601051Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:56:42.601155Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:56:42.601254Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:56:42.601358Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:56:42.602011Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XmIwfBFD", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:42.602129Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00031334499908553 seconds: # [0m
[32m[2024-05-28T07:56:42.602503Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:42.602926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity", json_cmd_token="gIYLFqLq")
[2024-05-28T07:56:42.603444Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NeFQR-\$?-", cmd="backend_type_string", json_cmd_token="vtPaSoXK")
[2024-05-28T07:56:42.603650Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:56:42.603772Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=242, regexp="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:56:42.604277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-", pattern=[
    "docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-\$?-"
  ], buffer_size=242, json_cmd_token="vGzYDZQo", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:42.604413Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000300454999887734 seconds: docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-$?-[0m
[32m[2024-05-28T07:56:42.604674Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -id --rm --name sut_container -p 1234:1234 registry.opensuse.org/opensuse/busybox:latest sleep infinity; echo NeFQR-$?-: ok[0m
[2024-05-28T07:56:42.604987Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sRyMiDrj", cmd="backend_type_string")
[2024-05-28T07:56:42.605188Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:197 called testapi::assert_script_run
[2024-05-28T07:56:42.605303Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/NeFQR-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:56:42.605742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:NeFQR-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="liPkzIgr", buffer_size=undef, pattern="(?^u:NeFQR-\\d+-)")
[33m[2024-05-28T07:56:43.709116Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 63 loops & 1.10342161299923 seconds: NeFQR-0-[0m
[32m[2024-05-28T07:56:43.709940Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NeFQR-\d+-): ok[0m
[2024-05-28T07:56:43.710189Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.710339Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:43.711017Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HkeplNNW", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:56:43.711150Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000317435999022564 seconds: # [0m
[32m[2024-05-28T07:56:43.711549Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:43.711651Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.711719Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptgFO~F.sh :\n \"cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-\" \n")
[2024-05-28T07:56:43.712152Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cuSgxcAO", text="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:43.712458Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.712627Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:56:43.713185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-", no_regex=1, record_output=undef, json_cmd_token="XTqDYPOB", buffer_size=undef, pattern=[
    "cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:43.713308Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000288475001070765 seconds: cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-$?-[0m
[32m[2024-05-28T07:56:43.713707Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptgFO~F.sh << 'EOT_gFO~F'; echo gFO~F-$?-: ok[0m
[2024-05-28T07:56:43.713825Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.714067Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> ")
[2024-05-28T07:56:43.714611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="qTchZznr", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:43.714705Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000260545000855927 seconds: > [0m
[32m[2024-05-28T07:56:43.715100Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:43.715533Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker inspect sut_container --format='{{.NetworkSettings.IPAddress}}'\nEOT_gFO~F\n", json_cmd_token="cAkpgeOV", cmd="backend_type_string")
[2024-05-28T07:56:43.715858Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.716023Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_gFO~F", buffer_size=undef, timeout=90)
[2024-05-28T07:56:43.716576Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="oQChYOBi", buffer_size=undef, pattern=[
    "> EOT_gFO~F"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_gFO~F", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:43.716686Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027516499903868 seconds: > EOT_gFO~F[0m
[32m[2024-05-28T07:56:43.717077Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_gFO~F: ok[0m
[2024-05-28T07:56:43.717193Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.717331Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="gFO~F-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:56:43.717817Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="gFO~F-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ILaBDQfx", buffer_size=undef, pattern="gFO~F-0-")
[33m[2024-05-28T07:56:43.717942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264494001385174 seconds: gFO~F-0-[0m
[32m[2024-05-28T07:56:43.718290Z] [debug] [pid:107057] >>> testapi::wait_serial: gFO~F-0-: ok[0m
[2024-05-28T07:56:43.718413Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.718549Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:43.719030Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lueiJTkq")
[33m[2024-05-28T07:56:43.719119Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000254754999332363 seconds: # [0m
[32m[2024-05-28T07:56:43.719446Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:43.719807Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yLAHdgXI", text="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:56:43.720078Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.720238Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-")
[2024-05-28T07:56:43.720726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-", record_output=undef, no_regex=1, json_cmd_token="XMCkQVeN", buffer_size=undef, pattern=[
    "echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:43.720844Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028674499844783 seconds: echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-$?-[0m
[32m[2024-05-28T07:56:43.721101Z] [debug] [pid:107057] >>> testapi::wait_serial: echo gFO~F; bash -oe pipefail /tmp/scriptgFO~F.sh ; echo SCRIPT_FINISHEDgFO~F-$?-: ok[0m
[2024-05-28T07:56:43.721193Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:50 called testapi::script_output
[2024-05-28T07:56:43.721299Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, no_regex=0, quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDgFO~F-\\d+-")
[2024-05-28T07:56:43.721745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDgFO~F-\\d+-", no_regex=0, record_output=1, json_cmd_token="JNlRtRpr", buffer_size=undef, pattern="SCRIPT_FINISHEDgFO~F-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:43.734033Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0124324819989852 seconds: SCRIPT_FINISHEDgFO~F-0-[0m
[32m[2024-05-28T07:56:43.734442Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDgFO~F-\d+-: ok[0m
[2024-05-28T07:56:43.734581Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:198 called containers::utils::container_ip -> lib/containers/utils.pm:51 called testapi::record_info
[2024-05-28T07:56:43.734685Z] [debug] [pid:107057] <<< testapi::record_info(title="container IP", output="172.17.0.2", result="ok")
[2024-05-28T07:56:43.734920Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.735055Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:43.735562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OIwyQiNk", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:43.735675Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279075000435114 seconds: # [0m
[32m[2024-05-28T07:56:43.736018Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:43.736121Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.736187Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuf8xs.sh :\n \"cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-\" \n")
[2024-05-28T07:56:43.736530Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-\n", json_cmd_token="aCGhaAvM")
[2024-05-28T07:56:43.736751Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.736892Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:56:43.737335Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-"
  ], buffer_size=undef, json_cmd_token="ngWhWhfI", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:43.737442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251663999733864 seconds: cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-$?-[0m
[32m[2024-05-28T07:56:43.737718Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuf8xs.sh << 'EOT_uf8xs'; echo uf8xs-$?-: ok[0m
[2024-05-28T07:56:43.737821Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.737946Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:56:43.738390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="UIDqsdJx", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:56:43.738481Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000239934001001529 seconds: > [0m
[32m[2024-05-28T07:56:43.738765Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:56:43.739090Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FoikNcOS", text="docker inspect sut_container --format='{{.NetworkSettings.Gateway}}'\nEOT_uf8xs\n", cmd="backend_type_string")
[2024-05-28T07:56:43.739300Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.739432Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_uf8xs", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:56:43.739875Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_uf8xs", record_output=undef, no_regex=1, json_cmd_token="IZlmezHT", buffer_size=undef, pattern=[
    "> EOT_uf8xs"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:43.739984Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265365000814199 seconds: > EOT_uf8xs[0m
[32m[2024-05-28T07:56:43.740315Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uf8xs: ok[0m
[2024-05-28T07:56:43.740415Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.740539Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="uf8xs-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:43.740974Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="uf8xs-0-", no_regex=0, record_output=undef, json_cmd_token="qphXmZsn", buffer_size=undef, pattern="uf8xs-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:43.741093Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262404999375576 seconds: uf8xs-0-[0m
[32m[2024-05-28T07:56:43.741382Z] [debug] [pid:107057] >>> testapi::wait_serial: uf8xs-0-: ok[0m
[2024-05-28T07:56:43.741509Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.741674Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:56:43.742153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FHyLDORz")
[33m[2024-05-28T07:56:43.742236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000238753998928587 seconds: # [0m
[32m[2024-05-28T07:56:43.742516Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:43.742874Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-\n", json_cmd_token="EwfAnXgy", cmd="backend_type_string")
[2024-05-28T07:56:43.743211Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.743446Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:56:43.744129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-", pattern=[
    "echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-\$?-"
  ], buffer_size=undef, json_cmd_token="xCoQoRup", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:43.744280Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000365496000085841 seconds: echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-$?-[0m
[32m[2024-05-28T07:56:43.744716Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uf8xs; bash -oe pipefail /tmp/scriptuf8xs.sh ; echo SCRIPT_FINISHEDuf8xs-$?-: ok[0m
[2024-05-28T07:56:43.744886Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:57 called testapi::script_output
[2024-05-28T07:56:43.745104Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDuf8xs-\\d+-")
[2024-05-28T07:56:43.745630Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDuf8xs-\\d+-", pattern="SCRIPT_FINISHEDuf8xs-\\d+-", buffer_size=undef, json_cmd_token="CfzgxotY", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:43.758520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0129900020001514 seconds: SCRIPT_FINISHEDuf8xs-0-[0m
[32m[2024-05-28T07:56:43.758841Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuf8xs-\d+-: ok[0m
[2024-05-28T07:56:43.758962Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:203 called containers::utils::container_route -> lib/containers/utils.pm:58 called testapi::record_info
[2024-05-28T07:56:43.759051Z] [debug] [pid:107057] <<< testapi::record_info(title="container route", output="172.17.0.1", result="ok")
[2024-05-28T07:56:43.759224Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:56:43.759325Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="ping -4 -c3 172.17.0.1", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:43.759430Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:56:43.759550Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:56:43.759935Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xkMQXBNn", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:43.760040Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200893000510405 seconds: # [0m
[32m[2024-05-28T07:56:43.760325Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:43.760601Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="ping -4 -c3 172.17.0.1", json_cmd_token="qQLeTlQB")
[2024-05-28T07:56:43.761002Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo WONOL-\$?-", json_cmd_token="gWQcsiWv")
[2024-05-28T07:56:43.761232Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:56:43.761365Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="ping -4 -c3 172.17.0.1; echo WONOL-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=150, timeout=90)
[2024-05-28T07:56:43.761742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="ping -4 -c3 172.17.0.1; echo WONOL-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zquRsOLX", buffer_size=150, pattern=[
    "ping -4 -c3 172.17.0.1; echo WONOL-\$?-"
  ])
[33m[2024-05-28T07:56:43.761836Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206413000341854 seconds: ping -4 -c3 172.17.0.1; echo WONOL-$?-[0m
[32m[2024-05-28T07:56:43.762102Z] [debug] [pid:107057] >>> testapi::wait_serial: ping -4 -c3 172.17.0.1; echo WONOL-$?-: ok[0m
[2024-05-28T07:56:43.762368Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="JKLCEphZ")
[2024-05-28T07:56:43.762580Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:204 called testapi::assert_script_run
[2024-05-28T07:56:43.762713Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/WONOL-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:43.763080Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="tiTthQBR", buffer_size=undef, pattern="(?^u:WONOL-\\d+-)", regexp="(?^u:WONOL-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:45.802048Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 17 loops & 2.03895117100001 seconds: WONOL-0-[0m
[32m[2024-05-28T07:56:45.802752Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:WONOL-\d+-): ok[0m
[2024-05-28T07:56:45.802945Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:56:45.803066Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:56:45.803182Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:56:45.803306Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:45.803798Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="noRHDrNh", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:45.803893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220522999370587 seconds: # [0m
[32m[2024-05-28T07:56:45.804228Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:45.804607Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xQYcSwiq", text="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1", cmd="backend_type_string")
[2024-05-28T07:56:45.805097Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo wovga-\$?-", json_cmd_token="DzgXaKUx")
[2024-05-28T07:56:45.805362Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:56:45.805535Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=234, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-")
[2024-05-28T07:56:45.805934Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="AMtpRMyu", buffer_size=234, pattern=[
    "docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-"
  ], regexp="docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:45.806036Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00022074399930716 seconds: docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-$?-[0m
[32m[2024-05-28T07:56:45.806362Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.1; echo wovga-$?-: ok[0m
[2024-05-28T07:56:45.806675Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="TKXfPkWK")
[2024-05-28T07:56:45.806936Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:205 called testapi::assert_script_run
[2024-05-28T07:56:45.807094Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/wovga-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:45.807559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="CgtkGLja", buffer_size=undef, pattern="(?^u:wovga-\\d+-)", regexp="(?^u:wovga-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:48.865439Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 3.0578743570004 seconds: wovga-0-[0m
[32m[2024-05-28T07:56:48.866270Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wovga-\d+-): ok[0m
[2024-05-28T07:56:48.866502Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:56:48.866657Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="ping -4 -c3 172.17.0.2", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:56:48.866805Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:56:48.866982Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:56:48.867753Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="hOCuhbdM", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:56:48.867910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000367246000678279 seconds: # [0m
[32m[2024-05-28T07:56:48.868373Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:48.868868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="ping -4 -c3 172.17.0.2", cmd="backend_type_string", json_cmd_token="ExqDZTIh")
[2024-05-28T07:56:48.869526Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo AXoNB-\$?-", json_cmd_token="LkkqrBHX", cmd="backend_type_string")
[2024-05-28T07:56:48.869835Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:56:48.870011Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="ping -4 -c3 172.17.0.2; echo AXoNB-\$?-", timeout=90, buffer_size=150)
[2024-05-28T07:56:48.870458Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="ping -4 -c3 172.17.0.2; echo AXoNB-\$?-", pattern=[
    "ping -4 -c3 172.17.0.2; echo AXoNB-\$?-"
  ], buffer_size=150, json_cmd_token="HKydJFkq", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:48.870568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240074001339963 seconds: ping -4 -c3 172.17.0.2; echo AXoNB-$?-[0m
[32m[2024-05-28T07:56:48.870853Z] [debug] [pid:107057] >>> testapi::wait_serial: ping -4 -c3 172.17.0.2; echo AXoNB-$?-: ok[0m
[2024-05-28T07:56:48.871189Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ieFopAFd")
[2024-05-28T07:56:48.871420Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:208 called testapi::assert_script_run
[2024-05-28T07:56:48.871559Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/AXoNB-\d+-/u)
[2024-05-28T07:56:48.872064Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:AXoNB-\\d+-)", pattern="(?^u:AXoNB-\\d+-)", buffer_size=undef, json_cmd_token="McaHfLwG", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:56:50.896055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 2.02392378399963 seconds: AXoNB-0-[0m
[32m[2024-05-28T07:56:50.897086Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:AXoNB-\d+-): ok[0m
[2024-05-28T07:56:50.897290Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:56:50.897412Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:56:50.897527Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:56:50.897651Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:50.898317Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="Pnuojjzg", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:56:50.898427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287634999040165 seconds: # [0m
[32m[2024-05-28T07:56:50.898805Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:50.899229Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2", cmd="backend_type_string", json_cmd_token="JBkipEud")
[2024-05-28T07:56:50.899870Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo JMFnb-\$?-", cmd="backend_type_string", json_cmd_token="tFRlKoTY")
[2024-05-28T07:56:50.900176Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:56:50.900345Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=235)
[2024-05-28T07:56:50.900835Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-"
  ], buffer_size=235, json_cmd_token="VMfkbxtD", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-\$?-")
[33m[2024-05-28T07:56:50.900951Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000248964001002605 seconds: docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-$?-[0m
[32m[2024-05-28T07:56:50.901342Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm  --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 172.17.0.2; echo JMFnb-$?-: ok[0m
[2024-05-28T07:56:50.901688Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IAKhYDfs", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:50.902001Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:209 called testapi::assert_script_run
[2024-05-28T07:56:50.902160Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/JMFnb-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:56:50.902677Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:JMFnb-\\d+-)", buffer_size=undef, json_cmd_token="OEtgXvhu", no_regex=0, record_output=undef, regexp="(?^u:JMFnb-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:53.918101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 3.01552194099895 seconds: JMFnb-0-[0m
[32m[2024-05-28T07:56:53.918805Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JMFnb-\d+-): ok[0m
[2024-05-28T07:56:53.919010Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:53.919140Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 ping -4 -c3 8.8.8.8", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:56:53.919259Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:53.919384Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:53.919996Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="WSdLdGPM", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:56:53.920151Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284744999589748 seconds: # [0m
[32m[2024-05-28T07:56:53.920690Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:53.921182Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  30 ping -4 -c3 8.8.8.8", json_cmd_token="NYbhcQFq")
[2024-05-28T07:56:53.921759Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="Vhbqtqku", text="; echo _IPuC-\$?-", cmd="backend_type_string")
[2024-05-28T07:56:53.922070Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:53.922229Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=159, timeout=90, regexp="timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:56:53.922687Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-"
  ], buffer_size=159, json_cmd_token="TzdTNVWp", record_output=undef, no_regex=1, regexp="timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:53.922779Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202033001187374 seconds: timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-$?-[0m
[32m[2024-05-28T07:56:53.923115Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 ping -4 -c3 8.8.8.8; echo _IPuC-$?-: ok[0m
[2024-05-28T07:56:53.923414Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lyIjQVMg", text="\n", cmd="backend_type_string")
[2024-05-28T07:56:53.923674Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:212 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:53.923830Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=33, regexp=qr/_IPuC-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:56:53.924204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:_IPuC-\\d+-)", buffer_size=undef, json_cmd_token="cNDxIzvi", record_output=undef, no_regex=0, regexp="(?^u:_IPuC-\\d+-)", timeout=33, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:55.962961Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 2.0387612279992 seconds: _IPuC-0-[0m
[32m[2024-05-28T07:56:55.963704Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_IPuC-\d+-): ok[0m
[2024-05-28T07:56:55.963925Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:55.964084Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8", timeout=33, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:56:55.964251Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:55.964425Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:56:55.965570Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FEoUlfmf")
[33m[2024-05-28T07:56:55.965808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000494849000460817 seconds: # [0m
[32m[2024-05-28T07:56:55.966295Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:55.966705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8", json_cmd_token="icwIGrbF", cmd="backend_type_string")
[2024-05-28T07:56:55.967280Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo SuaFn-\$?-", json_cmd_token="KmlCtUqm", cmd="backend_type_string")
[2024-05-28T07:56:55.967561Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:55.967711Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=243)
[2024-05-28T07:56:55.968200Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-", pattern=[
    "timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-\$?-"
  ], buffer_size=243, json_cmd_token="nabjAheF", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:56:55.968306Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000216772999920067 seconds: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-$?-[0m
[32m[2024-05-28T07:56:55.968612Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 8.8.8.8; echo SuaFn-$?-: ok[0m
[2024-05-28T07:56:55.968929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="KDziWUxq", cmd="backend_type_string")
[2024-05-28T07:56:55.969139Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:213 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:55.969255Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/SuaFn-\d+-/u, timeout=33, buffer_size=undef)
[2024-05-28T07:56:55.969698Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:SuaFn-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=33, quiet=undef, expect_not_found=0, json_cmd_token="TdrVhVHV", buffer_size=undef, pattern="(?^u:SuaFn-\\d+-)")
[33m[2024-05-28T07:56:59.010342Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 15 loops & 3.04068400200049 seconds: SuaFn-0-[0m
[32m[2024-05-28T07:56:59.011046Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:SuaFn-\d+-): ok[0m
[2024-05-28T07:56:59.011253Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:59.011383Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 ping -4 -c3 google.com", quiet=undef, output="", timeout=33, die_on_timeout=1)
[2024-05-28T07:56:59.011502Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:59.011642Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:56:59.012210Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sfilQBAU", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:56:59.012318Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261634000708 seconds: # [0m
[32m[2024-05-28T07:56:59.012612Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:56:59.012925Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  30 ping -4 -c3 google.com", json_cmd_token="Mvtydcxy")
[2024-05-28T07:56:59.013324Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo I9p1C-\$?-", json_cmd_token="vLeCSkxt", cmd="backend_type_string")
[2024-05-28T07:56:59.013528Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:59.013670Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-", timeout=90, buffer_size=162)
[2024-05-28T07:56:59.014046Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-"
  ], buffer_size=162, json_cmd_token="aXeRkYOL", no_regex=1, record_output=undef, regexp="timeout  30 ping -4 -c3 google.com; echo I9p1C-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:56:59.014137Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203833998966729 seconds: timeout  30 ping -4 -c3 google.com; echo I9p1C-$?-[0m
[32m[2024-05-28T07:56:59.014405Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 ping -4 -c3 google.com; echo I9p1C-$?-: ok[0m
[2024-05-28T07:56:59.014680Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZKLGWoYb")
[2024-05-28T07:56:59.014889Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:216 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:56:59.015029Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=33, regexp=qr/I9p1C-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:56:59.015387Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:I9p1C-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=33, quiet=undef, expect_not_found=0, json_cmd_token="cvRRzwnY", buffer_size=undef, pattern="(?^u:I9p1C-\\d+-)")
[33m[2024-05-28T07:57:01.021596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 18 loops & 2.00622558099894 seconds: I9p1C-0-[0m
[32m[2024-05-28T07:57:01.022389Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:I9p1C-\d+-): ok[0m
[2024-05-28T07:57:01.022596Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:01.022730Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com", output="", quiet=undef, die_on_timeout=1, timeout=33)
[2024-05-28T07:57:01.022848Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:01.022985Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:01.023591Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OFLwRQdU", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:01.023691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265964999925927 seconds: # [0m
[32m[2024-05-28T07:57:01.024048Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:01.024450Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com", json_cmd_token="sGibgoBM", cmd="backend_type_string")
[2024-05-28T07:57:01.024960Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo FWPKo-\$?-", cmd="backend_type_string", json_cmd_token="eJSaBWJD")
[2024-05-28T07:57:01.025225Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:01.025387Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=246, timeout=90)
[2024-05-28T07:57:01.025838Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="WJKmelxD", buffer_size=246, pattern=[
    "timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-\$?-"
  ])
[33m[2024-05-28T07:57:01.025948Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000232104001042899 seconds: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-$?-[0m
[32m[2024-05-28T07:57:01.026259Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 docker run --rm --cap-add=CAP_NET_RAW registry.opensuse.org/opensuse/busybox:latest ping -4 -c3 google.com; echo FWPKo-$?-: ok[0m
[2024-05-28T07:57:01.026550Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="XYsDGCdy", cmd="backend_type_string")
[2024-05-28T07:57:01.026769Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:217 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:01.026914Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/FWPKo-\d+-/u, timeout=33, buffer_size=undef)
[2024-05-28T07:57:01.027284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="CoeMOOju", buffer_size=undef, pattern="(?^u:FWPKo-\\d+-)", regexp="(?^u:FWPKo-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=33)
[33m[2024-05-28T07:57:04.004483Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 2.97721464500137 seconds: FWPKo-0-[0m
[32m[2024-05-28T07:57:04.005168Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:FWPKo-\d+-): ok[0m
[2024-05-28T07:57:04.005365Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:57:04.005485Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker kill sut_container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:04.005607Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:57:04.005735Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:57:04.006326Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QzDVcREq")
[33m[2024-05-28T07:57:04.006418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227354001253843 seconds: # [0m
[32m[2024-05-28T07:57:04.006729Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:04.007054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker kill sut_container", json_cmd_token="uLAEiFoS")
[2024-05-28T07:57:04.007515Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OPXoExTx", text="; echo S37Pq-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:04.007766Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:57:04.007935Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, regexp="docker kill sut_container; echo S37Pq-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:04.008309Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker kill sut_container; echo S37Pq-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="qpfdZIIk", buffer_size=153, pattern=[
    "docker kill sut_container; echo S37Pq-\$?-"
  ])
[33m[2024-05-28T07:57:04.008416Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185133001650684 seconds: docker kill sut_container; echo S37Pq-$?-[0m
[32m[2024-05-28T07:57:04.008716Z] [debug] [pid:107057] >>> testapi::wait_serial: docker kill sut_container; echo S37Pq-$?-: ok[0m
[2024-05-28T07:57:04.009061Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="mkiXAMMz")
[2024-05-28T07:57:04.009286Z] [debug] [pid:107057] tests/containers/firewall.pm:49 called containers::common::check_containers_connectivity -> lib/containers/common.pm:220 called testapi::assert_script_run
[2024-05-28T07:57:04.009432Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/S37Pq-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:04.009799Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="uVtWsfjm", buffer_size=undef, pattern="(?^u:S37Pq-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:S37Pq-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:14.320503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 10.3107078510002 seconds: S37Pq-0-[0m
[32m[2024-05-28T07:57:14.321259Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:S37Pq-\d+-): ok[0m
[2024-05-28T07:57:14.321467Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.321596Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:57:14.321720Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.321849Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.322514Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jqtprbkG", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.322622Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282954999420326 seconds: # [0m
[32m[2024-05-28T07:57:14.323015Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.323465Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MkoZhVVN", text="docker ps -q | xargs -r docker stop", cmd="backend_type_string")
[2024-05-28T07:57:14.324079Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="SDOhQavg")
[2024-05-28T07:57:14.324386Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.324541Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=163, timeout=90)
[2024-05-28T07:57:14.325056Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JLPjlsKA", buffer_size=163, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.325167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238763999732328 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:57:14.325474Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:57:14.325826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="EWTvzTMh")
[2024-05-28T07:57:14.326069Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.326213Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ILCn4-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=180, buffer_size=undef)
[2024-05-28T07:57:14.326657Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="PHgjWdws", no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)", timeout=180, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:14.338808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0122500699999364 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:57:14.339195Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:57:14.339328Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.339430Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:57:14.339538Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.339660Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.340179Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="uheFqvHa", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.340288Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232473999858485 seconds: # [0m
[32m[2024-05-28T07:57:14.340642Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.341007Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume prune -f", json_cmd_token="rqAvHpYw")
[2024-05-28T07:57:14.341483Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ueRGuvMj", text="; echo U1xFX-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:14.341715Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.341857Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=150, regexp="docker volume prune -f; echo U1xFX-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:57:14.342299Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker volume prune -f; echo U1xFX-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="XuPHqxVl")
[33m[2024-05-28T07:57:14.342405Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230904001000454 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:57:14.342684Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:57:14.343020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NShRInPQ")
[2024-05-28T07:57:14.343250Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.343387Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/U1xFX-\d+-/u)
[2024-05-28T07:57:14.343819Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=300, regexp="(?^u:U1xFX-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="myTNnmvc", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:14.353025Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00930721999975503 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:57:14.353347Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:57:14.353473Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.353579Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:57:14.353683Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.353801Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:14.354239Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DcftgdKQ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:14.354344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228323999181157 seconds: # [0m
[32m[2024-05-28T07:57:14.354648Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.355103Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", cmd="backend_type_string", json_cmd_token="QDQoKKZw")
[2024-05-28T07:57:14.355692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo uOgVl-\$?-", cmd="backend_type_string", json_cmd_token="topofoEx")
[2024-05-28T07:57:14.355916Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.356064Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, regexp="docker system prune -a -f; echo uOgVl-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:14.356510Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker system prune -a -f; echo uOgVl-\$?-", pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="wMnWGpSc", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.356620Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237664000451332 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:57:14.356947Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:57:14.357283Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="QGyWqsNU", cmd="backend_type_string")
[2024-05-28T07:57:14.357516Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:14.357687Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/uOgVl-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:57:14.358263Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:uOgVl-\\d+-)", timeout=300, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="fFqikKbx")
[33m[2024-05-28T07:57:14.598215Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 32 loops & 0.240089623999665 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:57:14.598790Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:57:14.598997Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.599139Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:57:14.599667Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JJxCZMcM", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:14.599762Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239254000916844 seconds: # [0m
[32m[2024-05-28T07:57:14.600119Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.600209Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.600265Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:57:14.600637Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", json_cmd_token="vRgmGLTR")
[2024-05-28T07:57:14.600935Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.601063Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.601520Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="uNUfnHyT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.601613Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217024000448873 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:57:14.601960Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:57:14.602063Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.602172Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.602616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="BFSLpUet")
[33m[2024-05-28T07:57:14.602697Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187363000804908 seconds: > [0m
[32m[2024-05-28T07:57:14.603039Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:14.603413Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", json_cmd_token="WLpTDhZv", cmd="backend_type_string")
[2024-05-28T07:57:14.603705Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.603831Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_abhxA", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:14.604271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="hFRmEyMP", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_abhxA")
[33m[2024-05-28T07:57:14.604361Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199303000044893 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:57:14.604661Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:57:14.604758Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.604866Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp="abhxA-0-")
[2024-05-28T07:57:14.605222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="abhxA-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="abhxA-0-", buffer_size=undef, json_cmd_token="oiNiPHdI")
[33m[2024-05-28T07:57:14.605316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019322299885971 seconds: abhxA-0-[0m
[32m[2024-05-28T07:57:14.605558Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:57:14.605655Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.605758Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:14.606108Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XwKOzTTI", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.606177Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176392999492236 seconds: # [0m
[32m[2024-05-28T07:57:14.606407Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.606670Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="jFRplxBk")
[2024-05-28T07:57:14.606866Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.606981Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[2024-05-28T07:57:14.607333Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="fXsYvPvd", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.607422Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197063000086928 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:57:14.607667Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:57:14.607759Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.607862Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, no_regex=0, expect_not_found=0, quiet=undef, regexp="SCRIPT_FINISHEDabhxA-\\d+-")
[2024-05-28T07:57:14.608209Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="SMYNMHiF")
[33m[2024-05-28T07:57:14.618169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0100519920015358 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:57:14.618454Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:57:14.618584Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:57:14.618670Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:57:14.618904Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.619036Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:14.619399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="HmNolyXO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.619482Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187984000149299 seconds: # [0m
[32m[2024-05-28T07:57:14.619725Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.619803Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.619854Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:57:14.620119Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="KsZZWQRu")
[2024-05-28T07:57:14.620307Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.620418Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-")
[2024-05-28T07:57:14.620768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="fqNOIdfB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.620855Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198793000890873 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:57:14.621088Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:57:14.621176Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.621282Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:14.621621Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="odatNGbo", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.621690Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000173293001353159 seconds: > [0m
[32m[2024-05-28T07:57:14.621914Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:14.622166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", cmd="backend_type_string", json_cmd_token="FzSeXbSi")
[2024-05-28T07:57:14.622346Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.622454Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:14.622791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pmvsaCiC", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:14.622885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197283001398318 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:57:14.623112Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:57:14.623199Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.623300Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp="hZgU~-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.623636Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="hZgU~-0-", buffer_size=undef, json_cmd_token="imnHIEaB", no_regex=0, record_output=undef, regexp="hZgU~-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:14.623754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214723999306443 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:57:14.623979Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:57:14.624087Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.624191Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:14.624537Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="bFQJVMjE", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:14.624621Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188982998224674 seconds: # [0m
[32m[2024-05-28T07:57:14.624850Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.625109Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hKQrFlCg", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:14.625292Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.625402Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T07:57:14.625754Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="vtvptefC", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[33m[2024-05-28T07:57:14.625841Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196424000023399 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:57:14.626080Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:57:14.626170Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:14.626272Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:57:14.626631Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="XCylnFHF", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:57:14.636378Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00984131899895146 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:57:14.636648Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:57:14.636746Z] [debug] [pid:107057] tests/containers/firewall.pm:57 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:57:14.636816Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T07:57:14.637933Z] [debug] [pid:107057] ||| finished docker_firewall containers (runtime: 37 s)[0m
[1;34m[2024-05-28T07:57:14.638869Z] [debug] [pid:107057] ||| starting docker_runc tests/containers/docker_runc.pm[0m
[2024-05-28T07:57:14.639381Z] [debug] [pid:107057] tests/containers/docker_runc.pm:24 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:57:14.639441Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:57:14.639918Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.640042Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:57:14.640402Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GQfNfzyE", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:14.640491Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199263999093091 seconds: # [0m
[32m[2024-05-28T07:57:14.640740Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.640811Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.640862Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:57:14.641120Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="kUppUJhc")
[2024-05-28T07:57:14.641294Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.641405Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:14.641760Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vjKgEWGM", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.641847Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194432999705896 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:57:14.642079Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:57:14.642159Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.642260Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.642602Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="mlelCtyI", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:57:14.642671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176592999196146 seconds: > [0m
[32m[2024-05-28T07:57:14.642896Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:14.643154Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="mtiwVaVY")
[2024-05-28T07:57:14.643325Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.643433Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> EOT_n1~0x")
[2024-05-28T07:57:14.643774Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="UzTfyBOG")
[33m[2024-05-28T07:57:14.643857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189962998774718 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:57:14.644103Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:57:14.644185Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.644288Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="n1~0x-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:14.644629Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="n1~0x-0-", no_regex=0, record_output=undef, json_cmd_token="fvSMgyeX", buffer_size=undef, pattern="n1~0x-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:14.644905Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000369145998774911 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:57:14.645140Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:57:14.645222Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.645322Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:14.645658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SdccfJhL", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:14.645726Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166162999448716 seconds: # [0m
[32m[2024-05-28T07:57:14.645942Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.646177Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="LesYvcWv", cmd="backend_type_string")
[2024-05-28T07:57:14.646340Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.646452Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.646756Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="szZsKiWc", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:14.646828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159072000315064 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:57:14.647049Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:57:14.647129Z] [debug] [pid:107057] tests/containers/docker_runc.pm:26 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:14.647262Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:14.647770Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="oxtsKWZW", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-")
[33m[2024-05-28T07:57:14.650694Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00303082199934579 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:57:14.650957Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/tests/containers/docker_runc.pm line 26
	docker_runc::run(docker_runc=HASH(0x55966bd6c098)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(docker_runc=HASH(0x55966bd6c098)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/tests/containers/docker_runc.pm line 26
	docker_runc::run(docker_runc=HASH(0x55966bd6c098)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(docker_runc=HASH(0x55966bd6c098)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:57:14.651620Z] [debug] [pid:107057] tests/containers/docker_runc.pm:30 called testapi::record_info
[2024-05-28T07:57:14.651699Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #1", output="Installation and test preparation", result="ok")
[2024-05-28T07:57:14.651856Z] [debug] [pid:107057] tests/containers/docker_runc.pm:31 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:57:14.651951Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rpm -q runc", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:57:14.652055Z] [debug] [pid:107057] tests/containers/docker_runc.pm:31 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:57:14.652158Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:57:14.652518Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="NrsxzsoD", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.652606Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193722999028978 seconds: # [0m
[32m[2024-05-28T07:57:14.652842Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.653096Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q runc", json_cmd_token="qQcTrisO")
[2024-05-28T07:57:14.653463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iyJvvDtR", text="; echo AEMCx-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:14.653641Z] [debug] [pid:107057] tests/containers/docker_runc.pm:31 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:57:14.653754Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rpm -q runc; echo AEMCx-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=139)
[2024-05-28T07:57:14.654096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "rpm -q runc; echo AEMCx-\$?-"
  ], buffer_size=139, json_cmd_token="ygWPvrJA", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rpm -q runc; echo AEMCx-\$?-")
[33m[2024-05-28T07:57:14.654181Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188653000805061 seconds: rpm -q runc; echo AEMCx-$?-[0m
[32m[2024-05-28T07:57:14.654409Z] [debug] [pid:107057] >>> testapi::wait_serial: rpm -q runc; echo AEMCx-$?-: ok[0m
[2024-05-28T07:57:14.654658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="GXCjlXlx")
[2024-05-28T07:57:14.654838Z] [debug] [pid:107057] tests/containers/docker_runc.pm:31 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:57:14.654949Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/AEMCx-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:57:14.655286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:AEMCx-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="HQRfNXkm", buffer_size=undef, pattern="(?^u:AEMCx-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:14.663343Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00814291900132957 seconds: AEMCx-0-[0m
[32m[2024-05-28T07:57:14.663643Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:AEMCx-\d+-): ok[0m
[2024-05-28T07:57:14.663783Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.663913Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.664300Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VzRuMZfy", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:14.664392Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202203998924233 seconds: # [0m
[32m[2024-05-28T07:57:14.664700Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.664781Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.664843Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptFZTUp.sh :\n \"cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-\$?-\" \n")
[2024-05-28T07:57:14.665115Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-\$?-\n", json_cmd_token="TyUxoVWG")
[2024-05-28T07:57:14.665302Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.665437Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-\$?-")
[2024-05-28T07:57:14.665880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="XpcQUnXG", buffer_size=undef, pattern=[
    "cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-\$?-"
  ], regexp="cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.665976Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028946500060556 seconds: cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-$?-[0m
[32m[2024-05-28T07:57:14.666245Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptFZTUp.sh << 'EOT_FZTUp'; echo FZTUp-$?-: ok[0m
[2024-05-28T07:57:14.666338Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.666462Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:14.666815Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aLQfKkTq", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:14.666885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177393001649762 seconds: > [0m
[32m[2024-05-28T07:57:14.667135Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:14.667398Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xGGBzwwK", text="runc -v\nEOT_FZTUp\n", cmd="backend_type_string")
[2024-05-28T07:57:14.667588Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.667767Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_FZTUp")
[2024-05-28T07:57:14.668255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> EOT_FZTUp"
  ], buffer_size=undef, json_cmd_token="NFCTvbFe", record_output=undef, no_regex=1, regexp="> EOT_FZTUp", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:14.668395Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266594999629888 seconds: > EOT_FZTUp[0m
[32m[2024-05-28T07:57:14.668813Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_FZTUp: ok[0m
[2024-05-28T07:57:14.668918Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.669053Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="FZTUp-0-")
[2024-05-28T07:57:14.669547Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="flCCVbDY", buffer_size=undef, pattern="FZTUp-0-", regexp="FZTUp-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.669663Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022460400032287 seconds: FZTUp-0-[0m
[32m[2024-05-28T07:57:14.670053Z] [debug] [pid:107057] >>> testapi::wait_serial: FZTUp-0-: ok[0m
[2024-05-28T07:57:14.670155Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.670284Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:14.670660Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="daRUgpzc", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.670723Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000164512999617727 seconds: # [0m
[32m[2024-05-28T07:57:14.670959Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.671203Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-\$?-\n", json_cmd_token="IUYlodbB")
[2024-05-28T07:57:14.671370Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.671481Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:14.671789Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-\$?-", record_output=undef, no_regex=1, json_cmd_token="zOmUOUOP", buffer_size=undef, pattern=[
    "echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:14.671866Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168432999998913 seconds: echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-$?-[0m
[32m[2024-05-28T07:57:14.672100Z] [debug] [pid:107057] >>> testapi::wait_serial: echo FZTUp; bash -oe pipefail /tmp/scriptFZTUp.sh ; echo SCRIPT_FINISHEDFZTUp-$?-: ok[0m
[2024-05-28T07:57:14.672178Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::script_output
[2024-05-28T07:57:14.672282Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDFZTUp-\\d+-")
[2024-05-28T07:57:14.672590Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="NyxaPSte", buffer_size=undef, pattern="SCRIPT_FINISHEDFZTUp-\\d+-", regexp="SCRIPT_FINISHEDFZTUp-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:14.676849Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 12 loops & 0.00433798399899388 seconds: SCRIPT_FINISHEDFZTUp-0-[0m
[32m[2024-05-28T07:57:14.677089Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDFZTUp-\d+-: ok[0m
[2024-05-28T07:57:14.677182Z] [debug] [pid:107057] tests/containers/docker_runc.pm:32 called testapi::record_info
[2024-05-28T07:57:14.677256Z] [debug] [pid:107057] <<< testapi::record_info(title="runc", output="runc version 1.2.0-rc.1\ncommit: v1.2.0-rc.1-0-g275e6d85f78a\nspec: 1.2.0\ngo: go1.21.9\nlibseccomp: 2.5.5", result="ok")
[2024-05-28T07:57:14.677389Z] [debug] [pid:107057] tests/containers/docker_runc.pm:34 called testapi::assert_script_run
[2024-05-28T07:57:14.677469Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf rootfs && mkdir rootfs", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:14.677546Z] [debug] [pid:107057] tests/containers/docker_runc.pm:34 called testapi::assert_script_run
[2024-05-28T07:57:14.677640Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:57:14.677945Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="oZLyCKTZ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:14.678019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160643001436256 seconds: # [0m
[32m[2024-05-28T07:57:14.678242Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.678481Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -rf rootfs && mkdir rootfs", json_cmd_token="UceiovfG", cmd="backend_type_string")
[2024-05-28T07:57:14.678808Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo N4tqO-\$?-", json_cmd_token="uzRfdzSh")
[2024-05-28T07:57:14.678968Z] [debug] [pid:107057] tests/containers/docker_runc.pm:34 called testapi::assert_script_run
[2024-05-28T07:57:14.679075Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=157, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="rm -rf rootfs && mkdir rootfs; echo N4tqO-\$?-")
[2024-05-28T07:57:14.679373Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="rm -rf rootfs && mkdir rootfs; echo N4tqO-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "rm -rf rootfs && mkdir rootfs; echo N4tqO-\$?-"
  ], buffer_size=157, json_cmd_token="CsMvQlcN")
[33m[2024-05-28T07:57:14.679448Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016235300063272 seconds: rm -rf rootfs && mkdir rootfs; echo N4tqO-$?-[0m
[32m[2024-05-28T07:57:14.679665Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf rootfs && mkdir rootfs; echo N4tqO-$?-: ok[0m
[2024-05-28T07:57:14.679904Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="whfolcUx", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:14.680087Z] [debug] [pid:107057] tests/containers/docker_runc.pm:34 called testapi::assert_script_run
[2024-05-28T07:57:14.680197Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/N4tqO-\d+-/u)
[2024-05-28T07:57:14.680505Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:N4tqO-\\d+-)", buffer_size=undef, json_cmd_token="TDVZHFMN", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:N4tqO-\\d+-)")
[33m[2024-05-28T07:57:14.682311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00188402200001292 seconds: N4tqO-0-[0m
[32m[2024-05-28T07:57:14.682544Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:N4tqO-\d+-): ok[0m
[2024-05-28T07:57:14.682662Z] [debug] [pid:107057] tests/containers/docker_runc.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:14.682766Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker export \$(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -", quiet=undef, fail_message="Cannot export rootfs, see bsc#1152508", timeout=90)
[2024-05-28T07:57:14.682857Z] [debug] [pid:107057] tests/containers/docker_runc.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:14.682972Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:14.683333Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qXhOemjQ")
[33m[2024-05-28T07:57:14.683421Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195222999536782 seconds: # [0m
[32m[2024-05-28T07:57:14.683668Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:14.683913Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker export \$(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -", json_cmd_token="yQfpiExO", cmd="backend_type_string")
[2024-05-28T07:57:14.684246Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kRDfVZzE", text="; echo SRqab-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:14.685012Z] [debug] [pid:107057] tests/containers/docker_runc.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:14.685132Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker export \$(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -; echo SRqab-\$?-")
[2024-05-28T07:57:14.685473Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DyPePkoz", buffer_size=223, pattern=[
    "docker export \$(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -; echo SRqab-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker export \$(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -; echo SRqab-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:14.685553Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173672999153496 seconds: docker export $(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -; echo SRqab-$?-[0m
[32m[2024-05-28T07:57:14.685789Z] [debug] [pid:107057] >>> testapi::wait_serial: docker export $(docker create registry.opensuse.org/opensuse/tumbleweed) | tar -C rootfs -xvf -; echo SRqab-$?-: ok[0m
[2024-05-28T07:57:14.686030Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="cGQxjVCG")
[2024-05-28T07:57:14.686208Z] [debug] [pid:107057] tests/containers/docker_runc.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:14.686321Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/SRqab-\d+-/u)
[2024-05-28T07:57:14.686628Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jGpYvCxo", buffer_size=undef, pattern="(?^u:SRqab-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:SRqab-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:18.886408Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 14203 loops & 4.19975374899877 seconds: SRqab-0-[0m
[32m[2024-05-28T07:57:18.887264Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:SRqab-\d+-): ok[0m
[2024-05-28T07:57:18.887451Z] [debug] [pid:107057] tests/containers/docker_runc.pm:39 called testapi::record_info
[2024-05-28T07:57:18.887554Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #2", output="Test: OCI Specification", result="ok")
[2024-05-28T07:57:18.887732Z] [debug] [pid:107057] tests/containers/docker_runc.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:18.887836Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc spec", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:18.887942Z] [debug] [pid:107057] tests/containers/docker_runc.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:18.888084Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:57:18.888658Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IFuUhKQG", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:18.888761Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000277375000223401 seconds: # [0m
[32m[2024-05-28T07:57:18.889269Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.889598Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="runc spec", json_cmd_token="pAaVejMN", cmd="backend_type_string")
[2024-05-28T07:57:18.890017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo L6Wmc-\$?-", json_cmd_token="mQfGsjmU", cmd="backend_type_string")
[2024-05-28T07:57:18.890298Z] [debug] [pid:107057] tests/containers/docker_runc.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:18.890464Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=137, timeout=90, regexp="runc spec; echo L6Wmc-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:18.890833Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="faTyJswj", buffer_size=137, pattern=[
    "runc spec; echo L6Wmc-\$?-"
  ], regexp="runc spec; echo L6Wmc-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.890926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202543000341393 seconds: runc spec; echo L6Wmc-$?-[0m
[32m[2024-05-28T07:57:18.891238Z] [debug] [pid:107057] >>> testapi::wait_serial: runc spec; echo L6Wmc-$?-: ok[0m
[2024-05-28T07:57:18.891626Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MIwhkunZ")
[2024-05-28T07:57:18.891943Z] [debug] [pid:107057] tests/containers/docker_runc.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:18.892112Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/L6Wmc-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.892629Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="QbwwzBzY", buffer_size=undef, pattern="(?^u:L6Wmc-\\d+-)", regexp="(?^u:L6Wmc-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.896508Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00402285900054267 seconds: L6Wmc-0-[0m
[32m[2024-05-28T07:57:18.896894Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:L6Wmc-\d+-): ok[0m
[2024-05-28T07:57:18.897057Z] [debug] [pid:107057] tests/containers/docker_runc.pm:41 called testapi::assert_script_run
[2024-05-28T07:57:18.897192Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="stat config.json", fail_message="OCI specification file has not been created", quiet=undef, timeout=90)
[2024-05-28T07:57:18.897317Z] [debug] [pid:107057] tests/containers/docker_runc.pm:41 called testapi::assert_script_run
[2024-05-28T07:57:18.897437Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.897887Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yOXnqIcT", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.897975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019781300034083 seconds: # [0m
[32m[2024-05-28T07:57:18.898284Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.898629Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="stat config.json", cmd="backend_type_string", json_cmd_token="GFgYWgSA")
[2024-05-28T07:57:18.899077Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PqWy2-\$?-", cmd="backend_type_string", json_cmd_token="WgFZxhFE")
[2024-05-28T07:57:18.899307Z] [debug] [pid:107057] tests/containers/docker_runc.pm:41 called testapi::assert_script_run
[2024-05-28T07:57:18.899432Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=144, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="stat config.json; echo PqWy2-\$?-")
[2024-05-28T07:57:18.899861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="stat config.json; echo PqWy2-\$?-", no_regex=1, record_output=undef, json_cmd_token="NnjjOYTV", buffer_size=144, pattern=[
    "stat config.json; echo PqWy2-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:18.899957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202654000531766 seconds: stat config.json; echo PqWy2-$?-[0m
[32m[2024-05-28T07:57:18.900220Z] [debug] [pid:107057] >>> testapi::wait_serial: stat config.json; echo PqWy2-$?-: ok[0m
[2024-05-28T07:57:18.900491Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IHfzjtJD", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:18.900683Z] [debug] [pid:107057] tests/containers/docker_runc.pm:41 called testapi::assert_script_run
[2024-05-28T07:57:18.900798Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PqWy2-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.901135Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:PqWy2-\\d+-)", buffer_size=undef, json_cmd_token="SGofXGwB", record_output=undef, no_regex=0, regexp="(?^u:PqWy2-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.903977Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 23 loops & 0.0029359910004132 seconds: PqWy2-0-[0m
[32m[2024-05-28T07:57:18.904281Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PqWy2-\d+-): ok[0m
[2024-05-28T07:57:18.904396Z] [debug] [pid:107057] tests/containers/docker_runc.pm:42 called testapi::script_run
[2024-05-28T07:57:18.904506Z] [debug] [pid:107057] <<< testapi::script_run(cmd="cp config.json config_json.template", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:57:18.904601Z] [debug] [pid:107057] tests/containers/docker_runc.pm:42 called testapi::script_run
[2024-05-28T07:57:18.904715Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:57:18.905058Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="InMgySWY")
[33m[2024-05-28T07:57:18.905145Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195732998690801 seconds: # [0m
[32m[2024-05-28T07:57:18.905368Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.905615Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cp config.json config_json.template", cmd="backend_type_string", json_cmd_token="Usvowibd")
[2024-05-28T07:57:18.906005Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo EfyAL-\$?-", cmd="backend_type_string", json_cmd_token="EKGXhJpP")
[2024-05-28T07:57:18.906167Z] [debug] [pid:107057] tests/containers/docker_runc.pm:42 called testapi::script_run
[2024-05-28T07:57:18.906281Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, regexp="cp config.json config_json.template; echo EfyAL-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:18.906619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cp config.json config_json.template; echo EfyAL-\$?-"
  ], buffer_size=163, json_cmd_token="DnizISsS", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cp config.json config_json.template; echo EfyAL-\$?-")
[33m[2024-05-28T07:57:18.906707Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195683998754248 seconds: cp config.json config_json.template; echo EfyAL-$?-[0m
[32m[2024-05-28T07:57:18.906935Z] [debug] [pid:107057] >>> testapi::wait_serial: cp config.json config_json.template; echo EfyAL-$?-: ok[0m
[2024-05-28T07:57:18.907196Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="XFRqALHJ", cmd="backend_type_string")
[2024-05-28T07:57:18.907364Z] [debug] [pid:107057] tests/containers/docker_runc.pm:42 called testapi::script_run
[2024-05-28T07:57:18.907477Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/EfyAL-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:57:18.907803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:EfyAL-\\d+-)", buffer_size=undef, json_cmd_token="QHWllpJM", record_output=undef, no_regex=0, regexp="(?^u:EfyAL-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.909655Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00194332299906819 seconds: EfyAL-0-[0m
[32m[2024-05-28T07:57:18.909898Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EfyAL-\d+-): ok[0m
[2024-05-28T07:57:18.910006Z] [debug] [pid:107057] tests/containers/docker_runc.pm:45 called testapi::assert_script_run
[2024-05-28T07:57:18.910103Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:18.910194Z] [debug] [pid:107057] tests/containers/docker_runc.pm:45 called testapi::assert_script_run
[2024-05-28T07:57:18.910309Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.910666Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RSkuUSuA")
[33m[2024-05-28T07:57:18.910751Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189733000297565 seconds: # [0m
[32m[2024-05-28T07:57:18.911087Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.911347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json", json_cmd_token="OHVhUQlt", cmd="backend_type_string")
[2024-05-28T07:57:18.911692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo UzwzX-\$?-", cmd="backend_type_string", json_cmd_token="UiGIOAyt")
[2024-05-28T07:57:18.911857Z] [debug] [pid:107057] tests/containers/docker_runc.pm:45 called testapi::assert_script_run
[2024-05-28T07:57:18.911970Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=182, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-")
[2024-05-28T07:57:18.912334Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-"
  ], buffer_size=182, json_cmd_token="EUeBIXnR", no_regex=1, record_output=undef, regexp="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.912426Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199694000912132 seconds: sed -i -e '/"terminal":/ s/: .*/: false,/' config.json; echo UzwzX-$?-[0m
[32m[2024-05-28T07:57:18.912660Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i -e '/"terminal":/ s/: .*/: false,/' config.json; echo UzwzX-$?-: ok[0m
[2024-05-28T07:57:18.912913Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QldaSXFs")
[2024-05-28T07:57:18.913093Z] [debug] [pid:107057] tests/containers/docker_runc.pm:45 called testapi::assert_script_run
[2024-05-28T07:57:18.913213Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/UzwzX-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.913553Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:UzwzX-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:UzwzX-\\d+-)", buffer_size=undef, json_cmd_token="zRimByWi")
[33m[2024-05-28T07:57:18.915258Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0017991910008277 seconds: UzwzX-0-[0m
[32m[2024-05-28T07:57:18.915494Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UzwzX-\d+-): ok[0m
[2024-05-28T07:57:18.915584Z] [debug] [pid:107057] tests/containers/docker_runc.pm:46 called testapi::assert_script_run
[2024-05-28T07:57:18.915664Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i -e 's/\"sh\"/\"echo\", \"Kalimera\"/' config.json", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:18.915753Z] [debug] [pid:107057] tests/containers/docker_runc.pm:46 called testapi::assert_script_run
[2024-05-28T07:57:18.915870Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:18.916230Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pjRDZGuq")
[33m[2024-05-28T07:57:18.916318Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192523000805522 seconds: # [0m
[32m[2024-05-28T07:57:18.916579Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.916869Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="sed -i -e 's/\"sh\"/\"echo\", \"Kalimera\"/' config.json", json_cmd_token="EHzgOuPi")
[2024-05-28T07:57:18.917473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3~C3h-\$?-", json_cmd_token="nTFSkqkG")
[2024-05-28T07:57:18.917766Z] [debug] [pid:107057] tests/containers/docker_runc.pm:46 called testapi::assert_script_run
[2024-05-28T07:57:18.917959Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=178, timeout=90, regexp="sed -i -e 's/\"sh\"/\"echo\", \"Kalimera\"/' config.json; echo 3~C3h-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:18.918458Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TorGoOql", buffer_size=178, pattern=[
    "sed -i -e 's/\"sh\"/\"echo\", \"Kalimera\"/' config.json; echo 3~C3h-\$?-"
  ], regexp="sed -i -e 's/\"sh\"/\"echo\", \"Kalimera\"/' config.json; echo 3~C3h-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.918577Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278125000477303 seconds: sed -i -e 's/"sh"/"echo", "Kalimera"/' config.json; echo 3~C3h-$?-[0m
[32m[2024-05-28T07:57:18.918908Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i -e 's/"sh"/"echo", "Kalimera"/' config.json; echo 3~C3h-$?-: ok[0m
[2024-05-28T07:57:18.919424Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="dswtRPAx")
[2024-05-28T07:57:18.919661Z] [debug] [pid:107057] tests/containers/docker_runc.pm:46 called testapi::assert_script_run
[2024-05-28T07:57:18.919780Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/3~C3h-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.920284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vyYSanny", buffer_size=undef, pattern="(?^u:3~C3h-\\d+-)", regexp="(?^u:3~C3h-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.921662Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00150488600047538 seconds: 3~C3h-0-[0m
[32m[2024-05-28T07:57:18.921991Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3~C3h-\d+-): ok[0m
[2024-05-28T07:57:18.922081Z] [debug] [pid:107057] tests/containers/docker_runc.pm:49 called testapi::record_info
[2024-05-28T07:57:18.922153Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #3", output="Test: Use the run command", result="ok")
[2024-05-28T07:57:18.922336Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.922446Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:57:18.922967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="JRBiRusl", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.923072Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259283999184845 seconds: # [0m
[32m[2024-05-28T07:57:18.923284Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.923346Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.923395Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripteSrkS.sh :\n \"cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-\$?-\" \n")
[2024-05-28T07:57:18.923736Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-\$?-\n", cmd="backend_type_string", json_cmd_token="VwyQKLKg")
[2024-05-28T07:57:18.923927Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.924046Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.924514Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-\$?-"
  ], buffer_size=undef, json_cmd_token="bxMQHCZZ")
[33m[2024-05-28T07:57:18.924631Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272125000265078 seconds: cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-$?-[0m
[32m[2024-05-28T07:57:18.924792Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripteSrkS.sh << 'EOT_eSrkS'; echo eSrkS-$?-: ok[0m
[2024-05-28T07:57:18.924862Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.924961Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.925391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="bFqrxwLj", buffer_size=undef, pattern=[
    "> "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:18.925478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000234634000662481 seconds: > [0m
[32m[2024-05-28T07:57:18.925631Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:18.925945Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="runc run test1\nEOT_eSrkS\n", json_cmd_token="vhVMYsVp", cmd="backend_type_string")
[2024-05-28T07:57:18.926143Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.926246Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_eSrkS", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.926673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_eSrkS", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="oUbINJmE", buffer_size=undef, pattern=[
    "> EOT_eSrkS"
  ])
[33m[2024-05-28T07:57:18.926785Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264985001194873 seconds: > EOT_eSrkS[0m
[32m[2024-05-28T07:57:18.926937Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_eSrkS: ok[0m
[2024-05-28T07:57:18.927007Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.927105Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=0, expect_not_found=0, record_output=undef, regexp="eSrkS-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.927521Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="eSrkS-0-", no_regex=0, record_output=undef, json_cmd_token="lmDbXESA", buffer_size=undef, pattern="eSrkS-0-", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:18.927993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000603940001383307 seconds: eSrkS-0-[0m
[32m[2024-05-28T07:57:18.928176Z] [debug] [pid:107057] >>> testapi::wait_serial: eSrkS-0-: ok[0m
[2024-05-28T07:57:18.928251Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.928360Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="# ")
[2024-05-28T07:57:18.928880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="UfuiaFLC", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.928999Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234413999351091 seconds: # [0m
[32m[2024-05-28T07:57:18.929161Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.929443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EqFZNQoI", text="echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:18.929646Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.929769Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-\$?-", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:18.930368Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KBowMMmR", buffer_size=undef, pattern=[
    "echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:18.930477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245533999986947 seconds: echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-$?-[0m
[32m[2024-05-28T07:57:18.930644Z] [debug] [pid:107057] >>> testapi::wait_serial: echo eSrkS; bash -oe pipefail /tmp/scripteSrkS.sh ; echo SCRIPT_FINISHEDeSrkS-$?-: ok[0m
[2024-05-28T07:57:18.930736Z] [debug] [pid:107057] tests/containers/docker_runc.pm:50 called testapi::validate_script_output
[2024-05-28T07:57:18.930845Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDeSrkS-\\d+-", quiet=1, no_regex=0, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.931196Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="JcatrASA", buffer_size=undef, pattern="SCRIPT_FINISHEDeSrkS-\\d+-", regexp="SCRIPT_FINISHEDeSrkS-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:18.968469Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0373682999997982 seconds: SCRIPT_FINISHEDeSrkS-0-[0m
[32m[2024-05-28T07:57:18.968708Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDeSrkS-\d+-: ok[0m
[2024-05-28T07:57:18.968955Z] [debug] [pid:107057] tests/containers/docker_runc.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:18.969067Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="cp config_json.template config.json", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:18.969162Z] [debug] [pid:107057] tests/containers/docker_runc.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:18.969283Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:18.969754Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tKSDcOOQ")
[33m[2024-05-28T07:57:18.969846Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213013001484796 seconds: # [0m
[32m[2024-05-28T07:57:18.970177Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.970536Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cp config_json.template config.json", cmd="backend_type_string", json_cmd_token="KEGwxrBa")
[2024-05-28T07:57:18.971002Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MoLMRhfe", text="; echo UkECE-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:18.971217Z] [debug] [pid:107057] tests/containers/docker_runc.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:18.971387Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cp config_json.template config.json; echo UkECE-\$?-", buffer_size=163, timeout=90)
[2024-05-28T07:57:18.971827Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cp config_json.template config.json; echo UkECE-\$?-"
  ], buffer_size=163, json_cmd_token="TGBWiPoL", record_output=undef, no_regex=1, regexp="cp config_json.template config.json; echo UkECE-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.971916Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199332998818136 seconds: cp config_json.template config.json; echo UkECE-$?-[0m
[32m[2024-05-28T07:57:18.972212Z] [debug] [pid:107057] >>> testapi::wait_serial: cp config_json.template config.json; echo UkECE-$?-: ok[0m
[2024-05-28T07:57:18.972500Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="fesgbDWF", cmd="backend_type_string")
[2024-05-28T07:57:18.972732Z] [debug] [pid:107057] tests/containers/docker_runc.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:18.972874Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/UkECE-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:18.973240Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:UkECE-\\d+-)", pattern="(?^u:UkECE-\\d+-)", buffer_size=undef, json_cmd_token="aPSBMnPR", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:18.974135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000985967000815435 seconds: UkECE-0-[0m
[32m[2024-05-28T07:57:18.974418Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UkECE-\d+-): ok[0m
[2024-05-28T07:57:18.974535Z] [debug] [pid:107057] tests/containers/docker_runc.pm:55 called testapi::assert_script_run
[2024-05-28T07:57:18.974640Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:18.974733Z] [debug] [pid:107057] tests/containers/docker_runc.pm:55 called testapi::assert_script_run
[2024-05-28T07:57:18.974852Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.975216Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LTZNPUtG", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:18.975301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193673000467243 seconds: # [0m
[32m[2024-05-28T07:57:18.975561Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.975836Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json", json_cmd_token="swCOwYJB")
[2024-05-28T07:57:18.976211Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo UzwzX-\$?-", json_cmd_token="MJwfwAvo")
[2024-05-28T07:57:18.976417Z] [debug] [pid:107057] tests/containers/docker_runc.pm:55 called testapi::assert_script_run
[2024-05-28T07:57:18.976536Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=182, timeout=90, regexp="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:18.976894Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-"
  ], buffer_size=182, json_cmd_token="KdQhAjPi", no_regex=1, record_output=undef, regexp="sed -i -e '/\"terminal\":/ s/: .*/: false,/' config.json; echo UzwzX-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.976983Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199174000954372 seconds: sed -i -e '/"terminal":/ s/: .*/: false,/' config.json; echo UzwzX-$?-[0m
[32m[2024-05-28T07:57:18.977223Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i -e '/"terminal":/ s/: .*/: false,/' config.json; echo UzwzX-$?-: ok[0m
[2024-05-28T07:57:18.977480Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vkTmvytc", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:18.977672Z] [debug] [pid:107057] tests/containers/docker_runc.pm:55 called testapi::assert_script_run
[2024-05-28T07:57:18.977787Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/UzwzX-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:18.978127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:UzwzX-\\d+-)", buffer_size=undef, json_cmd_token="oroLKbKs", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:UzwzX-\\d+-)")
[33m[2024-05-28T07:57:18.980401Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00236432000019704 seconds: UzwzX-0-[0m
[32m[2024-05-28T07:57:18.980690Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UzwzX-\d+-): ok[0m
[2024-05-28T07:57:18.980782Z] [debug] [pid:107057] tests/containers/docker_runc.pm:56 called testapi::assert_script_run
[2024-05-28T07:57:18.980865Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i -e 's/\"sh\"/\"sleep\", \"120\"/' config.json", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:18.980943Z] [debug] [pid:107057] tests/containers/docker_runc.pm:56 called testapi::assert_script_run
[2024-05-28T07:57:18.981040Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:18.981394Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ymGWPXrP", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.981478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192262999917148 seconds: # [0m
[32m[2024-05-28T07:57:18.981713Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.981954Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="sed -i -e 's/\"sh\"/\"sleep\", \"120\"/' config.json", json_cmd_token="MVKqPGIf")
[2024-05-28T07:57:18.982285Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo qtGlO-\$?-", cmd="backend_type_string", json_cmd_token="IJSbfFZj")
[2024-05-28T07:57:18.982477Z] [debug] [pid:107057] tests/containers/docker_runc.pm:56 called testapi::assert_script_run
[2024-05-28T07:57:18.982595Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="sed -i -e 's/\"sh\"/\"sleep\", \"120\"/' config.json; echo qtGlO-\$?-", buffer_size=174, timeout=90)
[2024-05-28T07:57:18.982907Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="sed -i -e 's/\"sh\"/\"sleep\", \"120\"/' config.json; echo qtGlO-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="eTkhijJl", buffer_size=174, pattern=[
    "sed -i -e 's/\"sh\"/\"sleep\", \"120\"/' config.json; echo qtGlO-\$?-"
  ])
[33m[2024-05-28T07:57:18.982981Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162002999786637 seconds: sed -i -e 's/"sh"/"sleep", "120"/' config.json; echo qtGlO-$?-[0m
[32m[2024-05-28T07:57:18.983206Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i -e 's/"sh"/"sleep", "120"/' config.json; echo qtGlO-$?-: ok[0m
[2024-05-28T07:57:18.983439Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="eIBgejGp")
[2024-05-28T07:57:18.983631Z] [debug] [pid:107057] tests/containers/docker_runc.pm:56 called testapi::assert_script_run
[2024-05-28T07:57:18.983746Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/qtGlO-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:57:18.984056Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:qtGlO-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="EtpBoFYc", buffer_size=undef, pattern="(?^u:qtGlO-\\d+-)")
[33m[2024-05-28T07:57:18.985271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00129866200040851 seconds: qtGlO-0-[0m
[32m[2024-05-28T07:57:18.985517Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:qtGlO-\d+-): ok[0m
[2024-05-28T07:57:18.985601Z] [debug] [pid:107057] tests/containers/docker_runc.pm:59 called testapi::record_info
[2024-05-28T07:57:18.985681Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #4", output="Test: Create a container", result="ok")
[2024-05-28T07:57:18.985816Z] [debug] [pid:107057] tests/containers/docker_runc.pm:60 called testapi::assert_script_run
[2024-05-28T07:57:18.985899Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc create test2", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:18.985976Z] [debug] [pid:107057] tests/containers/docker_runc.pm:60 called testapi::assert_script_run
[2024-05-28T07:57:18.986075Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:57:18.986390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QhEiooWg", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:18.986461Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155063000420341 seconds: # [0m
[32m[2024-05-28T07:57:18.986687Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:18.986919Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YMMhFGwd", text="runc create test2", cmd="backend_type_string")
[2024-05-28T07:57:18.987252Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 68IvI-\$?-", json_cmd_token="PFaxdfVf")
[2024-05-28T07:57:18.987440Z] [debug] [pid:107057] tests/containers/docker_runc.pm:60 called testapi::assert_script_run
[2024-05-28T07:57:18.987554Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=145, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="runc create test2; echo 68IvI-\$?-")
[2024-05-28T07:57:18.987895Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="runc create test2; echo 68IvI-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "runc create test2; echo 68IvI-\$?-"
  ], buffer_size=145, json_cmd_token="BsCEJqUP")
[33m[2024-05-28T07:57:18.987982Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019145300029777 seconds: runc create test2; echo 68IvI-$?-[0m
[32m[2024-05-28T07:57:18.988224Z] [debug] [pid:107057] >>> testapi::wait_serial: runc create test2; echo 68IvI-$?-: ok[0m
[2024-05-28T07:57:18.988482Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jUYBOInT", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:18.988682Z] [debug] [pid:107057] tests/containers/docker_runc.pm:60 called testapi::assert_script_run
[2024-05-28T07:57:18.988794Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/68IvI-\d+-/u)
[2024-05-28T07:57:18.989140Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:68IvI-\\d+-)", buffer_size=undef, json_cmd_token="ERyJGRVs", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:68IvI-\\d+-)")
[33m[2024-05-28T07:57:19.016477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0274282499995024 seconds: 68IvI-0-[0m
[32m[2024-05-28T07:57:19.016831Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:68IvI-\d+-): ok[0m
[2024-05-28T07:57:19.016988Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.017129Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:57:19.017603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yynAbVJP", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.017696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222423999730381 seconds: # [0m
[32m[2024-05-28T07:57:19.017915Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.018001Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.018059Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptT8TzQ.sh :\n \"cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\" \n")
[2024-05-28T07:57:19.018411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\n", json_cmd_token="SmLDaCPn")
[2024-05-28T07:57:19.018669Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.018891Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0)
[2024-05-28T07:57:19.019359Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-"
  ], buffer_size=undef, json_cmd_token="fmviftrn")
[33m[2024-05-28T07:57:19.019448Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221113999941736 seconds: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.019698Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.019790Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.019915Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.020403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="BJJoKRPA", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.020476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000195223001355771 seconds: > [0m
[32m[2024-05-28T07:57:19.020701Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.021031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="runc state test2\nEOT_T8TzQ\n", json_cmd_token="JgeCDHmx")
[2024-05-28T07:57:19.021312Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.021515Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_T8TzQ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.021950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_T8TzQ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="SAjOJwQg", buffer_size=undef, pattern=[
    "> EOT_T8TzQ"
  ])
[33m[2024-05-28T07:57:19.022038Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203863999558962 seconds: > EOT_T8TzQ[0m
[32m[2024-05-28T07:57:19.022231Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_T8TzQ: ok[0m
[2024-05-28T07:57:19.022324Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.022467Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=1, record_output=undef, regexp="T8TzQ-0-")
[2024-05-28T07:57:19.022890Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="T8TzQ-0-", record_output=undef, no_regex=0, json_cmd_token="oXqfQHdq", buffer_size=undef, pattern="T8TzQ-0-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.022984Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207154000236187 seconds: T8TzQ-0-[0m
[32m[2024-05-28T07:57:19.023182Z] [debug] [pid:107057] >>> testapi::wait_serial: T8TzQ-0-: ok[0m
[2024-05-28T07:57:19.023279Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.023411Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.023831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="cutzGVhz", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:19.023902Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000190603999726591 seconds: # [0m
[32m[2024-05-28T07:57:19.024100Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.024424Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-\n", json_cmd_token="qZcMLCiT")
[2024-05-28T07:57:19.024649Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.024790Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", quiet=1, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:19.025244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="qKeGlQSi", buffer_size=undef, pattern=[
    "echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-"
  ])
[33m[2024-05-28T07:57:19.025337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219064000702929 seconds: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.025535Z] [debug] [pid:107057] >>> testapi::wait_serial: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.025628Z] [debug] [pid:107057] tests/containers/docker_runc.pm:61 called testapi::validate_script_output
[2024-05-28T07:57:19.025755Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=1)
[2024-05-28T07:57:19.026151Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHEDT8TzQ-\\d+-", buffer_size=undef, json_cmd_token="CFTRBOyY")
[33m[2024-05-28T07:57:19.032828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00676789600038319 seconds: SCRIPT_FINISHEDT8TzQ-0-[0m
[32m[2024-05-28T07:57:19.033046Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDT8TzQ-\d+-: ok[0m
[2024-05-28T07:57:19.034473Z] [debug] [pid:107057] tests/containers/docker_runc.pm:62 called testapi::record_info
[2024-05-28T07:57:19.034576Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #5", output="Test: List containers", result="ok")
[2024-05-28T07:57:19.034787Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.034920Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.035300Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CMIaJuWo", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:19.035387Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190692999240127 seconds: # [0m
[32m[2024-05-28T07:57:19.035547Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.035625Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.035684Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptNY8gB.sh :\n \"cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-\$?-\" \n")
[2024-05-28T07:57:19.035938Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-\$?-\n", json_cmd_token="VQTGiqyq")
[2024-05-28T07:57:19.036151Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.036365Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.036730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-\$?-"
  ], buffer_size=undef, json_cmd_token="fxspdaEt", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-\$?-")
[33m[2024-05-28T07:57:19.036821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195362999875215 seconds: cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-$?-[0m
[32m[2024-05-28T07:57:19.036973Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptNY8gB.sh << 'EOT_NY8gB'; echo NY8gB-$?-: ok[0m
[2024-05-28T07:57:19.037064Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.037190Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.037531Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="VDmkpEIo")
[33m[2024-05-28T07:57:19.037601Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175682998815319 seconds: > [0m
[32m[2024-05-28T07:57:19.037745Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.037992Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rfIEgQKA", text="runc list\nEOT_NY8gB\n", cmd="backend_type_string")
[2024-05-28T07:57:19.038214Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.038417Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="> EOT_NY8gB", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.038768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pVGeEojS", buffer_size=undef, pattern=[
    "> EOT_NY8gB"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> EOT_NY8gB", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.038850Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188733998584212 seconds: > EOT_NY8gB[0m
[32m[2024-05-28T07:57:19.038997Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_NY8gB: ok[0m
[2024-05-28T07:57:19.039087Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.039211Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=1, expect_not_found=0, record_output=undef, regexp="NY8gB-0-")
[2024-05-28T07:57:19.039540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="NY8gB-0-", pattern="NY8gB-0-", buffer_size=undef, json_cmd_token="mLGPXeYQ", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.039632Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001905130011437 seconds: NY8gB-0-[0m
[32m[2024-05-28T07:57:19.039784Z] [debug] [pid:107057] >>> testapi::wait_serial: NY8gB-0-: ok[0m
[2024-05-28T07:57:19.039879Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.040015Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.040360Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lSQjAdlO", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.040430Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000174932998561417 seconds: # [0m
[32m[2024-05-28T07:57:19.040575Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.040825Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-\$?-\n", json_cmd_token="cyBEDkWZ")
[2024-05-28T07:57:19.041018Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.041155Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.041506Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-\$?-"
  ], buffer_size=undef, json_cmd_token="ubfxtjNz", record_output=undef, no_regex=1, regexp="echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.041594Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196933000552235 seconds: echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-$?-[0m
[32m[2024-05-28T07:57:19.041747Z] [debug] [pid:107057] >>> testapi::wait_serial: echo NY8gB; bash -oe pipefail /tmp/scriptNY8gB.sh ; echo SCRIPT_FINISHEDNY8gB-$?-: ok[0m
[2024-05-28T07:57:19.041826Z] [debug] [pid:107057] tests/containers/docker_runc.pm:63 called testapi::validate_script_output
[2024-05-28T07:57:19.041932Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, no_regex=0, expect_not_found=0, quiet=1, regexp="SCRIPT_FINISHEDNY8gB-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.042254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDNY8gB-\\d+-", no_regex=0, record_output=1, json_cmd_token="SmIwrEKr", buffer_size=undef, pattern="SCRIPT_FINISHEDNY8gB-\\d+-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.047682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 31 loops & 0.00552905500080669 seconds: SCRIPT_FINISHEDNY8gB-0-[0m
[32m[2024-05-28T07:57:19.047848Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDNY8gB-\d+-: ok[0m
[2024-05-28T07:57:19.048038Z] [debug] [pid:107057] tests/containers/docker_runc.pm:64 called testapi::record_info
[2024-05-28T07:57:19.048117Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #6", output="Test: Start a container", result="ok")
[2024-05-28T07:57:19.048250Z] [debug] [pid:107057] tests/containers/docker_runc.pm:65 called testapi::assert_script_run
[2024-05-28T07:57:19.048332Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc start test2", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:19.048409Z] [debug] [pid:107057] tests/containers/docker_runc.pm:65 called testapi::assert_script_run
[2024-05-28T07:57:19.048507Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:57:19.048820Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RSdSbaHJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:19.048891Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156662999870605 seconds: # [0m
[32m[2024-05-28T07:57:19.049110Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.049330Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="runc start test2", json_cmd_token="wcpmHKLr", cmd="backend_type_string")
[2024-05-28T07:57:19.049654Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fIlfuqRN", text="; echo lcCZi-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:19.049857Z] [debug] [pid:107057] tests/containers/docker_runc.pm:65 called testapi::assert_script_run
[2024-05-28T07:57:19.050Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=144, timeout=90, regexp="runc start test2; echo lcCZi-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:19.050299Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="runc start test2; echo lcCZi-\$?-", record_output=undef, no_regex=1, json_cmd_token="TbGHwWfU", buffer_size=144, pattern=[
    "runc start test2; echo lcCZi-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.050370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156243000674294 seconds: runc start test2; echo lcCZi-$?-[0m
[32m[2024-05-28T07:57:19.050616Z] [debug] [pid:107057] >>> testapi::wait_serial: runc start test2; echo lcCZi-$?-: ok[0m
[2024-05-28T07:57:19.050844Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fNqucYFV")
[2024-05-28T07:57:19.051048Z] [debug] [pid:107057] tests/containers/docker_runc.pm:65 called testapi::assert_script_run
[2024-05-28T07:57:19.051187Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/lcCZi-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:19.051484Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:lcCZi-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="SlOHvqdF", buffer_size=undef, pattern="(?^u:lcCZi-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.057991Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00656536199858238 seconds: lcCZi-0-[0m
[32m[2024-05-28T07:57:19.058278Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:lcCZi-\d+-): ok[0m
[2024-05-28T07:57:19.058430Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.058561Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.058922Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kcwnaWSf", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:19.059006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190613000086159 seconds: # [0m
[32m[2024-05-28T07:57:19.059156Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.059230Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.059288Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptT8TzQ.sh :\n \"cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\" \n")
[2024-05-28T07:57:19.059536Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xpMFiZbW", text="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:19.059730Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.059909Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", quiet=1, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:19.060277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="OQfigdbc", buffer_size=undef, pattern=[
    "cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-"
  ], regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.060367Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195292999705998 seconds: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.060518Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.060608Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.060734Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.061066Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="ZbfyjeBX", buffer_size=undef, pattern=[
    "> "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.061135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175093000507331 seconds: > [0m
[32m[2024-05-28T07:57:19.061284Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.061534Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="runc state test2\nEOT_T8TzQ\n", json_cmd_token="ICfolbZU")
[2024-05-28T07:57:19.061753Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.061959Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_T8TzQ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:19.062304Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_T8TzQ"
  ], buffer_size=undef, json_cmd_token="hkSTVwnf", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_T8TzQ")
[33m[2024-05-28T07:57:19.062388Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186122999366489 seconds: > EOT_T8TzQ[0m
[32m[2024-05-28T07:57:19.062534Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_T8TzQ: ok[0m
[2024-05-28T07:57:19.062622Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.062745Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="T8TzQ-0-", record_output=undef, expect_not_found=0, quiet=1, no_regex=0)
[2024-05-28T07:57:19.063070Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="T8TzQ-0-", buffer_size=undef, json_cmd_token="muGSWjao", no_regex=0, record_output=undef, regexp="T8TzQ-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.063161Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188333000551211 seconds: T8TzQ-0-[0m
[32m[2024-05-28T07:57:19.063311Z] [debug] [pid:107057] >>> testapi::wait_serial: T8TzQ-0-: ok[0m
[2024-05-28T07:57:19.063403Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.063528Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.063861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="wXAqhkxj", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.063943Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186343999303062 seconds: # [0m
[32m[2024-05-28T07:57:19.064094Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.064347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-\n", cmd="backend_type_string", json_cmd_token="ORecgEXW")
[2024-05-28T07:57:19.064539Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.064688Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.065051Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TiCTjtQn", buffer_size=undef, pattern=[
    "echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.065140Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197683000806137 seconds: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.065293Z] [debug] [pid:107057] >>> testapi::wait_serial: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.065385Z] [debug] [pid:107057] tests/containers/docker_runc.pm:66 called testapi::validate_script_output
[2024-05-28T07:57:19.065510Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", expect_not_found=0, quiet=1, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.065851Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LSHTicLa", buffer_size=undef, pattern="SCRIPT_FINISHEDT8TzQ-\\d+-", quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:57:19.070922Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00517027900059475 seconds: SCRIPT_FINISHEDT8TzQ-0-[0m
[32m[2024-05-28T07:57:19.071168Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDT8TzQ-\d+-: ok[0m
[2024-05-28T07:57:19.071400Z] [debug] [pid:107057] tests/containers/docker_runc.pm:67 called testapi::record_info
[2024-05-28T07:57:19.071501Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #7", output="Test: Pause a container", result="ok")
[2024-05-28T07:57:19.071671Z] [debug] [pid:107057] tests/containers/docker_runc.pm:68 called testapi::assert_script_run
[2024-05-28T07:57:19.071760Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc pause test2", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:19.071840Z] [debug] [pid:107057] tests/containers/docker_runc.pm:68 called testapi::assert_script_run
[2024-05-28T07:57:19.071938Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:19.072267Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="qlKTjMzF", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.072340Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162533000548137 seconds: # [0m
[32m[2024-05-28T07:57:19.072610Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.072854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="runc pause test2", json_cmd_token="InjbxejR", cmd="backend_type_string")
[2024-05-28T07:57:19.073239Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0SSrk-\$?-", json_cmd_token="FaVCRKPK")
[2024-05-28T07:57:19.073456Z] [debug] [pid:107057] tests/containers/docker_runc.pm:68 called testapi::assert_script_run
[2024-05-28T07:57:19.073583Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="runc pause test2; echo 0SSrk-\$?-", timeout=90, buffer_size=144)
[2024-05-28T07:57:19.073906Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="runc pause test2; echo 0SSrk-\$?-", no_regex=1, record_output=undef, json_cmd_token="nmzydBSJ", buffer_size=144, pattern=[
    "runc pause test2; echo 0SSrk-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.073978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154712999574258 seconds: runc pause test2; echo 0SSrk-$?-[0m
[32m[2024-05-28T07:57:19.074244Z] [debug] [pid:107057] >>> testapi::wait_serial: runc pause test2; echo 0SSrk-$?-: ok[0m
[2024-05-28T07:57:19.074482Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="WxxJNmSF")
[2024-05-28T07:57:19.074706Z] [debug] [pid:107057] tests/containers/docker_runc.pm:68 called testapi::assert_script_run
[2024-05-28T07:57:19.074834Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0SSrk-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.075147Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0SSrk-\\d+-)", pattern="(?^u:0SSrk-\\d+-)", buffer_size=undef, json_cmd_token="GlMkovQS", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.089174Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0140907720015093 seconds: 0SSrk-0-[0m
[32m[2024-05-28T07:57:19.089542Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0SSrk-\d+-): ok[0m
[2024-05-28T07:57:19.089707Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.089844Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ")
[2024-05-28T07:57:19.090183Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PCbIuFiJ", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.090252Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000152252001498709 seconds: # [0m
[32m[2024-05-28T07:57:19.090451Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.090544Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.090610Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptT8TzQ.sh :\n \"cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\" \n")
[2024-05-28T07:57:19.090876Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\n", json_cmd_token="GLBttcni", cmd="backend_type_string")
[2024-05-28T07:57:19.091132Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.091288Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.091642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wSNIQRPu", buffer_size=undef, pattern=[
    "cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.091713Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156252999659046 seconds: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.091912Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.092028Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.092170Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.092508Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="dDgSffaA", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.092567Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142713000968797 seconds: > [0m
[32m[2024-05-28T07:57:19.092763Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.093031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="HddwbWYp", text="runc state test2\nEOT_T8TzQ\n", cmd="backend_type_string")
[2024-05-28T07:57:19.093285Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.093440Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="> EOT_T8TzQ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.093797Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="fPKeIhkp", buffer_size=undef, pattern=[
    "> EOT_T8TzQ"
  ], regexp="> EOT_T8TzQ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.093869Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000153852999574156 seconds: > EOT_T8TzQ[0m
[32m[2024-05-28T07:57:19.094068Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_T8TzQ: ok[0m
[2024-05-28T07:57:19.094177Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.094315Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, expect_not_found=0, no_regex=0, regexp="T8TzQ-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.094639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="T8TzQ-0-", no_regex=0, record_output=undef, json_cmd_token="vKntMwNO", buffer_size=undef, pattern="T8TzQ-0-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.094829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266084000031697 seconds: T8TzQ-0-[0m
[32m[2024-05-28T07:57:19.095058Z] [debug] [pid:107057] >>> testapi::wait_serial: T8TzQ-0-: ok[0m
[2024-05-28T07:57:19.095170Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.095308Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="# ")
[2024-05-28T07:57:19.095633Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="bfBmTbhL", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.095701Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000151301999721909 seconds: # [0m
[32m[2024-05-28T07:57:19.095858Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.096108Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-\n", json_cmd_token="YtaLyLGr", cmd="backend_type_string")
[2024-05-28T07:57:19.096322Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.096458Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-")
[2024-05-28T07:57:19.096831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-"
  ], buffer_size=undef, json_cmd_token="lDIJiYFj")
[33m[2024-05-28T07:57:19.096904Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015922300008242 seconds: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.097066Z] [debug] [pid:107057] >>> testapi::wait_serial: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.097154Z] [debug] [pid:107057] tests/containers/docker_runc.pm:69 called testapi::validate_script_output
[2024-05-28T07:57:19.097274Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", record_output=1, expect_not_found=0, no_regex=0, quiet=1)
[2024-05-28T07:57:19.097595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", pattern="SCRIPT_FINISHEDT8TzQ-\\d+-", buffer_size=undef, json_cmd_token="FroWBmPW", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.104030Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00649235099990619 seconds: SCRIPT_FINISHEDT8TzQ-0-[0m
[32m[2024-05-28T07:57:19.104244Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDT8TzQ-\d+-: ok[0m
[2024-05-28T07:57:19.104445Z] [debug] [pid:107057] tests/containers/docker_runc.pm:70 called testapi::record_info
[2024-05-28T07:57:19.104544Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #8", output="Test: Resume a container", result="ok")
[2024-05-28T07:57:19.104744Z] [debug] [pid:107057] tests/containers/docker_runc.pm:71 called testapi::assert_script_run
[2024-05-28T07:57:19.104825Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc resume test2", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:19.104901Z] [debug] [pid:107057] tests/containers/docker_runc.pm:71 called testapi::assert_script_run
[2024-05-28T07:57:19.104994Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:19.105354Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mjwTwqvI", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.105439Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190253000255325 seconds: # [0m
[32m[2024-05-28T07:57:19.105678Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.105939Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YFlEzyGV", text="runc resume test2", cmd="backend_type_string")
[2024-05-28T07:57:19.106341Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NqmSo-\$?-", cmd="backend_type_string", json_cmd_token="eqQnZjYv")
[2024-05-28T07:57:19.106536Z] [debug] [pid:107057] tests/containers/docker_runc.pm:71 called testapi::assert_script_run
[2024-05-28T07:57:19.106644Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="runc resume test2; echo NqmSo-\$?-", timeout=90, buffer_size=145)
[2024-05-28T07:57:19.107001Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xCdFNvKc", buffer_size=145, pattern=[
    "runc resume test2; echo NqmSo-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="runc resume test2; echo NqmSo-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.107086Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189604001207044 seconds: runc resume test2; echo NqmSo-$?-[0m
[32m[2024-05-28T07:57:19.107318Z] [debug] [pid:107057] >>> testapi::wait_serial: runc resume test2; echo NqmSo-$?-: ok[0m
[2024-05-28T07:57:19.107571Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="fgyYXOhp", cmd="backend_type_string")
[2024-05-28T07:57:19.107776Z] [debug] [pid:107057] tests/containers/docker_runc.pm:71 called testapi::assert_script_run
[2024-05-28T07:57:19.107886Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/NqmSo-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:19.108255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:NqmSo-\\d+-)", buffer_size=undef, json_cmd_token="LzqtFMhO", record_output=undef, no_regex=0, regexp="(?^u:NqmSo-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.112109Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00394483700074488 seconds: NqmSo-0-[0m
[32m[2024-05-28T07:57:19.112418Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NqmSo-\d+-): ok[0m
[2024-05-28T07:57:19.112568Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.112694Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.113175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gxbWSJvi", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:57:19.113257Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186562998351292 seconds: # [0m
[32m[2024-05-28T07:57:19.113427Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.113504Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.113562Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptT8TzQ.sh :\n \"cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\" \n")
[2024-05-28T07:57:19.113848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TxAmUgtr", text="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:19.114045Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.114178Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", record_output=undef, no_regex=1, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.114556Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-"
  ], buffer_size=undef, json_cmd_token="WbauLGDy", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.114641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189452999620698 seconds: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.114808Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptT8TzQ.sh << 'EOT_T8TzQ'; echo T8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.114899Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.115021Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="> ")
[2024-05-28T07:57:19.115399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qGjlgpps", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:19.115468Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176342999111512 seconds: > [0m
[32m[2024-05-28T07:57:19.115638Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.115922Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="runc state test2\nEOT_T8TzQ\n", cmd="backend_type_string", json_cmd_token="cOotkHjp")
[2024-05-28T07:57:19.116129Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.116262Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_T8TzQ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.116646Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_T8TzQ", no_regex=1, record_output=undef, json_cmd_token="PHrlAISI", buffer_size=undef, pattern=[
    "> EOT_T8TzQ"
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.116733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190233000466833 seconds: > EOT_T8TzQ[0m
[32m[2024-05-28T07:57:19.116898Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_T8TzQ: ok[0m
[2024-05-28T07:57:19.116987Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.117109Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=1, regexp="T8TzQ-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.117481Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="T8TzQ-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="isbMbywH", buffer_size=undef, pattern="T8TzQ-0-")
[33m[2024-05-28T07:57:19.117571Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188792999324505 seconds: T8TzQ-0-[0m
[32m[2024-05-28T07:57:19.117735Z] [debug] [pid:107057] >>> testapi::wait_serial: T8TzQ-0-: ok[0m
[2024-05-28T07:57:19.117828Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.117951Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.118323Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="VhhaxNiS", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:19.118392Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000171192999914638 seconds: # [0m
[32m[2024-05-28T07:57:19.118553Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.118839Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-\n", cmd="backend_type_string", json_cmd_token="oTRaMBwj")
[2024-05-28T07:57:19.119032Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.119165Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-")
[2024-05-28T07:57:19.119545Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-", pattern=[
    "echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-\$?-"
  ], buffer_size=undef, json_cmd_token="YZJtEWKD", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:57:19.119633Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193424000826781 seconds: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-[0m
[32m[2024-05-28T07:57:19.119800Z] [debug] [pid:107057] >>> testapi::wait_serial: echo T8TzQ; bash -oe pipefail /tmp/scriptT8TzQ.sh ; echo SCRIPT_FINISHEDT8TzQ-$?-: ok[0m
[2024-05-28T07:57:19.119890Z] [debug] [pid:107057] tests/containers/docker_runc.pm:72 called testapi::validate_script_output
[2024-05-28T07:57:19.120030Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, expect_not_found=0, no_regex=0, quiet=1, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-")
[2024-05-28T07:57:19.120422Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDT8TzQ-\\d+-", no_regex=0, record_output=1, json_cmd_token="TKRXsUSv", buffer_size=undef, pattern="SCRIPT_FINISHEDT8TzQ-\\d+-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:57:19.125523Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00520088999837753 seconds: SCRIPT_FINISHEDT8TzQ-0-[0m
[32m[2024-05-28T07:57:19.125681Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDT8TzQ-\d+-: ok[0m
[2024-05-28T07:57:19.125875Z] [debug] [pid:107057] tests/containers/docker_runc.pm:73 called testapi::record_info
[2024-05-28T07:57:19.125967Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #9", output="Test: Stop a container", result="ok")
[2024-05-28T07:57:19.126128Z] [debug] [pid:107057] tests/containers/docker_runc.pm:74 called testapi::assert_script_run
[2024-05-28T07:57:19.126226Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc kill test2 KILL", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:19.126317Z] [debug] [pid:107057] tests/containers/docker_runc.pm:74 called testapi::assert_script_run
[2024-05-28T07:57:19.126434Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:57:19.126778Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="tmkPTLwJ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:19.126846Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000151681999341235 seconds: # [0m
[32m[2024-05-28T07:57:19.127076Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.127317Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ShFOBtyC", text="runc kill test2 KILL", cmd="backend_type_string")
[2024-05-28T07:57:19.127635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo xrQ_i-\$?-", json_cmd_token="zFWlWcTS")
[2024-05-28T07:57:19.127795Z] [debug] [pid:107057] tests/containers/docker_runc.pm:74 called testapi::assert_script_run
[2024-05-28T07:57:19.127905Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="runc kill test2 KILL; echo xrQ_i-\$?-", buffer_size=148, timeout=90)
[2024-05-28T07:57:19.128223Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lAYexjhA", buffer_size=148, pattern=[
    "runc kill test2 KILL; echo xrQ_i-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="runc kill test2 KILL; echo xrQ_i-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.128296Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156121999680181 seconds: runc kill test2 KILL; echo xrQ_i-$?-[0m
[32m[2024-05-28T07:57:19.128523Z] [debug] [pid:107057] >>> testapi::wait_serial: runc kill test2 KILL; echo xrQ_i-$?-: ok[0m
[2024-05-28T07:57:19.128789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ViHNsoab")
[2024-05-28T07:57:19.128971Z] [debug] [pid:107057] tests/containers/docker_runc.pm:74 called testapi::assert_script_run
[2024-05-28T07:57:19.129083Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/xrQ_i-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:19.129429Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:xrQ_i-\\d+-)", buffer_size=undef, json_cmd_token="yIRtqYji", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:xrQ_i-\\d+-)")
[33m[2024-05-28T07:57:19.133630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00428948300032062 seconds: xrQ_i-0-[0m
[32m[2024-05-28T07:57:19.133912Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:xrQ_i-\d+-): ok[0m
[2024-05-28T07:57:19.134084Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.134214Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T07:57:19.134594Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="DzpvHtgQ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:19.134677Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018342300063523 seconds: # [0m
[32m[2024-05-28T07:57:19.134843Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.134927Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.134985Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptnGPUB.sh :\n \"cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-\$?-\" \n")
[2024-05-28T07:57:19.135270Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-\$?-\n", json_cmd_token="rcYBhyZA")
[2024-05-28T07:57:19.135471Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.135606Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-\$?-", record_output=undef, quiet=1, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.135984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="dmEuemWb", buffer_size=undef, pattern=[
    "cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-\$?-"
  ])
[33m[2024-05-28T07:57:19.136082Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199664000319899 seconds: cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-$?-[0m
[32m[2024-05-28T07:57:19.136253Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptnGPUB.sh << 'EOT_nGPUB'; echo nGPUB-$?-: ok[0m
[2024-05-28T07:57:19.136350Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.136472Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.136868Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="lUZsExWx", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:19.136938Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177493000592222 seconds: > [0m
[32m[2024-05-28T07:57:19.137117Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:19.137418Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gttsFAVP", text="timeout --foreground --kill-after 5s 90s runc state test2\nEOT_nGPUB\n", cmd="backend_type_string")
[2024-05-28T07:57:19.137638Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.137774Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> EOT_nGPUB")
[2024-05-28T07:57:19.138161Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_nGPUB"
  ], buffer_size=undef, json_cmd_token="RhvAKvol", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_nGPUB")
[33m[2024-05-28T07:57:19.138244Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186372999451123 seconds: > EOT_nGPUB[0m
[32m[2024-05-28T07:57:19.138416Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_nGPUB: ok[0m
[2024-05-28T07:57:19.138515Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.138640Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="nGPUB-0-", quiet=1, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.139019Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZeTCQFBM", buffer_size=undef, pattern="nGPUB-0-", quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="nGPUB-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:19.139211Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285445001281914 seconds: nGPUB-0-[0m
[32m[2024-05-28T07:57:19.139383Z] [debug] [pid:107057] >>> testapi::wait_serial: nGPUB-0-: ok[0m
[2024-05-28T07:57:19.139483Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.139607Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.139988Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qheqNHPX")
[33m[2024-05-28T07:57:19.140082Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195583999811788 seconds: # [0m
[32m[2024-05-28T07:57:19.140262Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.140565Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-\$?-\n", json_cmd_token="ClCbgSAs")
[2024-05-28T07:57:19.140775Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.140914Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:19.141312Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-\$?-"
  ], buffer_size=undef, json_cmd_token="gmKWWUFI")
[33m[2024-05-28T07:57:19.141408Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203352999960771 seconds: echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-$?-[0m
[32m[2024-05-28T07:57:19.141587Z] [debug] [pid:107057] >>> testapi::wait_serial: echo nGPUB; bash -oe pipefail /tmp/scriptnGPUB.sh ; echo SCRIPT_FINISHEDnGPUB-$?-: ok[0m
[2024-05-28T07:57:19.141689Z] [debug] [pid:107057] tests/containers/docker_runc.pm:75 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T07:57:19.141817Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=98, regexp="SCRIPT_FINISHEDnGPUB-\\d+-", record_output=1, expect_not_found=0, no_regex=0, quiet=1)
[2024-05-28T07:57:19.142203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDnGPUB-\\d+-", buffer_size=undef, json_cmd_token="WYUseORO", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDnGPUB-\\d+-", timeout=98, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.149113Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.00700023000172223 seconds: SCRIPT_FINISHEDnGPUB-0-[0m
[32m[2024-05-28T07:57:19.149318Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDnGPUB-\d+-: ok[0m
[2024-05-28T07:57:19.149542Z] [debug] [pid:107057] tests/containers/docker_runc.pm:76 called testapi::record_info
[2024-05-28T07:57:19.149639Z] [debug] [pid:107057] <<< testapi::record_info(title="Test #10", output="Test: Delete a container", result="ok")
[2024-05-28T07:57:19.149803Z] [debug] [pid:107057] tests/containers/docker_runc.pm:77 called testapi::assert_script_run
[2024-05-28T07:57:19.149906Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="runc delete test2", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:19.150Z] [debug] [pid:107057] tests/containers/docker_runc.pm:77 called testapi::assert_script_run
[2024-05-28T07:57:19.150121Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:19.150528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IPdpeRgM", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:19.150612Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189092999789864 seconds: # [0m
[32m[2024-05-28T07:57:19.150903Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.151217Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="runc delete test2", json_cmd_token="pVweydac")
[2024-05-28T07:57:19.151633Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo XFFZW-\$?-", json_cmd_token="golDgBoJ")
[2024-05-28T07:57:19.151840Z] [debug] [pid:107057] tests/containers/docker_runc.pm:77 called testapi::assert_script_run
[2024-05-28T07:57:19.151982Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="runc delete test2; echo XFFZW-\$?-", timeout=90, buffer_size=145)
[2024-05-28T07:57:19.152390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "runc delete test2; echo XFFZW-\$?-"
  ], buffer_size=145, json_cmd_token="WDSolTda", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="runc delete test2; echo XFFZW-\$?-")
[33m[2024-05-28T07:57:19.152479Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193743000636459 seconds: runc delete test2; echo XFFZW-$?-[0m
[32m[2024-05-28T07:57:19.152771Z] [debug] [pid:107057] >>> testapi::wait_serial: runc delete test2; echo XFFZW-$?-: ok[0m
[2024-05-28T07:57:19.153079Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="oyPiNxsI")
[2024-05-28T07:57:19.153297Z] [debug] [pid:107057] tests/containers/docker_runc.pm:77 called testapi::assert_script_run
[2024-05-28T07:57:19.153437Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/XFFZW-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:57:19.153825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:XFFZW-\\d+-)", pattern="(?^u:XFFZW-\\d+-)", buffer_size=undef, json_cmd_token="LDaaNezx", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.157907Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00406785999985004 seconds: XFFZW-0-[0m
[32m[2024-05-28T07:57:19.158706Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XFFZW-\d+-): ok[0m
[2024-05-28T07:57:19.158908Z] [debug] [pid:107057] tests/containers/docker_runc.pm:78 called testapi::assert_script_run
[2024-05-28T07:57:19.159027Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! runc state test2", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:19.159140Z] [debug] [pid:107057] tests/containers/docker_runc.pm:78 called testapi::assert_script_run
[2024-05-28T07:57:19.159272Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.160198Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OTgCtbYr", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:19.160312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309274999381159 seconds: # [0m
[32m[2024-05-28T07:57:19.160706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.161105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UyaceezJ", text="! runc state test2", cmd="backend_type_string")
[2024-05-28T07:57:19.161645Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo HhLSL-\$?-", cmd="backend_type_string", json_cmd_token="IRWeIbvE")
[2024-05-28T07:57:19.161953Z] [debug] [pid:107057] tests/containers/docker_runc.pm:78 called testapi::assert_script_run
[2024-05-28T07:57:19.162113Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! runc state test2; echo HhLSL-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=146, timeout=90)
[2024-05-28T07:57:19.162588Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "! runc state test2; echo HhLSL-\$?-"
  ], buffer_size=146, json_cmd_token="AgXKFeKh", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="! runc state test2; echo HhLSL-\$?-")
[33m[2024-05-28T07:57:19.162681Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211594000575133 seconds: ! runc state test2; echo HhLSL-$?-[0m
[32m[2024-05-28T07:57:19.163065Z] [debug] [pid:107057] >>> testapi::wait_serial: ! runc state test2; echo HhLSL-$?-: ok[0m
[2024-05-28T07:57:19.163371Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="flFkWuYH")
[2024-05-28T07:57:19.163557Z] [debug] [pid:107057] tests/containers/docker_runc.pm:78 called testapi::assert_script_run
[2024-05-28T07:57:19.163682Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/HhLSL-\d+-/u)
[2024-05-28T07:57:19.164007Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:HhLSL-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="PpctQVxC", buffer_size=undef, pattern="(?^u:HhLSL-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:19.167344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00342113899932883 seconds: HhLSL-0-[0m
[32m[2024-05-28T07:57:19.167598Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:HhLSL-\d+-): ok[0m
[2024-05-28T07:57:19.167713Z] [debug] [pid:107057] tests/containers/docker_runc.pm:89 called docker_runc::cleanup -> tests/containers/docker_runc.pm:84 called testapi::script_run
[2024-05-28T07:57:19.167808Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rm -rf rootfs config.json config_json.template", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:57:19.167891Z] [debug] [pid:107057] tests/containers/docker_runc.pm:89 called docker_runc::cleanup -> tests/containers/docker_runc.pm:84 called testapi::script_run
[2024-05-28T07:57:19.167989Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:19.168316Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="cqAgveiq", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:19.168390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164903000040795 seconds: # [0m
[32m[2024-05-28T07:57:19.168651Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.168909Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -rf rootfs config.json config_json.template", json_cmd_token="KADbeXrH", cmd="backend_type_string")
[2024-05-28T07:57:19.169215Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 83ik1-\$?-", json_cmd_token="WxNnZjYv")
[2024-05-28T07:57:19.169375Z] [debug] [pid:107057] tests/containers/docker_runc.pm:89 called docker_runc::cleanup -> tests/containers/docker_runc.pm:84 called testapi::script_run
[2024-05-28T07:57:19.169490Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=174, timeout=90, regexp="rm -rf rootfs config.json config_json.template; echo 83ik1-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:19.169800Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -rf rootfs config.json config_json.template; echo 83ik1-\$?-", pattern=[
    "rm -rf rootfs config.json config_json.template; echo 83ik1-\$?-"
  ], buffer_size=174, json_cmd_token="lKMbkxIF", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:19.169873Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168853001014213 seconds: rm -rf rootfs config.json config_json.template; echo 83ik1-$?-[0m
[32m[2024-05-28T07:57:19.170094Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf rootfs config.json config_json.template; echo 83ik1-$?-: ok[0m
[2024-05-28T07:57:19.170313Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rCvQaryN", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:19.170483Z] [debug] [pid:107057] tests/containers/docker_runc.pm:89 called docker_runc::cleanup -> tests/containers/docker_runc.pm:84 called testapi::script_run
[2024-05-28T07:57:19.170596Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/83ik1-\d+-/u)
[2024-05-28T07:57:19.170900Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:83ik1-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:83ik1-\\d+-)", buffer_size=undef, json_cmd_token="daWQDLMA")
[33m[2024-05-28T07:57:19.401956Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.231063248000282 seconds: 83ik1-0-[0m
[32m[2024-05-28T07:57:19.402534Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:83ik1-\d+-): ok[0m
[1;34m[2024-05-28T07:57:19.402946Z] [debug] [pid:107057] ||| finished docker_runc containers (runtime: 5 s)[0m
[1;34m[2024-05-28T07:57:19.403982Z] [debug] [pid:107057] ||| starting registry tests/containers/registry.pm[0m
[2024-05-28T07:57:19.404584Z] [debug] [pid:107057] tests/containers/registry.pm:63 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:57:19.404669Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:57:19.405322Z] [debug] [pid:107057] tests/containers/registry.pm:79 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:19.405450Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n se -v distribution-registry | cat; ( exit \${PIPESTATUS[0]} )", quiet=undef, output="", timeout=700, die_on_timeout=1)
[2024-05-28T07:57:19.405557Z] [debug] [pid:107057] tests/containers/registry.pm:79 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:19.405684Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:19.406189Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="bdFICOpv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:19.406302Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260473998423549 seconds: # [0m
[32m[2024-05-28T07:57:19.406605Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:19.406989Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="zypper -n se -v distribution-registry | cat; ( exit \${PIPESTATUS[0]} )", json_cmd_token="JnFxVCgk", cmd="backend_type_string")
[2024-05-28T07:57:19.407456Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Vy8xZ-\$?-", json_cmd_token="YzHFqeig", cmd="backend_type_string")
[2024-05-28T07:57:19.407672Z] [debug] [pid:107057] tests/containers/registry.pm:79 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:19.407821Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="zypper -n se -v distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo Vy8xZ-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=198)
[2024-05-28T07:57:19.408277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "zypper -n se -v distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo Vy8xZ-\$?-"
  ], buffer_size=198, json_cmd_token="xdPZHInC", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="zypper -n se -v distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo Vy8xZ-\$?-")
[33m[2024-05-28T07:57:19.408390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243873999352218 seconds: zypper -n se -v distribution-registry | cat; ( exit ${PIPESTATUS[0]} ); echo Vy8xZ-$?-[0m
[32m[2024-05-28T07:57:19.408687Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n se -v distribution-registry | cat; ( exit ${PIPESTATUS[0]} ); echo Vy8xZ-$?-: ok[0m
[2024-05-28T07:57:19.409079Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="iLRBbRjH")
[2024-05-28T07:57:19.409301Z] [debug] [pid:107057] tests/containers/registry.pm:79 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:19.409445Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Vy8xZ-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=700)
[2024-05-28T07:57:19.409811Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Vy8xZ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=700, expect_not_found=0, quiet=undef, json_cmd_token="YDxjIEOt", buffer_size=undef, pattern="(?^u:Vy8xZ-\\d+-)")
[33m[2024-05-28T07:57:20.407073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 0.997257979001006 seconds: Vy8xZ-0-[0m
[32m[2024-05-28T07:57:20.407823Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Vy8xZ-\d+-): ok[0m
[2024-05-28T07:57:20.408049Z] [debug] [pid:107057] tests/containers/registry.pm:80 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:20.408187Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in distribution-registry | cat; ( exit \${PIPESTATUS[0]} )", timeout=700, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:57:20.408300Z] [debug] [pid:107057] tests/containers/registry.pm:80 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:20.408428Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:57:20.409094Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="ggwzCfwW", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:20.409203Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285915000858949 seconds: # [0m
[32m[2024-05-28T07:57:20.409583Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:20.410029Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="zypper -n in distribution-registry | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string", json_cmd_token="SbCiUKJh")
[2024-05-28T07:57:20.410701Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo lZOlv-\$?-", json_cmd_token="qtnAEbbU")
[2024-05-28T07:57:20.411030Z] [debug] [pid:107057] tests/containers/registry.pm:80 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:20.411190Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="zypper -n in distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo lZOlv-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=195)
[2024-05-28T07:57:20.411749Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "zypper -n in distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo lZOlv-\$?-"
  ], buffer_size=195, json_cmd_token="ekJDCKyc", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="zypper -n in distribution-registry | cat; ( exit \${PIPESTATUS[0]} ); echo lZOlv-\$?-")
[33m[2024-05-28T07:57:20.411858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240294000832364 seconds: zypper -n in distribution-registry | cat; ( exit ${PIPESTATUS[0]} ); echo lZOlv-$?-[0m
[32m[2024-05-28T07:57:20.412204Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in distribution-registry | cat; ( exit ${PIPESTATUS[0]} ); echo lZOlv-$?-: ok[0m
[2024-05-28T07:57:20.412616Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iYQxRpyt")
[2024-05-28T07:57:20.412902Z] [debug] [pid:107057] tests/containers/registry.pm:80 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:20.413023Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/lZOlv-\d+-/u, buffer_size=undef, timeout=700)
[2024-05-28T07:57:20.413473Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="MYXFJjfb", buffer_size=undef, pattern="(?^u:lZOlv-\\d+-)", regexp="(?^u:lZOlv-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=700)
[33m[2024-05-28T07:57:22.819848Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 53 loops & 2.40638886600027 seconds: lZOlv-0-[0m
[32m[2024-05-28T07:57:22.820711Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:lZOlv-\d+-): ok[0m
[2024-05-28T07:57:22.820947Z] [debug] [pid:107057] tests/containers/registry.pm:81 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:22.821066Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager --now enable registry", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:22.821178Z] [debug] [pid:107057] tests/containers/registry.pm:81 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:22.821303Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:57:22.821983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YfCvSSnu")
[33m[2024-05-28T07:57:22.822102Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000292955000986694 seconds: # [0m
[32m[2024-05-28T07:57:22.822504Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:22.822955Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cZmVeJeV", text="systemctl --no-pager --now enable registry", cmd="backend_type_string")
[2024-05-28T07:57:22.823572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo d5N_j-\$?-", json_cmd_token="XaosnvnZ", cmd="backend_type_string")
[2024-05-28T07:57:22.823900Z] [debug] [pid:107057] tests/containers/registry.pm:81 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:22.824070Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager --now enable registry; echo d5N_j-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=170)
[2024-05-28T07:57:22.824599Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager --now enable registry; echo d5N_j-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager --now enable registry; echo d5N_j-\$?-"
  ], buffer_size=170, json_cmd_token="YWoUjuxG")
[33m[2024-05-28T07:57:22.824710Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024338399998669 seconds: systemctl --no-pager --now enable registry; echo d5N_j-$?-[0m
[32m[2024-05-28T07:57:22.825111Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager --now enable registry; echo d5N_j-$?-: ok[0m
[2024-05-28T07:57:22.825535Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="TMzwnanb")
[2024-05-28T07:57:22.825839Z] [debug] [pid:107057] tests/containers/registry.pm:81 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:22.826007Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/d5N_j-\d+-/u)
[2024-05-28T07:57:22.826471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:d5N_j-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="WecHmobW", buffer_size=undef, pattern="(?^u:d5N_j-\\d+-)")
[33m[2024-05-28T07:57:23.269226Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.442838679999113 seconds: d5N_j-0-[0m
[32m[2024-05-28T07:57:23.269732Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:d5N_j-\d+-): ok[0m
[2024-05-28T07:57:23.269888Z] [debug] [pid:107057] tests/containers/registry.pm:82 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.269999Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status registry", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:23.270106Z] [debug] [pid:107057] tests/containers/registry.pm:82 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.270229Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.270766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="cfjiQuSX", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.270863Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243534001128864 seconds: # [0m
[32m[2024-05-28T07:57:23.271197Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.271555Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AwIiQprL", text="systemctl --no-pager status registry", cmd="backend_type_string")
[2024-05-28T07:57:23.272117Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lpBHQBCu", text="; echo KgrkF-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:23.272365Z] [debug] [pid:107057] tests/containers/registry.pm:82 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.272504Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="systemctl --no-pager status registry; echo KgrkF-\$?-", buffer_size=164, timeout=90)
[2024-05-28T07:57:23.272961Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager status registry; echo KgrkF-\$?-", record_output=undef, no_regex=1, json_cmd_token="aASJMubM", buffer_size=164, pattern=[
    "systemctl --no-pager status registry; echo KgrkF-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.273052Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203663999855053 seconds: systemctl --no-pager status registry; echo KgrkF-$?-[0m
[32m[2024-05-28T07:57:23.273387Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status registry; echo KgrkF-$?-: ok[0m
[2024-05-28T07:57:23.273746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ekxpWfDf", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:23.274001Z] [debug] [pid:107057] tests/containers/registry.pm:82 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.274138Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/KgrkF-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:57:23.274532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:KgrkF-\\d+-)", pattern="(?^u:KgrkF-\\d+-)", buffer_size=undef, json_cmd_token="pSspIQRQ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.285801Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 33 loops & 0.0113478349994693 seconds: KgrkF-0-[0m
[32m[2024-05-28T07:57:23.286163Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:KgrkF-\d+-): ok[0m
[2024-05-28T07:57:23.286294Z] [debug] [pid:107057] tests/containers/registry.pm:84 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:23.286406Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 curl http://127.0.0.1:5000/v2/_catalog", die_on_timeout=1, timeout=33, output="", quiet=undef)
[2024-05-28T07:57:23.286493Z] [debug] [pid:107057] tests/containers/registry.pm:84 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:23.286595Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.286975Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lIVSwSiE", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:23.287061Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185683000381687 seconds: # [0m
[32m[2024-05-28T07:57:23.287308Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.287598Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  30 curl http://127.0.0.1:5000/v2/_catalog", json_cmd_token="vvfcXqkv")
[2024-05-28T07:57:23.287982Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo LaBSG-\$?-", cmd="backend_type_string", json_cmd_token="LcwMGwSp")
[2024-05-28T07:57:23.288174Z] [debug] [pid:107057] tests/containers/registry.pm:84 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:23.288293Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="timeout  30 curl http://127.0.0.1:5000/v2/_catalog; echo LaBSG-\$?-", buffer_size=178, timeout=90)
[2024-05-28T07:57:23.288619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "timeout  30 curl http://127.0.0.1:5000/v2/_catalog; echo LaBSG-\$?-"
  ], buffer_size=178, json_cmd_token="NwdDQqhj", no_regex=1, record_output=undef, regexp="timeout  30 curl http://127.0.0.1:5000/v2/_catalog; echo LaBSG-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.288703Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178393000169308 seconds: timeout  30 curl http://127.0.0.1:5000/v2/_catalog; echo LaBSG-$?-[0m
[32m[2024-05-28T07:57:23.288929Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  30 curl http://127.0.0.1:5000/v2/_catalog; echo LaBSG-$?-: ok[0m
[2024-05-28T07:57:23.289162Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="KZoKiFjB", cmd="backend_type_string")
[2024-05-28T07:57:23.289331Z] [debug] [pid:107057] tests/containers/registry.pm:84 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:57:23.289444Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, regexp=qr/LaBSG-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:23.289740Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=33, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:LaBSG-\\d+-)", pattern="(?^u:LaBSG-\\d+-)", buffer_size=undef, json_cmd_token="QYXmJTlq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.296516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0068427280002652 seconds: LaBSG-0-[0m
[32m[2024-05-28T07:57:23.296800Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LaBSG-\d+-): ok[0m
[2024-05-28T07:57:23.296908Z] [debug] [pid:107057] tests/containers/registry.pm:85 called testapi::assert_script_run
[2024-05-28T07:57:23.296990Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:23.297066Z] [debug] [pid:107057] tests/containers/registry.pm:85 called testapi::assert_script_run
[2024-05-28T07:57:23.297161Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.297465Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ObmJYukk", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.297537Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159372999405605 seconds: # [0m
[32m[2024-05-28T07:57:23.297800Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.298026Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories", cmd="backend_type_string", json_cmd_token="ODeoerrg")
[2024-05-28T07:57:23.298324Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TDWmTvkd", text="; echo V9Iz9-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:23.298478Z] [debug] [pid:107057] tests/containers/registry.pm:85 called testapi::assert_script_run
[2024-05-28T07:57:23.298593Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=189, timeout=90, regexp="curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories; echo V9Iz9-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:23.298890Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories; echo V9Iz9-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FfxISCWE", buffer_size=189, pattern=[
    "curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories; echo V9Iz9-\$?-"
  ])
[33m[2024-05-28T07:57:23.298965Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161511999976938 seconds: curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories; echo V9Iz9-$?-[0m
[32m[2024-05-28T07:57:23.299180Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -s http://127.0.0.1:5000/v2/_catalog | grep repositories; echo V9Iz9-$?-: ok[0m
[2024-05-28T07:57:23.299396Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="aAgNfrOr")
[2024-05-28T07:57:23.299556Z] [debug] [pid:107057] tests/containers/registry.pm:85 called testapi::assert_script_run
[2024-05-28T07:57:23.299667Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/V9Iz9-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:23.299950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:V9Iz9-\\d+-)", buffer_size=undef, json_cmd_token="mEzRtBUc", record_output=undef, no_regex=0, regexp="(?^u:V9Iz9-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.306564Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00667730500026664 seconds: V9Iz9-0-[0m
[32m[2024-05-28T07:57:23.306869Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:V9Iz9-\d+-): ok[0m
[2024-05-28T07:57:23.307062Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.307194Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.307523Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="iowGVudz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.307594Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156343001435744 seconds: # [0m
[32m[2024-05-28T07:57:23.307850Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.307929Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.307979Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:57:23.308210Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="bIcYVJWz")
[2024-05-28T07:57:23.308379Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.308489Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.308784Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YnwODoZP", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:23.308860Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161972999194404 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:57:23.309078Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:57:23.309167Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.309269Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> ")
[2024-05-28T07:57:23.309561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="SYZNBVAT", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.309619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000145501999213593 seconds: > [0m
[32m[2024-05-28T07:57:23.309840Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:23.310066Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string", json_cmd_token="pGaycRFc")
[2024-05-28T07:57:23.310234Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.310343Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> EOT_n1~0x")
[2024-05-28T07:57:23.310638Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="WyTvaADn", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_n1~0x")
[33m[2024-05-28T07:57:23.310710Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015786299991305 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:57:23.310920Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:57:23.311007Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.311111Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="n1~0x-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:23.311395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="BxBlmyQe", buffer_size=undef, pattern="n1~0x-0-", regexp="n1~0x-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.311614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000295134999760194 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:57:23.311826Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:57:23.311919Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.312026Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:57:23.312320Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="URafRmxj")
[33m[2024-05-28T07:57:23.312390Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155453000843409 seconds: # [0m
[32m[2024-05-28T07:57:23.312605Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.312832Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tnhfEmxK", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:23.313Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.313121Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.313416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="tVKciwZm", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[33m[2024-05-28T07:57:23.313489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159962999532581 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:57:23.313706Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:57:23.313797Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:23.313901Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.314189Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="zEodyPdA", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-")
[33m[2024-05-28T07:57:23.316666Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00254431299981661 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:57:23.316933Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c5c23e0)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(registry=HASH(0x55966c006b98), "docker") called at opensuse/tests/containers/registry.pm line 88
	registry::run(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c5c23e0)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(registry=HASH(0x55966c006b98), "docker") called at opensuse/tests/containers/registry.pm line 88
	registry::run(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:57:23.317686Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:23.317782Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:57:23.317877Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:23.317977Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.318270Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="amvcdNuA", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.318340Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155052000991418 seconds: # [0m
[32m[2024-05-28T07:57:23.318566Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.318786Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="idfGMOeW", cmd="backend_type_string")
[2024-05-28T07:57:23.319086Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UoBgcYLh", text="; echo 3Bn3R-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:23.319253Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:23.319372Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, buffer_size=140)
[2024-05-28T07:57:23.319665Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="SiGzaDsP", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.319736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015851200078032 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:57:23.319950Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:57:23.320177Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="PrqIdaNC")
[2024-05-28T07:57:23.320354Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:23.320465Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/3Bn3R-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:23.320754Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="wSFQcgPM")
[33m[2024-05-28T07:57:23.321427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000747623000279418 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:57:23.321646Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:57:23.321746Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:23.321828Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:23.321915Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:23.322013Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:23.322301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FLQcPZXI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.322371Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154282999574207 seconds: # [0m
[32m[2024-05-28T07:57:23.322582Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.322803Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="olEUXrix", cmd="backend_type_string")
[2024-05-28T07:57:23.323092Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", json_cmd_token="OBFPVgqF", cmd="backend_type_string")
[2024-05-28T07:57:23.323263Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:23.323375Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=173, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-")
[2024-05-28T07:57:23.323667Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="HzuTjCVP", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-")
[33m[2024-05-28T07:57:23.323740Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001601820003998 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:57:23.323953Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:57:23.324179Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="YayLwHIx", cmd="backend_type_string")
[2024-05-28T07:57:23.324357Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:23.324468Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/p9uJo-\d+-/u)
[2024-05-28T07:57:23.324754Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:p9uJo-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="bBuIDLyb", buffer_size=undef, pattern="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T07:57:23.325546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000866315000166651 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:57:23.325765Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:57:23.325865Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:23.325948Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:23.326035Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:23.326131Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:57:23.326420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZEKwJdIR", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:23.326498Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161283000124968 seconds: # [0m
[32m[2024-05-28T07:57:23.326708Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.326927Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="sQZZNCWL")
[2024-05-28T07:57:23.327213Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cQEK7-\$?-", cmd="backend_type_string", json_cmd_token="BNrBkGwe")
[2024-05-28T07:57:23.327374Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:23.327488Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=223, timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:23.327785Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", no_regex=1, record_output=undef, json_cmd_token="iPhvgAwm", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.327859Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164361999850371 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:57:23.328087Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:57:23.328311Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SFPWJxKE")
[2024-05-28T07:57:23.328487Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:23.328598Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/cQEK7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.328893Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:cQEK7-\\d+-)", buffer_size=undef, json_cmd_token="lKoLyIaB", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:cQEK7-\\d+-)")
[33m[2024-05-28T07:57:23.328974Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160142999447999 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:57:23.329198Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:57:23.329306Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.329387Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:23.329485Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.329582Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.329869Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="XEyyMdQL", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.329926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000141552000059164 seconds: # [0m
[32m[2024-05-28T07:57:23.330135Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.330352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager enable docker", cmd="backend_type_string", json_cmd_token="qwuYDNNg")
[2024-05-28T07:57:23.330642Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9wqGK-\$?-", json_cmd_token="TWvKuibO")
[2024-05-28T07:57:23.330806Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.330918Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:23.331203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="OhwmnNpj", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ])
[33m[2024-05-28T07:57:23.331274Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154703000589507 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:57:23.331486Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:57:23.331699Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="wHcgdKPB", cmd="backend_type_string")
[2024-05-28T07:57:23.331871Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.331983Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/9wqGK-\d+-/u)
[2024-05-28T07:57:23.332285Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:9wqGK-\\d+-)", pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="FwvJsbjX", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.667350Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.335084543999983 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:57:23.667849Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:57:23.668021Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.668136Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:23.668255Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.668376Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:23.668951Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yZGYSMuq")
[33m[2024-05-28T07:57:23.669059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025180499869748 seconds: # [0m
[32m[2024-05-28T07:57:23.669452Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.669899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-enabled docker", json_cmd_token="DABvYHDp", cmd="backend_type_string")
[2024-05-28T07:57:23.670472Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", json_cmd_token="oiWJpQAT", cmd="backend_type_string")
[2024-05-28T07:57:23.670793Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.670937Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=166, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[2024-05-28T07:57:23.671479Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="jGxFSPtb", buffer_size=166, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.671588Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245494000409963 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:57:23.671987Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:57:23.672377Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KhmULyav")
[2024-05-28T07:57:23.672643Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.672812Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gSlMc-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.673257Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:gSlMc-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="jEAHPdLc", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.678590Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00543322400153556 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:57:23.678882Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:57:23.678998Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.679082Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", fail_message="", quiet=undef, timeout=180)
[2024-05-28T07:57:23.679174Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.679270Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.679606Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GrOOntdt", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.679683Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168432999998913 seconds: # [0m
[32m[2024-05-28T07:57:23.679923Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.680185Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", cmd="backend_type_string", json_cmd_token="TlvahUkC")
[2024-05-28T07:57:23.680539Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ukt~P-\$?-", json_cmd_token="flWGKjbh")
[2024-05-28T07:57:23.680737Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.680849Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:23.681171Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, json_cmd_token="LbSIpaKf", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.681249Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169393000760465 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:57:23.681491Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:57:23.681734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="OjhzXWVB")
[2024-05-28T07:57:23.681936Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.682046Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=180, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/Ukt~P-\d+-/u)
[2024-05-28T07:57:23.682358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=180, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:Ukt~P-\\d+-)", pattern="(?^u:Ukt~P-\\d+-)", buffer_size=undef, json_cmd_token="CIPLqhsh", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.692348Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0100573140007327 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:57:23.692622Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:57:23.692754Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.692852Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:23.692961Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.693076Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.693452Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="troUTTJL")
[33m[2024-05-28T07:57:23.693579Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210663998586824 seconds: # [0m
[32m[2024-05-28T07:57:23.693938Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.694303Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", json_cmd_token="bzKcpzhV", cmd="backend_type_string")
[2024-05-28T07:57:23.694768Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nTLfKLar", text="; echo 0ysj5-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:23.695043Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.695252Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=165, timeout=90, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:23.695760Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="xMTLdWix", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.695870Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309675000607967 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:57:23.696168Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:57:23.696492Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="qqFBkXOj")
[2024-05-28T07:57:23.696751Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.696885Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/0ysj5-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:57:23.697195Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="yeBFnByQ", no_regex=0, record_output=undef, regexp="(?^u:0ysj5-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.702238Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00511890800044057 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:57:23.702489Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:57:23.702599Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.702679Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", fail_message="", quiet=undef, timeout=120)
[2024-05-28T07:57:23.702770Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.702865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:23.703182Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="KQRaoDzA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.703256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159903000167105 seconds: # [0m
[32m[2024-05-28T07:57:23.703491Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.703735Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager status docker", json_cmd_token="rhnKanfF", cmd="backend_type_string")
[2024-05-28T07:57:23.704092Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wkZtXvQE", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:23.704289Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.704397Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=162)
[2024-05-28T07:57:23.704711Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="vPqHELOH", no_regex=1, record_output=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.704788Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167101999977604 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:57:23.705017Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:57:23.705254Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wveoJYBF", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:23.705454Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.705564Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0aWkO-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=120, buffer_size=undef)
[2024-05-28T07:57:23.705874Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="DdHSbvlu", record_output=undef, no_regex=0, regexp="(?^u:0aWkO-\\d+-)", timeout=120, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:23.715330Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 53 loops & 0.0095169039996108 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:57:23.715740Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:57:23.715916Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.716060Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.716467Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="VIQovwsO", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:23.716561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208272998861503 seconds: # [0m
[32m[2024-05-28T07:57:23.716838Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.716942Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.717004Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:57:23.717299Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="jVuYpQfk")
[2024-05-28T07:57:23.717514Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.717648Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.718022Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="SzXHUXsM")
[33m[2024-05-28T07:57:23.718114Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204123000003165 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:57:23.718383Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:57:23.718491Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.718616Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T07:57:23.718979Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="drSGCloK")
[33m[2024-05-28T07:57:23.719052Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182023000888876 seconds: > [0m
[32m[2024-05-28T07:57:23.719311Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:23.719588Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="prFysdcM", text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string")
[2024-05-28T07:57:23.719795Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.719923Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_XA0Gw", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.720291Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="SyDRPizc", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], regexp="> EOT_XA0Gw", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:23.720393Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020668300021498 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:57:23.720659Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:57:23.720768Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.720896Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="XA0Gw-0-")
[2024-05-28T07:57:23.721251Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="XA0Gw-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CtXVphvq", buffer_size=undef, pattern="XA0Gw-0-")
[33m[2024-05-28T07:57:23.721351Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199214000531356 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:57:23.721613Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:57:23.721727Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.721851Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.722162Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="gMqBOcYw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:23.722235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016151300042111 seconds: # [0m
[32m[2024-05-28T07:57:23.722460Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.722705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="tawQXwen")
[2024-05-28T07:57:23.722888Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.722996Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:23.723308Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="BbgEWZys")
[33m[2024-05-28T07:57:23.723384Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165752999237156 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:57:23.723636Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:57:23.723728Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:23.723831Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.724153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="fNAPaCcm")
[33m[2024-05-28T07:57:23.766142Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0420521040014137 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:57:23.766544Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:57:23.766764Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:57:23.766926Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 1\n  Running: 0\n  Paused: 0\n  Stopped: 1\n Images: 1\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: oci runc io.containerd.runc.v2\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 26\n  Goroutines: 52\n  System Time: 2024-05-28T03:57:23.754470963-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:57:23.767165Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.767299Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:57:23.767771Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aMCfPlMI", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:57:23.767871Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222973001655191 seconds: # [0m
[32m[2024-05-28T07:57:23.768183Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.768268Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.768317Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T07:57:23.768647Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", json_cmd_token="UVDLuMfq", cmd="backend_type_string")
[2024-05-28T07:57:23.768916Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.769025Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:23.769427Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="raWofytY", buffer_size=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ])
[33m[2024-05-28T07:57:23.769504Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175952998688444 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T07:57:23.769804Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T07:57:23.769903Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.770004Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> ")
[2024-05-28T07:57:23.770399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="RZvqfLck")
[33m[2024-05-28T07:57:23.770460Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000156592999701388 seconds: > [0m
[32m[2024-05-28T07:57:23.770760Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:23.771086Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NpleKlIu", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string")
[2024-05-28T07:57:23.771338Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.771444Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Y2gW_", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.771796Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_Y2gW_", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zLKRRYAV", buffer_size=undef, pattern=[
    "> EOT_Y2gW_"
  ])
[33m[2024-05-28T07:57:23.771870Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163753000379074 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T07:57:23.772123Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T07:57:23.772213Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.772314Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="Y2gW_-0-")
[2024-05-28T07:57:23.772640Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="Y2gW_-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="TDFaKQTy", buffer_size=undef, pattern="Y2gW_-0-")
[33m[2024-05-28T07:57:23.772928Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000369506000424735 seconds: Y2gW_-0-[0m
[32m[2024-05-28T07:57:23.773166Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T07:57:23.773259Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.773361Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.773682Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cuaCuxIx", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.773754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016068299919425 seconds: # [0m
[32m[2024-05-28T07:57:23.773985Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.774232Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sonnGwXC", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:23.774427Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.774536Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:23.774852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="tIwnoxwu", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-")
[33m[2024-05-28T07:57:23.774937Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173802998688188 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T07:57:23.775168Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T07:57:23.775260Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T07:57:23.775361Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHEDY2gW_-\\d+-")
[2024-05-28T07:57:23.775674Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, no_regex=0, json_cmd_token="FkKkGcGD", buffer_size=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:23.777751Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00215523800034134 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T07:57:23.777997Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T07:57:23.778102Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T07:57:23.778173Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T07:57:23.778325Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.778405Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:23.778495Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.778589Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:57:23.778917Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="oWYYoSKD", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:23.778992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168132999533555 seconds: # [0m
[32m[2024-05-28T07:57:23.779225Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:23.779473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qRzWNwDw", text="systemctl --no-pager restart docker", cmd="backend_type_string")
[2024-05-28T07:57:23.779829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo yoQuJ-\$?-", json_cmd_token="ntmLAZXp", cmd="backend_type_string")
[2024-05-28T07:57:23.780027Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.780136Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", buffer_size=163, timeout=90)
[2024-05-28T07:57:23.780454Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="AFOBgSXC", buffer_size=163, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ])
[33m[2024-05-28T07:57:23.780532Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165163000929169 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T07:57:23.780762Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T07:57:23.781002Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="cOSYrgaP", cmd="backend_type_string")
[2024-05-28T07:57:23.781194Z] [debug] [pid:107057] tests/containers/registry.pm:88 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:23.781302Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/yoQuJ-\d+-/u)
[2024-05-28T07:57:23.781608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:yoQuJ-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:yoQuJ-\\d+-)", buffer_size=undef, json_cmd_token="JwmYjdvA")
[33m[2024-05-28T07:57:26.425370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.6437305749987 seconds: yoQuJ-0-[0m
[32m[2024-05-28T07:57:26.426062Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T07:57:26.426275Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:26.426393Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker pull registry.opensuse.org/opensuse/tumbleweed", timeout=600, fail_message="", quiet=undef)
[2024-05-28T07:57:26.426505Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:26.426629Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:26.427286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="eWTjmUbQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:26.427405Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285995000012917 seconds: # [0m
[32m[2024-05-28T07:57:26.427771Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:26.428175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MrSYIbHQ", text="docker pull registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string")
[2024-05-28T07:57:26.428830Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ir9hb-\$?-", cmd="backend_type_string", json_cmd_token="HugoICVv")
[2024-05-28T07:57:26.429166Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:26.429325Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=181, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="docker pull registry.opensuse.org/opensuse/tumbleweed; echo ir9hb-\$?-")
[2024-05-28T07:57:26.429867Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker pull registry.opensuse.org/opensuse/tumbleweed; echo ir9hb-\$?-"
  ], buffer_size=181, json_cmd_token="rSCrRZIP", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker pull registry.opensuse.org/opensuse/tumbleweed; echo ir9hb-\$?-")
[33m[2024-05-28T07:57:26.429978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246604000494699 seconds: docker pull registry.opensuse.org/opensuse/tumbleweed; echo ir9hb-$?-[0m
[32m[2024-05-28T07:57:26.430288Z] [debug] [pid:107057] >>> testapi::wait_serial: docker pull registry.opensuse.org/opensuse/tumbleweed; echo ir9hb-$?-: ok[0m
[2024-05-28T07:57:26.430602Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="aAhxgEFH")
[2024-05-28T07:57:26.430836Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:26.430973Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=600, buffer_size=undef, regexp=qr/ir9hb-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:26.431349Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BSyrgeWK", buffer_size=undef, pattern="(?^u:ir9hb-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=600, regexp="(?^u:ir9hb-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:57:26.519482Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 13 loops & 0.0882094000007783 seconds: ir9hb-0-[0m
[32m[2024-05-28T07:57:26.519911Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ir9hb-\d+-): ok[0m
[2024-05-28T07:57:26.520086Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:26.520221Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", timeout=60, fail_message="", quiet=undef)
[2024-05-28T07:57:26.520338Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:26.520463Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:26.521074Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="twfqfnjA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:26.521178Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243135000346228 seconds: # [0m
[32m[2024-05-28T07:57:26.521538Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:26.521994Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string", json_cmd_token="NPxukOFn")
[2024-05-28T07:57:26.522624Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo MMGyQ-\$?-", json_cmd_token="YldlXgBv", cmd="backend_type_string")
[2024-05-28T07:57:26.522918Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:26.523052Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=192, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo MMGyQ-\$?-")
[2024-05-28T07:57:26.523608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="asiYfvwp", buffer_size=192, pattern=[
    "docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo MMGyQ-\$?-"
  ], regexp="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo MMGyQ-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:26.523733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279854999462259 seconds: docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo MMGyQ-$?-[0m
[32m[2024-05-28T07:57:26.524371Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo MMGyQ-$?-: ok[0m
[2024-05-28T07:57:26.525119Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QloCrnaW", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:26.525518Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:26.525678Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=60, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/MMGyQ-\d+-/u)
[2024-05-28T07:57:26.526228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dyJCjXGd", buffer_size=undef, pattern="(?^u:MMGyQ-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=60, regexp="(?^u:MMGyQ-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:26.540071Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0139930309996998 seconds: MMGyQ-0-[0m
[32m[2024-05-28T07:57:26.540463Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:MMGyQ-\d+-): ok[0m
[2024-05-28T07:57:26.540609Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:26.540716Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:26.540822Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:26.540943Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:26.541422Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RIAbboGJ")
[33m[2024-05-28T07:57:26.541531Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235313998928177 seconds: # [0m
[32m[2024-05-28T07:57:26.541833Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:26.542183Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DLKZBGlz", text="docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string")
[2024-05-28T07:57:26.542579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo qeFtE-\$?-", json_cmd_token="IVBLCcpI", cmd="backend_type_string")
[2024-05-28T07:57:26.542756Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:26.542871Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo qeFtE-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=237, timeout=90)
[2024-05-28T07:57:26.543243Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo qeFtE-\$?-"
  ], buffer_size=237, json_cmd_token="AQAMHhTN", no_regex=1, record_output=undef, regexp="docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo qeFtE-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:26.543352Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000230264000492753 seconds: docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo qeFtE-$?-[0m
[32m[2024-05-28T07:57:26.543585Z] [debug] [pid:107057] >>> testapi::wait_serial: docker tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo qeFtE-$?-: ok[0m
[2024-05-28T07:57:26.543846Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YJiMmCzr")
[2024-05-28T07:57:26.544037Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:26.544149Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/qeFtE-\d+-/u)
[2024-05-28T07:57:26.544493Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:qeFtE-\\d+-)", pattern="(?^u:qeFtE-\\d+-)", buffer_size=undef, json_cmd_token="PDBGkwhl", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:26.555952Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0115365679994284 seconds: qeFtE-0-[0m
[32m[2024-05-28T07:57:26.556276Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:qeFtE-\d+-): ok[0m
[2024-05-28T07:57:26.556391Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:26.556492Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", timeout=60, fail_message="", quiet=undef)
[2024-05-28T07:57:26.556587Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:26.556703Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:26.557117Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uvQjpJgj", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:57:26.557224Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023325399888563 seconds: # [0m
[32m[2024-05-28T07:57:26.557461Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:26.557728Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="uLbmjtTq", cmd="backend_type_string")
[2024-05-28T07:57:26.558085Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0LU00-\$?-", json_cmd_token="oIbWJKGF", cmd="backend_type_string")
[2024-05-28T07:57:26.558248Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:26.558360Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=207, regexp="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:26.558714Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-"
  ], buffer_size=207, json_cmd_token="gshgVNZH")
[33m[2024-05-28T07:57:26.558809Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214024001252255 seconds: docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-$?-[0m
[32m[2024-05-28T07:57:26.559076Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-$?-: ok[0m
[2024-05-28T07:57:26.559327Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="JUNaRyBz")
[2024-05-28T07:57:26.559499Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:26.559608Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0LU00-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=60)
[2024-05-28T07:57:26.559931Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=60, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0LU00-\\d+-)", pattern="(?^u:0LU00-\\d+-)", buffer_size=undef, json_cmd_token="nPEoECRi", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:26.571153Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0113052249998873 seconds: 0LU00-0-[0m
[32m[2024-05-28T07:57:26.571444Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0LU00-\d+-): ok[0m
[2024-05-28T07:57:26.571558Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:26.571656Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:26.571751Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:26.571868Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:26.572256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="TjjOUlcG", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:26.572345Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198362999071833 seconds: # [0m
[32m[2024-05-28T07:57:26.572581Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:26.572847Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="dtDMunZM", cmd="backend_type_string")
[2024-05-28T07:57:26.573202Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DWCkASqY", text="; echo kcK3R-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:26.573381Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:26.573490Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo kcK3R-\$?-", buffer_size=196, timeout=90)
[2024-05-28T07:57:26.573841Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo kcK3R-\$?-", pattern=[
    "docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo kcK3R-\$?-"
  ], buffer_size=196, json_cmd_token="wmIevOeU", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:26.573930Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200534001123742 seconds: docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo kcK3R-$?-[0m
[32m[2024-05-28T07:57:26.574160Z] [debug] [pid:107057] >>> testapi::wait_serial: docker push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo kcK3R-$?-: ok[0m
[2024-05-28T07:57:26.574415Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fjcVDvur", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:26.574597Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:26.574705Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/kcK3R-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T07:57:26.575042Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:kcK3R-\\d+-)", buffer_size=undef, json_cmd_token="YhQtKknQ", record_output=undef, no_regex=0, regexp="(?^u:kcK3R-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.245568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 274 loops & 4.67053024000052 seconds: kcK3R-0-[0m
[32m[2024-05-28T07:57:31.246381Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:kcK3R-\d+-): ok[0m
[2024-05-28T07:57:31.246575Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:31.246694Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:31.246807Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:31.246930Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.247560Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pBUQLhsX")
[33m[2024-05-28T07:57:31.247669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266623999777948 seconds: # [0m
[32m[2024-05-28T07:57:31.248060Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.248483Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="jiPGtoWg")
[2024-05-28T07:57:31.249112Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ovbEXnGi", text="; echo Y9qey-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:31.249422Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:31.249581Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=203, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Y9qey-\$?-")
[2024-05-28T07:57:31.250095Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Y9qey-\$?-"
  ], buffer_size=203, json_cmd_token="MuyfFOru", no_regex=1, record_output=undef, regexp="docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Y9qey-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.250207Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242743999478989 seconds: docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Y9qey-$?-[0m
[32m[2024-05-28T07:57:31.250581Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Y9qey-$?-: ok[0m
[2024-05-28T07:57:31.250942Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gBoYbuTf", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:31.251214Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:31.251371Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/Y9qey-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.251813Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:Y9qey-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Y9qey-\\d+-)", buffer_size=undef, json_cmd_token="WgdMQQSe")
[33m[2024-05-28T07:57:31.263993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0122527109997463 seconds: Y9qey-0-[0m
[32m[2024-05-28T07:57:31.264689Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y9qey-\d+-): ok[0m
[2024-05-28T07:57:31.264907Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:31.265102Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:57:31.265206Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:31.265329Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.265838Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FzHeEbTZ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:57:31.265945Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232184000196867 seconds: # [0m
[32m[2024-05-28T07:57:31.266470Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.267086Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MzfEuGcW", text="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string")
[2024-05-28T07:57:31.267876Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gdkPw-\$?-", json_cmd_token="EajYNdgC", cmd="backend_type_string")
[2024-05-28T07:57:31.268267Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:31.268491Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo gdkPw-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=192, timeout=90)
[2024-05-28T07:57:31.269197Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo gdkPw-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo gdkPw-\$?-"
  ], buffer_size=192, json_cmd_token="hZGjXRhi")
[33m[2024-05-28T07:57:31.269354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333246000081999 seconds: docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo gdkPw-$?-[0m
[32m[2024-05-28T07:57:31.269836Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo gdkPw-$?-: ok[0m
[2024-05-28T07:57:31.270289Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XmRmaGiO")
[2024-05-28T07:57:31.270663Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:31.270885Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/gdkPw-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:57:31.271303Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="KKdmHUeb", buffer_size=undef, pattern="(?^u:gdkPw-\\d+-)", regexp="(?^u:gdkPw-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:57:31.282730Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.011463446999187 seconds: gdkPw-0-[0m
[32m[2024-05-28T07:57:31.283286Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gdkPw-\d+-): ok[0m
[2024-05-28T07:57:31.283498Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:31.283677Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker image rm -f registry.opensuse.org/opensuse/tumbleweed", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:31.283845Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:31.284057Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:57:31.284624Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ScKjFaeP", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.284753Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000290584999675048 seconds: # [0m
[32m[2024-05-28T07:57:31.285223Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.285646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image rm -f registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="qdMSnlGr", cmd="backend_type_string")
[2024-05-28T07:57:31.286256Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo YmAJX-\$?-", json_cmd_token="TAekAGoH", cmd="backend_type_string")
[2024-05-28T07:57:31.286610Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:31.286831Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=188, timeout=90, regexp="docker image rm -f registry.opensuse.org/opensuse/tumbleweed; echo YmAJX-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:31.287373Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker image rm -f registry.opensuse.org/opensuse/tumbleweed; echo YmAJX-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker image rm -f registry.opensuse.org/opensuse/tumbleweed; echo YmAJX-\$?-"
  ], buffer_size=188, json_cmd_token="ZFUopxax")
[33m[2024-05-28T07:57:31.287501Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282085000435472 seconds: docker image rm -f registry.opensuse.org/opensuse/tumbleweed; echo YmAJX-$?-[0m
[32m[2024-05-28T07:57:31.287948Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image rm -f registry.opensuse.org/opensuse/tumbleweed; echo YmAJX-$?-: ok[0m
[2024-05-28T07:57:31.288366Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wydeYXLs")
[2024-05-28T07:57:31.288677Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:31.288879Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/YmAJX-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.289261Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:YmAJX-\\d+-)", buffer_size=undef, json_cmd_token="HIQZECfx", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:YmAJX-\\d+-)")
[33m[2024-05-28T07:57:31.310833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 9 loops & 0.0216110219989787 seconds: YmAJX-0-[0m
[32m[2024-05-28T07:57:31.311405Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YmAJX-\d+-): ok[0m
[2024-05-28T07:57:31.311622Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:31.311802Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", quiet=undef, fail_message="", timeout=60)
[2024-05-28T07:57:31.311971Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:31.312169Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.312740Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pwzAZgrC", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.312868Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282715000139433 seconds: # [0m
[32m[2024-05-28T07:57:31.313319Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.313736Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="KxkEVPkH")
[2024-05-28T07:57:31.314339Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fWDcnybq", text="; echo N8CSc-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:31.314696Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:31.314919Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=194, regexp="! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo N8CSc-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:31.315436Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo N8CSc-\$?-", record_output=undef, no_regex=1, json_cmd_token="KMgEsfPA", buffer_size=194, pattern=[
    "! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo N8CSc-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.315560Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274955000350019 seconds: ! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo N8CSc-$?-[0m
[32m[2024-05-28T07:57:31.315956Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo N8CSc-$?-: ok[0m
[2024-05-28T07:57:31.316363Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BfGjRnHr", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:31.316680Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:31.316879Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/N8CSc-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=60)
[2024-05-28T07:57:31.317294Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=60, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:N8CSc-\\d+-)", pattern="(?^u:N8CSc-\\d+-)", buffer_size=undef, json_cmd_token="mPhrhSZc", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.327699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0104692800014163 seconds: N8CSc-0-[0m
[32m[2024-05-28T07:57:31.328286Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:N8CSc-\d+-): ok[0m
[2024-05-28T07:57:31.328503Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:31.328682Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", fail_message="", quiet=undef, timeout=60)
[2024-05-28T07:57:31.328847Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:31.329055Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:57:31.329595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="gdwsMCLt", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.329714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264943999354728 seconds: # [0m
[32m[2024-05-28T07:57:31.330111Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.330517Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="ZbqKHsuM")
[2024-05-28T07:57:31.331076Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 2L~tM-\$?-", json_cmd_token="eEziWEjA")
[2024-05-28T07:57:31.331374Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:31.331570Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2L~tM-\$?-", timeout=90, buffer_size=209)
[2024-05-28T07:57:31.332109Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="JNrKrILQ", buffer_size=209, pattern=[
    "! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2L~tM-\$?-"
  ], regexp="! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2L~tM-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.332240Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000299706000078004 seconds: ! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2L~tM-$?-[0m
[32m[2024-05-28T07:57:31.332639Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2L~tM-$?-: ok[0m
[2024-05-28T07:57:31.333026Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="GUZRwzOZ")
[2024-05-28T07:57:31.333339Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:31.333527Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/2L~tM-\d+-/u, timeout=60, buffer_size=undef)
[2024-05-28T07:57:31.334032Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="otOfqnmD", buffer_size=undef, pattern="(?^u:2L~tM-\\d+-)", regexp="(?^u:2L~tM-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=60)
[33m[2024-05-28T07:57:31.344111Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0101907560001564 seconds: 2L~tM-0-[0m
[32m[2024-05-28T07:57:31.344587Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2L~tM-\d+-): ok[0m
[2024-05-28T07:57:31.344774Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:31.344940Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:31.345077Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:31.345181Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:31.345540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="EEmVNXwq", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:31.345625Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191123999684351 seconds: # [0m
[32m[2024-05-28T07:57:31.345859Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.346153Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="BUzZtZgC")
[2024-05-28T07:57:31.346804Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Kdehh-\$?-", json_cmd_token="upaPOtCb", cmd="backend_type_string")
[2024-05-28T07:57:31.347093Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:31.347282Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Kdehh-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=196, timeout=90)
[2024-05-28T07:57:31.347852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VzHPRWdE", buffer_size=196, pattern=[
    "docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Kdehh-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Kdehh-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:31.347976Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000328265999996802 seconds: docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Kdehh-$?-[0m
[32m[2024-05-28T07:57:31.348441Z] [debug] [pid:107057] >>> testapi::wait_serial: docker pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo Kdehh-$?-: ok[0m
[2024-05-28T07:57:31.348829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FmXnrwSA", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:31.349141Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:31.349325Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/Kdehh-\d+-/u)
[2024-05-28T07:57:31.349826Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:Kdehh-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="vFsZHDJk", buffer_size=undef, pattern="(?^u:Kdehh-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.396978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 20 loops & 0.0472360940002545 seconds: Kdehh-0-[0m
[32m[2024-05-28T07:57:31.397641Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Kdehh-\d+-): ok[0m
[2024-05-28T07:57:31.397824Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:31.397976Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", fail_message="", quiet=undef, timeout=60)
[2024-05-28T07:57:31.398117Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:31.398240Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:31.398783Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JTgDcdNs", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.398888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237364001804963 seconds: # [0m
[32m[2024-05-28T07:57:31.399447Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.400134Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="XMMHsdUo")
[2024-05-28T07:57:31.401038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0LU00-\$?-", json_cmd_token="GDdqCJFA")
[2024-05-28T07:57:31.401421Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:31.401644Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=207, regexp="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:57:31.402262Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-"
  ], buffer_size=207, json_cmd_token="dXsVpDcf", record_output=undef, no_regex=1, regexp="docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.402407Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000315614999635727 seconds: docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-$?-[0m
[32m[2024-05-28T07:57:31.402887Z] [debug] [pid:107057] >>> testapi::wait_serial: docker images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 0LU00-$?-: ok[0m
[2024-05-28T07:57:31.403333Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="EHqwGGac")
[2024-05-28T07:57:31.403735Z] [debug] [pid:107057] tests/containers/registry.pm:90 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:31.403957Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=60, regexp=qr/0LU00-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:31.404559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:0LU00-\\d+-)", buffer_size=undef, json_cmd_token="lHpjzZxP", no_regex=0, record_output=undef, regexp="(?^u:0LU00-\\d+-)", timeout=60, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.415198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0107672160011134 seconds: 0LU00-0-[0m
[32m[2024-05-28T07:57:31.415705Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0LU00-\d+-): ok[0m
[2024-05-28T07:57:31.415929Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.416129Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:57:31.416232Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.416334Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:57:31.416702Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="QnaTrsTn", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.416791Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199743999473867 seconds: # [0m
[32m[2024-05-28T07:57:31.417070Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.417477Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="npJrHDHm", text="docker ps -q | xargs -r docker stop", cmd="backend_type_string")
[2024-05-28T07:57:31.418021Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="qqYafhsE")
[2024-05-28T07:57:31.418312Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.418502Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=163)
[2024-05-28T07:57:31.419009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="lkmyinMx", buffer_size=163, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ])
[33m[2024-05-28T07:57:31.419135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274815000011586 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T07:57:31.419512Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T07:57:31.419899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="gWEGbTKr")
[2024-05-28T07:57:31.420187Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.420320Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=180, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/ILCn4-\d+-/u)
[2024-05-28T07:57:31.420677Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)", timeout=180, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="eicPLHtz")
[33m[2024-05-28T07:57:31.431372Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0107609950009646 seconds: ILCn4-0-[0m
[32m[2024-05-28T07:57:31.431792Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T07:57:31.431963Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.432125Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:57:31.432276Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.432438Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:31.432969Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="gtydjrgz", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:31.433093Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026828499903786 seconds: # [0m
[32m[2024-05-28T07:57:31.433476Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.433877Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SYIVoUkl", text="docker volume prune -f", cmd="backend_type_string")
[2024-05-28T07:57:31.434432Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo U1xFX-\$?-", json_cmd_token="XGpaGrmR")
[2024-05-28T07:57:31.434728Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.434913Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker volume prune -f; echo U1xFX-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=150, timeout=90)
[2024-05-28T07:57:31.435432Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker volume prune -f; echo U1xFX-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="hYIteilm")
[33m[2024-05-28T07:57:31.435554Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272814999334514 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T07:57:31.435924Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T07:57:31.436327Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cGFUsmWi", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:31.436653Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.436841Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/U1xFX-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:31.437348Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:U1xFX-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300, quiet=undef, expect_not_found=0, json_cmd_token="meEtDoXh", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)")
[33m[2024-05-28T07:57:31.446171Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00894557399988116 seconds: U1xFX-0-[0m
[32m[2024-05-28T07:57:31.446583Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T07:57:31.446762Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.446896Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:57:31.447037Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.447325Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:57:31.447844Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mgBUtSvE")
[33m[2024-05-28T07:57:31.447964Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271914999757428 seconds: # [0m
[32m[2024-05-28T07:57:31.448386Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.448861Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fdnZPDuT", text="docker system prune -a -f", cmd="backend_type_string")
[2024-05-28T07:57:31.449392Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="oKCaBRdb", text="; echo uOgVl-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:31.449697Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.449913Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker system prune -a -f; echo uOgVl-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=153)
[2024-05-28T07:57:31.450423Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="eRajbzFF", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-")
[33m[2024-05-28T07:57:31.450550Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273193998509669 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T07:57:31.450944Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T07:57:31.451328Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="lkPNiTjh", cmd="backend_type_string")
[2024-05-28T07:57:31.451658Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:31.451872Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/uOgVl-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:57:31.452387Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="bwdICVXJ", buffer_size=undef, pattern="(?^u:uOgVl-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=300, regexp="(?^u:uOgVl-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:31.771831Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 21 loops & 0.319518426000286 seconds: uOgVl-0-[0m
[32m[2024-05-28T07:57:31.772626Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T07:57:31.772948Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.773192Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.774067Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ETzwpHQS", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:31.774241Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000392046000342816 seconds: # [0m
[32m[2024-05-28T07:57:31.774924Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.775116Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.775238Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T07:57:31.775931Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ntoqJFpu", text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:31.776498Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.776761Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:31.777478Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="CMJRiWjR", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-")
[33m[2024-05-28T07:57:31.777611Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000286084999970626 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T07:57:31.778232Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T07:57:31.778435Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.778656Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.779348Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rYRxcqhI", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:31.779463Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000259205000475049 seconds: > [0m
[32m[2024-05-28T07:57:31.780106Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:31.780678Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", json_cmd_token="cccnguwB", cmd="backend_type_string")
[2024-05-28T07:57:31.781141Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.781295Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> EOT_abhxA")
[2024-05-28T07:57:31.781766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="ZPKGVhhU", record_output=undef, no_regex=1, regexp="> EOT_abhxA", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.781876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231624000662123 seconds: > EOT_abhxA[0m
[32m[2024-05-28T07:57:31.782218Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T07:57:31.782341Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.782476Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="abhxA-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:57:31.782916Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="abhxA-0-", pattern="abhxA-0-", buffer_size=undef, json_cmd_token="WXUMwzVW", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.783032Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229893999858177 seconds: abhxA-0-[0m
[32m[2024-05-28T07:57:31.783324Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T07:57:31.783430Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.783541Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:57:31.783976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rkatEpuJ", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.784086Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000225173998842365 seconds: # [0m
[32m[2024-05-28T07:57:31.784386Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.784737Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="aPgZuHQT")
[2024-05-28T07:57:31.784985Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.785121Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[2024-05-28T07:57:31.785555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="iBzlfEUW", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:31.785667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241984000240336 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T07:57:31.785956Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T07:57:31.786058Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.786170Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.786577Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="rneUInmN")
[33m[2024-05-28T07:57:31.797620Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.011116690999188 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T07:57:31.798093Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T07:57:31.798231Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:57:31.798326Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:57:31.798560Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.798694Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.799168Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="tJKYLYFH", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.799312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274944999546278 seconds: # [0m
[32m[2024-05-28T07:57:31.799758Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.799900Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.800Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T07:57:31.800510Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="tLISdlTV", cmd="backend_type_string")
[2024-05-28T07:57:31.800880Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.801091Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:31.801562Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, record_output=undef, json_cmd_token="ocSPQgkJ", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.801671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236933999985922 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T07:57:31.801996Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T07:57:31.802120Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.802254Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T07:57:31.802644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="JuKLTwJR")
[33m[2024-05-28T07:57:31.802718Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187883000762668 seconds: > [0m
[32m[2024-05-28T07:57:31.803032Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:31.803417Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="NSbamYAR", cmd="backend_type_string")
[2024-05-28T07:57:31.803713Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.803904Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.804329Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_hZgU~", record_output=undef, no_regex=1, json_cmd_token="cYThBdNp", buffer_size=undef, pattern=[
    "> EOT_hZgU~"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.804431Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204473000849248 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T07:57:31.804693Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T07:57:31.804802Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.804927Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="hZgU~-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.805280Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="xJHltrZr", buffer_size=undef, pattern="hZgU~-0-", regexp="hZgU~-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.805376Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194923999515595 seconds: hZgU~-0-[0m
[32m[2024-05-28T07:57:31.805630Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T07:57:31.805740Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.805862Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.806229Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="VgCxtwNc", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:31.806299Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176923000253737 seconds: # [0m
[32m[2024-05-28T07:57:31.806551Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.806828Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="ewfErAgw", cmd="backend_type_string")
[2024-05-28T07:57:31.807030Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.807163Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.807478Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="KNnxNBIg", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.807551Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015955200069584 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T07:57:31.807796Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T07:57:31.807910Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:31.808043Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.808372Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="kiZZXjoS", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.820313Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0119926469997154 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T07:57:31.820654Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:57:31.820783Z] [debug] [pid:107057] tests/containers/registry.pm:91 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:57:31.820877Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[2024-05-28T07:57:31.821178Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.821312Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:31.821644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TkFGALjO")
[33m[2024-05-28T07:57:31.821714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155581999933929 seconds: # [0m
[32m[2024-05-28T07:57:31.821970Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.822069Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.822173Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:57:31.822638Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vCwCMaoi", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:31.822988Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.823217Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:31.823829Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, json_cmd_token="MshRPiyQ", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:31.823996Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000344766000125674 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:57:31.824464Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:57:31.824645Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.824855Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.825470Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kWvZSWps", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:31.825592Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000303656001051422 seconds: > [0m
[32m[2024-05-28T07:57:31.826021Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:31.826481Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="oXowPXpm", cmd="backend_type_string")
[2024-05-28T07:57:31.826830Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.827053Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.827655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SdcpARne", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_n1~0x", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:31.827803Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00032605599881208 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:57:31.828255Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:57:31.828434Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.828644Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="n1~0x-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:31.829263Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="EYghJcWB", buffer_size=undef, pattern="n1~0x-0-", regexp="n1~0x-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:31.829421Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000321845000144094 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:57:31.829836Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:57:31.830010Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.830168Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:57:31.830477Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="QkihMsfI", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:31.830535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142492001032224 seconds: # [0m
[32m[2024-05-28T07:57:31.830751Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.830986Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="EffESqeD")
[2024-05-28T07:57:31.831160Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.831269Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:31.831574Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="cVTPuJCA", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[33m[2024-05-28T07:57:31.831646Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015830200027267 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:57:31.831863Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:57:31.831947Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:31.832055Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T07:57:31.832358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="iZOWwCSD", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-")
[33m[2024-05-28T07:57:31.834989Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00268996700106072 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:57:31.835279Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/podman.pm line 19
	containers::podman::init(containers::podman=HASH(0x55966c325170)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(registry=HASH(0x55966c006b98), "podman") called at opensuse/tests/containers/registry.pm line 95
	registry::run(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/podman.pm line 19
	containers::podman::init(containers::podman=HASH(0x55966c325170)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(registry=HASH(0x55966c006b98), "podman") called at opensuse/tests/containers/registry.pm line 95
	registry::run(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:57:31.836160Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:49 called testapi::script_run
[2024-05-28T07:57:31.836256Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which podman", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:57:31.836349Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:49 called testapi::script_run
[2024-05-28T07:57:31.836453Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:31.836762Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FbQsGToB", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:31.836833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154793000547215 seconds: # [0m
[32m[2024-05-28T07:57:31.837058Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.837298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which podman", cmd="backend_type_string", json_cmd_token="biReChDg")
[2024-05-28T07:57:31.837612Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo qxr16-\$?-", json_cmd_token="XzbccbJc", cmd="backend_type_string")
[2024-05-28T07:57:31.837783Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:49 called testapi::script_run
[2024-05-28T07:57:31.837892Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, regexp="which podman; echo qxr16-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:31.838192Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "which podman; echo qxr16-\$?-"
  ], buffer_size=140, json_cmd_token="KqzKGHMt", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="which podman; echo qxr16-\$?-")
[33m[2024-05-28T07:57:31.838263Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154592000399134 seconds: which podman; echo qxr16-$?-[0m
[32m[2024-05-28T07:57:31.838486Z] [debug] [pid:107057] >>> testapi::wait_serial: which podman; echo qxr16-$?-: ok[0m
[2024-05-28T07:57:31.838721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="CSjmYcqV")
[2024-05-28T07:57:31.838903Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:49 called testapi::script_run
[2024-05-28T07:57:31.839012Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/qxr16-\d+-/u)
[2024-05-28T07:57:31.839341Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:qxr16-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="zgSzfJRO", buffer_size=undef, pattern="(?^u:qxr16-\\d+-)")
[33m[2024-05-28T07:57:31.839900Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000648451001325157 seconds: qxr16-1-[0m
[32m[2024-05-28T07:57:31.840136Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:qxr16-\d+-): ok[0m
[2024-05-28T07:57:31.840275Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:59 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:31.840372Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in podman | cat; ( exit \${PIPESTATUS[0]} )", die_on_timeout=1, timeout=700, output="", quiet=undef)
[2024-05-28T07:57:31.840462Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:59 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:31.840557Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:57:31.840900Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="GclSRnhW", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:31.840984Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185282999154879 seconds: # [0m
[32m[2024-05-28T07:57:31.841208Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:31.841460Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="zypper -n in podman | cat; ( exit \${PIPESTATUS[0]} )", json_cmd_token="GVEScFru")
[2024-05-28T07:57:31.841798Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo EXnAP-\$?-", json_cmd_token="xnEoNSWa")
[2024-05-28T07:57:31.841973Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:59 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:31.842083Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=180, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="zypper -n in podman | cat; ( exit \${PIPESTATUS[0]} ); echo EXnAP-\$?-")
[2024-05-28T07:57:31.842421Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="zypper -n in podman | cat; ( exit \${PIPESTATUS[0]} ); echo EXnAP-\$?-", pattern=[
    "zypper -n in podman | cat; ( exit \${PIPESTATUS[0]} ); echo EXnAP-\$?-"
  ], buffer_size=180, json_cmd_token="ALocAmqi", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:31.842507Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190593000297667 seconds: zypper -n in podman | cat; ( exit ${PIPESTATUS[0]} ); echo EXnAP-$?-[0m
[32m[2024-05-28T07:57:31.842730Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in podman | cat; ( exit ${PIPESTATUS[0]} ); echo EXnAP-$?-: ok[0m
[2024-05-28T07:57:31.842978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="nqdToSxn")
[2024-05-28T07:57:31.843165Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:59 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:31.843275Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=700, regexp=qr/EXnAP-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:57:31.843604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="bApOVqNJ", buffer_size=undef, pattern="(?^u:EXnAP-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=700, regexp="(?^u:EXnAP-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:57:42.486618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 151 loops & 10.642973983 seconds: EXnAP-0-[0m
[32m[2024-05-28T07:57:42.487438Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EXnAP-\d+-): ok[0m
[2024-05-28T07:57:42.487832Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.488060Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:42.488880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RbkLkvls", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:42.489022Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00030227599927457 seconds: # [0m
[32m[2024-05-28T07:57:42.489355Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.489441Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.489493Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripta_2wy.sh :\n \"cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-\" \n")
[2024-05-28T07:57:42.489848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kWZADxQV", text="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:42.490118Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.490249Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-")
[2024-05-28T07:57:42.490652Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="jTGcvllF", buffer_size=undef, pattern=[
    "cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-"
  ], regexp="cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:42.490733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172832998941885 seconds: cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-$?-[0m
[32m[2024-05-28T07:57:42.490997Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-$?-: ok[0m
[2024-05-28T07:57:42.491091Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.491196Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:42.491540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WzrJfYxo", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:42.491616Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000165313000252354 seconds: > [0m
[32m[2024-05-28T07:57:42.491871Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:42.492150Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dCYUUFGF", text="podman info\nEOT_a_2wy\n", cmd="backend_type_string")
[2024-05-28T07:57:42.492350Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.492462Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_a_2wy")
[2024-05-28T07:57:42.492792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mhJEAQGj", buffer_size=undef, pattern=[
    "> EOT_a_2wy"
  ], regexp="> EOT_a_2wy", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:42.492872Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168303000464221 seconds: > EOT_a_2wy[0m
[32m[2024-05-28T07:57:42.493112Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_a_2wy: ok[0m
[2024-05-28T07:57:42.493204Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.493306Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp="a_2wy-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:42.493629Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jVOuCFyD", buffer_size=undef, pattern="a_2wy-0-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="a_2wy-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:42.493721Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174683000295772 seconds: a_2wy-0-[0m
[32m[2024-05-28T07:57:42.493958Z] [debug] [pid:107057] >>> testapi::wait_serial: a_2wy-0-: ok[0m
[2024-05-28T07:57:42.494056Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.494158Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:42.494480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rUhGdqTp", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:57:42.494544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000152403001266066 seconds: # [0m
[32m[2024-05-28T07:57:42.494781Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.495048Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-\n", json_cmd_token="hAynrUQx", cmd="backend_type_string")
[2024-05-28T07:57:42.495246Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.495359Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:42.495690Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-"
  ], buffer_size=undef, json_cmd_token="OAJhnzEL", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-\$?-")
[33m[2024-05-28T07:57:42.495770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174393000634154 seconds: echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-$?-[0m
[32m[2024-05-28T07:57:42.496022Z] [debug] [pid:107057] >>> testapi::wait_serial: echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-$?-: ok[0m
[2024-05-28T07:57:42.496121Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::script_output
[2024-05-28T07:57:42.496226Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDa_2wy-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:57:42.496549Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDa_2wy-\\d+-", pattern="SCRIPT_FINISHEDa_2wy-\\d+-", buffer_size=undef, json_cmd_token="PKSZXGTM", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:42.641560Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 296 loops & 0.14506787999926 seconds: SCRIPT_FINISHEDa_2wy-0-[0m
[32m[2024-05-28T07:57:42.642004Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDa_2wy-\d+-: ok[0m
[2024-05-28T07:57:42.642315Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:62 called testapi::record_info
[2024-05-28T07:57:42.642550Z] [debug] [pid:107057] <<< testapi::record_info(title="podman", output="host:\n  arch: amd64\n  buildahVersion: 1.35.4\n  cgroupControllers:\n  - cpuset\n  - cpu\n  - io\n  - memory\n  - hugetlb\n  - pids\n  - rdma\n  - misc\n  cgroupManager: systemd\n  cgroupVersion: v2\n  conmon:\n    package: conmon-2.1.12-1.1.x86_64\n    path: /usr/bin/conmon\n    version: 'conmon version 2.1.12, commit: unknown'\n  cpuUtilization:\n    idlePercent: 49.71\n    systemPercent: 31.76\n    userPercent: 18.53\n  cpus: 1\n  databaseBackend: sqlite\n  distribution:\n    distribution: opensuse-tumbleweed\n    version: \"20240527\"\n  eventLogger: journald\n  freeLocks: 2048\n  hostname: susetest\n  idMappings:\n    gidmap: null\n    uidmap: null\n  kernel: 6.9.1-1-default\n  linkmode: dynamic\n  logDriver: journald\n  memFree: 896258048\n  memTotal: 2068508672\n  networkBackend: netavark\n  networkBackendInfo:\n    backend: netavark\n    dns:\n      package: aardvark-dns-1.10.0-1.3.x86_64\n      path: /usr/libexec/podman/aardvark-dns\n      version: aardvark-dns 1.10.0\n    package: netavark-1.10.3-1.2.x86_64\n    path: /usr/libexec/podman/netavark\n    version: netavark 1.10.3\n  ociRuntime:\n    name: crun\n    package: crun-1.14.4-1.2.x86_64\n    path: /usr/bin/crun\n    version: |-\n      crun version 1.14.4\n      commit: a220ca661ce078f2c37b38c92e66cf66c012d9c1\n      rundir: /run/user/0/crun\n      spec: 1.0.0\n      +SYSTEMD +SELINUX +APPARMOR +CAP +SECCOMP +EBPF +CRIU +LIBKRUN +WASM:wasmedge +YAJL\n  os: linux\n  pasta:\n    executable: /usr/bin/pasta\n    package: passt-20240510.7288448-1.1.x86_64\n    version: |\n      pasta 20240510.7288448-1.1\n      Copyright Red Hat\n      GNU General Public License, version 2 or later\n        <https://www.gnu.org/licenses/old-licenses/gpl-2.0.html>\n      This is free software: you are free to change and redistribute it.\n      There is NO WARRANTY, to the extent permitted by law.\n  remoteSocket:\n    exists: false\n    path: /run/podman/podman.sock\n  security:\n    apparmorEnabled: true\n    capabilities: CAP_CHOWN,CAP_DAC_OVERRIDE,CAP_FOWNER,CAP_FSETID,CAP_KILL,CAP_NET_BIND_SERVICE,CAP_SETFCAP,CAP_SETGID,CAP_SETPCAP,CAP_SETUID,CAP_SYS_CHROOT\n    rootless: false\n    seccompEnabled: true\n    seccompProfilePath: /etc/containers/seccomp.json\n    selinuxEnabled: false\n  serviceIsRemote: false\n  slirp4netns:\n    executable: /usr/bin/slirp4netns\n    package: slirp4netns-1.3.1-1.1.x86_64\n    version: |-\n      slirp4netns version 1.3.1\n      commit: unknown\n      libslirp: 4.8.0\n      SLIRP_CONFIG_VERSION_MAX: 5\n      libseccomp: 2.5.5\n  swapFree: 2137661440\n  swapTotal: 2148507648\n  uptime: 0h 7m 47.00s\n  variant: \"\"\nplugins:\n  authorization: null\n  log:\n  - k8s-file\n  - none\n  - passthrough\n  - journald\n  network:\n  - bridge\n  - macvlan\n  - ipvlan\n  volume:\n  - local\nregistries:\n  search:\n  - registry.opensuse.org\n  - registry.suse.com\n  - docker.io\nstore:\n  configFile: /etc/containers/storage.conf\n  containerStore:\n    number: 0\n    paused: 0\n    running: 0\n    stopped: 0\n  graphDriverName: overlay\n  graphOptions:\n    overlay.mountopt: nodev,metacopy=on\n  graphRoot: /var/lib/containers/storage\n  graphRootAllocated: 30054285312\n  graphRootUsed: 2883457024\n  graphStatus:\n    Backing Filesystem: btrfs\n    Native Overlay Diff: \"false\"\n    Supports d_type: \"true\"\n    Supports shifting: \"true\"\n    Supports volatile: \"true\"\n    Using metacopy: \"true\"\n  imageCopyTmpDir: /var/tmp\n  imageStore:\n    number: 0\n  runRoot: /run/containers/storage\n  transientStore: false\n  volumePath: /var/lib/containers/storage/volumes\nversion:\n  APIVersion: 5.0.3\n  Built: 1715364600\n  BuiltTime: Fri May 10 14:10:00 2024\n  GitCommit: \"\"\n  GoVersion: go1.21.10\n  Os: linux\n  OsArch: linux/amd64\n  Version: 5.0.3", result="ok")
[2024-05-28T07:57:42.642737Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:66 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:42.642826Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager stop firewalld", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:42.642927Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:66 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:42.643026Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:57:42.643455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aOPoIsOY", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:42.643542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183793999894988 seconds: # [0m
[32m[2024-05-28T07:57:42.643852Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.644201Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager stop firewalld", json_cmd_token="wSxVXlqk", cmd="backend_type_string")
[2024-05-28T07:57:42.644782Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo IHGvs-\$?-", json_cmd_token="zTNjdqkz")
[2024-05-28T07:57:42.645055Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:66 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:42.645175Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, regexp="systemctl --no-pager stop firewalld; echo IHGvs-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:42.645592Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager stop firewalld; echo IHGvs-\$?-", no_regex=1, record_output=undef, json_cmd_token="Rzbzfaov", buffer_size=163, pattern=[
    "systemctl --no-pager stop firewalld; echo IHGvs-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:42.645677Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187922998520662 seconds: systemctl --no-pager stop firewalld; echo IHGvs-$?-[0m
[32m[2024-05-28T07:57:42.646001Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager stop firewalld; echo IHGvs-$?-: ok[0m
[2024-05-28T07:57:42.646326Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WzETIDsi", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:42.646549Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:20 called containers::common::install_podman_when_needed -> lib/containers/common.pm:66 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:42.646662Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/IHGvs-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:57:42.646997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:IHGvs-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:IHGvs-\\d+-)", buffer_size=undef, json_cmd_token="neqPCefv")
[33m[2024-05-28T07:57:42.725517Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.078508573000363 seconds: IHGvs-0-[0m
[32m[2024-05-28T07:57:42.726190Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:IHGvs-\d+-): ok[0m
[2024-05-28T07:57:42.726470Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:27 called testapi::assert_script_run
[2024-05-28T07:57:42.726590Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:42.726711Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:27 called testapi::assert_script_run
[2024-05-28T07:57:42.726833Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:42.727340Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xdVrVdBR", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:42.727445Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023659399994358 seconds: # [0m
[32m[2024-05-28T07:57:42.727820Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.728235Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf", json_cmd_token="XbZPJNcW")
[2024-05-28T07:57:42.728793Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uiZ2q-\$?-", json_cmd_token="LriRpFcZ")
[2024-05-28T07:57:42.729094Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:27 called testapi::assert_script_run
[2024-05-28T07:57:42.729243Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=238, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf; echo uiZ2q-\$?-")
[2024-05-28T07:57:42.729702Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf; echo uiZ2q-\$?-", pattern=[
    "curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf; echo uiZ2q-\$?-"
  ], buffer_size=238, json_cmd_token="zQdrhDYq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:42.729815Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000234054001339246 seconds: curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf; echo uiZ2q-$?-[0m
[32m[2024-05-28T07:57:42.730157Z] [debug] [pid:107057] >>> testapi::wait_serial: curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/registries.conf -o /etc/containers/registries.conf; echo uiZ2q-$?-: ok[0m
[2024-05-28T07:57:42.730602Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="mKSrsZoc")
[2024-05-28T07:57:42.730860Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:27 called testapi::assert_script_run
[2024-05-28T07:57:42.731006Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/uiZ2q-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:57:42.731405Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:uiZ2q-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="wEzmkFXK", buffer_size=undef, pattern="(?^u:uiZ2q-\\d+-)", quiet=undef, expect_not_found=0)
[2024-05-28T07:57:42.749168Z] [info] [pid:107049] Test data requested: opensuse/data/containers/registries.conf
[33m[2024-05-28T07:57:42.752533Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 320 loops & 0.0212398359999497 seconds: uiZ2q-0-[0m
[32m[2024-05-28T07:57:42.752906Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uiZ2q-\d+-): ok[0m
[2024-05-28T07:57:42.753038Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:42.753143Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="chmod 644 /etc/containers/registries.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:42.753255Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:42.753377Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:57:42.753830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BrDJuvcU", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:42.753924Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209853000342264 seconds: # [0m
[32m[2024-05-28T07:57:42.754249Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.754754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="chmod 644 /etc/containers/registries.conf", cmd="backend_type_string", json_cmd_token="NKARuNIo")
[2024-05-28T07:57:42.755588Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo XZMYG-\$?-", json_cmd_token="MlITcvHH")
[2024-05-28T07:57:42.755871Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:42.756023Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=169, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="chmod 644 /etc/containers/registries.conf; echo XZMYG-\$?-")
[2024-05-28T07:57:42.756535Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "chmod 644 /etc/containers/registries.conf; echo XZMYG-\$?-"
  ], buffer_size=169, json_cmd_token="cGfQuZDL", no_regex=1, record_output=undef, regexp="chmod 644 /etc/containers/registries.conf; echo XZMYG-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:42.756630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251423998633982 seconds: chmod 644 /etc/containers/registries.conf; echo XZMYG-$?-[0m
[32m[2024-05-28T07:57:42.756963Z] [debug] [pid:107057] >>> testapi::wait_serial: chmod 644 /etc/containers/registries.conf; echo XZMYG-$?-: ok[0m
[2024-05-28T07:57:42.757274Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YiHDxYDN")
[2024-05-28T07:57:42.757546Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:42.757693Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/XZMYG-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:42.758072Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:XZMYG-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:XZMYG-\\d+-)", buffer_size=undef, json_cmd_token="SDLolWjW")
[33m[2024-05-28T07:57:42.760268Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00229293899974436 seconds: XZMYG-0-[0m
[32m[2024-05-28T07:57:42.760554Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XZMYG-\d+-): ok[0m
[2024-05-28T07:57:42.760695Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:30 called testapi::assert_script_run
[2024-05-28T07:57:42.760799Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e '[[registry]]\\nlocation = \"3.126.238.126:5000\"\\ninsecure = true' >> /etc/containers/registries.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:42.760906Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:30 called testapi::assert_script_run
[2024-05-28T07:57:42.761022Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:57:42.761399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="qGeDGWvY", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:42.761489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197714000023552 seconds: # [0m
[32m[2024-05-28T07:57:42.761774Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.762080Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e '[[registry]]\\nlocation = \"3.126.238.126:5000\"\\ninsecure = true' >> /etc/containers/registries.conf", json_cmd_token="dPMipjvY")
[2024-05-28T07:57:42.762485Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo f65rF-\$?-", cmd="backend_type_string", json_cmd_token="BjpezxSE")
[2024-05-28T07:57:42.762687Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:30 called testapi::assert_script_run
[2024-05-28T07:57:42.762801Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo -e '[[registry]]\\nlocation = \"3.126.238.126:5000\"\\ninsecure = true' >> /etc/containers/registries.conf; echo f65rF-\$?-", buffer_size=235, timeout=90)
[2024-05-28T07:57:42.763130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e '[[registry]]\\nlocation = \"3.126.238.126:5000\"\\ninsecure = true' >> /etc/containers/registries.conf; echo f65rF-\$?-", record_output=undef, no_regex=1, json_cmd_token="LaOUkmwz", buffer_size=235, pattern=[
    "echo -e '[[registry]]\\nlocation = \"3.126.238.126:5000\"\\ninsecure = true' >> /etc/containers/registries.conf; echo f65rF-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:42.763225Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000186584000402945 seconds: echo -e '[[registry]]\nlocation = "3.126.238.126:5000"\ninsecure = true' >> /etc/containers/registries.conf; echo f65rF-$?-[0m
[32m[2024-05-28T07:57:42.763468Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e '[[registry]]\nlocation = "3.126.238.126:5000"\ninsecure = true' >> /etc/containers/registries.conf; echo f65rF-$?-: ok[0m
[2024-05-28T07:57:42.763709Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="GtdfxtHx")
[2024-05-28T07:57:42.763900Z] [debug] [pid:107057] tests/containers/registry.pm:95 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::podman::init -> lib/containers/podman.pm:21 called containers::podman::configure_insecure_registries -> lib/containers/podman.pm:30 called testapi::assert_script_run
[2024-05-28T07:57:42.764019Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/f65rF-\d+-/u)
[2024-05-28T07:57:42.764343Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:f65rF-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:f65rF-\\d+-)", buffer_size=undef, json_cmd_token="qQBtXaCm")
[33m[2024-05-28T07:57:42.764430Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016738200065447 seconds: f65rF-0-[0m
[32m[2024-05-28T07:57:42.764676Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:f65rF-\d+-): ok[0m
[2024-05-28T07:57:42.764827Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:42.764911Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman pull registry.opensuse.org/opensuse/tumbleweed", timeout=600, quiet=undef, fail_message="")
[2024-05-28T07:57:42.764992Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:42.765089Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:42.765412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aTsLNMRe", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:42.765475Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151412999912282 seconds: # [0m
[32m[2024-05-28T07:57:42.765710Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:42.765962Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="podman pull registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="EYTebflF")
[2024-05-28T07:57:42.766296Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 14DyL-\$?-", json_cmd_token="OVPLHBOo", cmd="backend_type_string")
[2024-05-28T07:57:42.766471Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:42.766583Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=181, timeout=90, regexp="podman pull registry.opensuse.org/opensuse/tumbleweed; echo 14DyL-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:42.766914Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "podman pull registry.opensuse.org/opensuse/tumbleweed; echo 14DyL-\$?-"
  ], buffer_size=181, json_cmd_token="BFuIOHUO", no_regex=1, record_output=undef, regexp="podman pull registry.opensuse.org/opensuse/tumbleweed; echo 14DyL-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:42.766992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167923000844894 seconds: podman pull registry.opensuse.org/opensuse/tumbleweed; echo 14DyL-$?-[0m
[32m[2024-05-28T07:57:42.767231Z] [debug] [pid:107057] >>> testapi::wait_serial: podman pull registry.opensuse.org/opensuse/tumbleweed; echo 14DyL-$?-: ok[0m
[2024-05-28T07:57:42.767505Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xkgFmOEV")
[2024-05-28T07:57:42.767700Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:35 called testapi::assert_script_run
[2024-05-28T07:57:42.767811Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=600, regexp=qr/14DyL-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:57:42.768135Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:14DyL-\\d+-)", buffer_size=undef, json_cmd_token="NfCnMcKA", no_regex=0, record_output=undef, regexp="(?^u:14DyL-\\d+-)", timeout=600, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:45.923017Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 66 loops & 3.15483653200135 seconds: 14DyL-0-[0m
[32m[2024-05-28T07:57:45.923995Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:14DyL-\d+-): ok[0m
[2024-05-28T07:57:45.924305Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:45.924490Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", quiet=undef, fail_message="", timeout=60)
[2024-05-28T07:57:45.924603Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:45.924730Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:45.925343Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="jvePSAoN", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:45.925469Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279025000054389 seconds: # [0m
[32m[2024-05-28T07:57:45.926084Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:45.926735Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string", json_cmd_token="KhcRUgat")
[2024-05-28T07:57:45.927720Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Azgbn-\$?-", json_cmd_token="epyQVWyP", cmd="backend_type_string")
[2024-05-28T07:57:45.928536Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:45.928764Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=192, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo Azgbn-\$?-")
[2024-05-28T07:57:45.929454Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vUvPjycM", buffer_size=192, pattern=[
    "podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo Azgbn-\$?-"
  ], regexp="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo Azgbn-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:45.929691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000372126000002027 seconds: podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo Azgbn-$?-[0m
[32m[2024-05-28T07:57:45.930265Z] [debug] [pid:107057] >>> testapi::wait_serial: podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo Azgbn-$?-: ok[0m
[2024-05-28T07:57:45.930652Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GonDBaEW", cmd="backend_type_string")
[2024-05-28T07:57:45.930891Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:36 called testapi::assert_script_run
[2024-05-28T07:57:45.931037Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=60, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/Azgbn-\d+-/u)
[2024-05-28T07:57:45.931396Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:Azgbn-\\d+-)", buffer_size=undef, json_cmd_token="DLFIJUHs", quiet=undef, expect_not_found=0, timeout=60, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:Azgbn-\\d+-)")
[33m[2024-05-28T07:57:45.967192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0358269579992339 seconds: Azgbn-0-[0m
[32m[2024-05-28T07:57:45.967789Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Azgbn-\d+-): ok[0m
[2024-05-28T07:57:45.968050Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:45.968246Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:45.968434Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:45.968649Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:57:45.969383Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KmReUtWs", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:45.969553Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000374086999727297 seconds: # [0m
[32m[2024-05-28T07:57:45.970052Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:45.970589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="lDZdcFBW")
[2024-05-28T07:57:45.971362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo EB9rY-\$?-", json_cmd_token="lFosOlTa")
[2024-05-28T07:57:45.971690Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:45.971927Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo EB9rY-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=237, timeout=90)
[2024-05-28T07:57:45.972559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo EB9rY-\$?-", no_regex=1, record_output=undef, json_cmd_token="qbFYzZKY", buffer_size=237, pattern=[
    "podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo EB9rY-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:45.972667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000298724999083788 seconds: podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo EB9rY-$?-[0m
[32m[2024-05-28T07:57:45.972917Z] [debug] [pid:107057] >>> testapi::wait_serial: podman tag registry.opensuse.org/opensuse/tumbleweed localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo EB9rY-$?-: ok[0m
[2024-05-28T07:57:45.973183Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="keDdzwoL")
[2024-05-28T07:57:45.973371Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:39 called testapi::assert_script_run
[2024-05-28T07:57:45.973484Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/EB9rY-\d+-/u)
[2024-05-28T07:57:45.973834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:EB9rY-\\d+-)", pattern="(?^u:EB9rY-\\d+-)", buffer_size=undef, json_cmd_token="YVVJjBTr", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:46.012437Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0386528660001204 seconds: EB9rY-0-[0m
[32m[2024-05-28T07:57:46.012972Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EB9rY-\d+-): ok[0m
[2024-05-28T07:57:46.013182Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:46.013357Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", timeout=60, quiet=undef, fail_message="")
[2024-05-28T07:57:46.013523Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:46.013725Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:46.014294Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="DBDBNsQb", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:46.014417Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000276304999715649 seconds: # [0m
[32m[2024-05-28T07:57:46.014858Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.015290Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="ovOHNnXE", cmd="backend_type_string")
[2024-05-28T07:57:46.015860Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 2ouo6-\$?-", cmd="backend_type_string", json_cmd_token="xZkSOSMS")
[2024-05-28T07:57:46.016267Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:46.016519Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=207, regexp="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:46.017108Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="NJsCEuiA", buffer_size=207, pattern=[
    "podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-"
  ])
[33m[2024-05-28T07:57:46.017242Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000289915000394103 seconds: podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-$?-[0m
[32m[2024-05-28T07:57:46.017689Z] [debug] [pid:107057] >>> testapi::wait_serial: podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-$?-: ok[0m
[2024-05-28T07:57:46.018103Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="yKTlLons", cmd="backend_type_string")
[2024-05-28T07:57:46.018459Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:40 called testapi::assert_script_run
[2024-05-28T07:57:46.018716Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=60, regexp=qr/2ouo6-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:46.019397Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="VbdzUvnv", buffer_size=undef, pattern="(?^u:2ouo6-\\d+-)", regexp="(?^u:2ouo6-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=60)
[33m[2024-05-28T07:57:46.042297Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0230617970009916 seconds: 2ouo6-0-[0m
[32m[2024-05-28T07:57:46.042609Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2ouo6-\d+-): ok[0m
[2024-05-28T07:57:46.042729Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:46.042831Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:46.042935Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:46.043051Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:46.043443Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="oJmjtmLQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:46.043531Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204453999685938 seconds: # [0m
[32m[2024-05-28T07:57:46.043803Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.044098Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="CgUoEFNG", cmd="backend_type_string")
[2024-05-28T07:57:46.044490Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo w0Y3d-\$?-", json_cmd_token="pqVMAueq", cmd="backend_type_string")
[2024-05-28T07:57:46.044702Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:46.044859Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=196, regexp="podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo w0Y3d-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:46.045234Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo w0Y3d-\$?-", no_regex=1, record_output=undef, json_cmd_token="PmCPSUta", buffer_size=196, pattern=[
    "podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo w0Y3d-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:46.045327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207554001462995 seconds: podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo w0Y3d-$?-[0m
[32m[2024-05-28T07:57:46.045593Z] [debug] [pid:107057] >>> testapi::wait_serial: podman push localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo w0Y3d-$?-: ok[0m
[2024-05-28T07:57:46.045860Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="UOIYFnxB")
[2024-05-28T07:57:46.046097Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:43 called testapi::assert_script_run
[2024-05-28T07:57:46.046238Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/w0Y3d-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:46.046631Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:w0Y3d-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="aWwyIpWQ", buffer_size=undef, pattern="(?^u:w0Y3d-\\d+-)")
[33m[2024-05-28T07:57:46.093520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 23 loops & 0.0469454579997546 seconds: w0Y3d-0-[0m
[32m[2024-05-28T07:57:46.094062Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:w0Y3d-\d+-): ok[0m
[2024-05-28T07:57:46.094210Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:46.094304Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:46.094395Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:46.094494Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:46.095018Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LyeDIIMQ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:46.095108Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220764000914642 seconds: # [0m
[32m[2024-05-28T07:57:46.095417Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.095765Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="NXvVAEzq")
[2024-05-28T07:57:46.096262Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vJaqbbCH", text="; echo wNBZ4-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:46.096515Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:46.096637Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo wNBZ4-\$?-", timeout=90, buffer_size=203)
[2024-05-28T07:57:46.097077Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo wNBZ4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="SsGrCOBs", buffer_size=203, pattern=[
    "podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo wNBZ4-\$?-"
  ])
[33m[2024-05-28T07:57:46.097169Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212883000131114 seconds: podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo wNBZ4-$?-[0m
[32m[2024-05-28T07:57:46.097477Z] [debug] [pid:107057] >>> testapi::wait_serial: podman image rm -f localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo wNBZ4-$?-: ok[0m
[2024-05-28T07:57:46.097810Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UhWsggZY", cmd="backend_type_string")
[2024-05-28T07:57:46.098012Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:47 called testapi::assert_script_run
[2024-05-28T07:57:46.098124Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/wNBZ4-\d+-/u)
[2024-05-28T07:57:46.098492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:wNBZ4-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:wNBZ4-\\d+-)", buffer_size=undef, json_cmd_token="laayxDjt")
[33m[2024-05-28T07:57:46.122857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0244375410002249 seconds: wNBZ4-0-[0m
[32m[2024-05-28T07:57:46.123209Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wNBZ4-\d+-): ok[0m
[2024-05-28T07:57:46.123324Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:46.123420Z] [debug] [pid:107057] <<< testapi::script_run(cmd="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:57:46.123522Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:46.123644Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:46.124048Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LoqXfscR")
[33m[2024-05-28T07:57:46.124132Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019416299983277 seconds: # [0m
[32m[2024-05-28T07:57:46.124409Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.124685Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DQtaYimP", text="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string")
[2024-05-28T07:57:46.125054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NRIf6-\$?-", json_cmd_token="unIjDszK", cmd="backend_type_string")
[2024-05-28T07:57:46.125248Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:46.125391Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=192, timeout=90, regexp="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo NRIf6-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:57:46.125731Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo NRIf6-\$?-"
  ], buffer_size=192, json_cmd_token="EFXGRxfI", record_output=undef, no_regex=1, regexp="podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo NRIf6-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:46.125810Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169113000083598 seconds: podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo NRIf6-$?-[0m
[32m[2024-05-28T07:57:46.126071Z] [debug] [pid:107057] >>> testapi::wait_serial: podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo NRIf6-$?-: ok[0m
[2024-05-28T07:57:46.126322Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AhwotbGf", cmd="backend_type_string")
[2024-05-28T07:57:46.126540Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::script_run
[2024-05-28T07:57:46.126678Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/NRIf6-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:57:46.127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:NRIf6-\\d+-)", buffer_size=undef, json_cmd_token="mAUtEeZY", record_output=undef, no_regex=0, regexp="(?^u:NRIf6-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:46.150057Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0231215580006392 seconds: NRIf6-0-[0m
[32m[2024-05-28T07:57:46.150380Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NRIf6-\d+-): ok[0m
[2024-05-28T07:57:46.150502Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:46.150604Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman image rm -f registry.opensuse.org/opensuse/tumbleweed", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:57:46.150703Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:46.150819Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:46.151195Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rHxdauxA", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:46.151281Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194862999705947 seconds: # [0m
[32m[2024-05-28T07:57:46.151584Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.151957Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman image rm -f registry.opensuse.org/opensuse/tumbleweed", cmd="backend_type_string", json_cmd_token="QWhVAPik")
[2024-05-28T07:57:46.152480Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OGoESbVM", text="; echo Cbdpo-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:46.152678Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:46.152819Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=188, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="podman image rm -f registry.opensuse.org/opensuse/tumbleweed; echo Cbdpo-\$?-")
[2024-05-28T07:57:46.153182Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="podman image rm -f registry.opensuse.org/opensuse/tumbleweed; echo Cbdpo-\$?-", pattern=[
    "podman image rm -f registry.opensuse.org/opensuse/tumbleweed; echo Cbdpo-\$?-"
  ], buffer_size=188, json_cmd_token="oNKHEFUS", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:46.153273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199903999600792 seconds: podman image rm -f registry.opensuse.org/opensuse/tumbleweed; echo Cbdpo-$?-[0m
[32m[2024-05-28T07:57:46.153571Z] [debug] [pid:107057] >>> testapi::wait_serial: podman image rm -f registry.opensuse.org/opensuse/tumbleweed; echo Cbdpo-$?-: ok[0m
[2024-05-28T07:57:46.153930Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qWMGxMgf", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:46.154199Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:48 called testapi::assert_script_run
[2024-05-28T07:57:46.154381Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Cbdpo-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:46.154848Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Cbdpo-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cAbjopxb", buffer_size=undef, pattern="(?^u:Cbdpo-\\d+-)")
[33m[2024-05-28T07:57:46.509576Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.354773523999029 seconds: Cbdpo-0-[0m
[32m[2024-05-28T07:57:46.510414Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Cbdpo-\d+-): ok[0m
[2024-05-28T07:57:46.510675Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:46.510879Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", timeout=60, fail_message="", quiet=undef)
[2024-05-28T07:57:46.511084Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:46.511314Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:46.511944Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="jtzdLWhl", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:46.512068Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229884000873426 seconds: # [0m
[32m[2024-05-28T07:57:46.512439Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.512839Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XiomDbrq", text="! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string")
[2024-05-28T07:57:46.513416Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DluXDNxi", text="; echo FVMNq-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:46.513832Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:46.514029Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo FVMNq-\$?-", buffer_size=194, timeout=90)
[2024-05-28T07:57:46.514689Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="wdGgzVCJ", buffer_size=194, pattern=[
    "! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo FVMNq-\$?-"
  ], regexp="! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo FVMNq-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:46.514789Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219514000491472 seconds: ! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo FVMNq-$?-[0m
[32m[2024-05-28T07:57:46.515136Z] [debug] [pid:107057] >>> testapi::wait_serial: ! podman images | grep 'registry.opensuse.org/opensuse/tumbleweed'; echo FVMNq-$?-: ok[0m
[2024-05-28T07:57:46.515541Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="fRcYvXfy", cmd="backend_type_string")
[2024-05-28T07:57:46.515974Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:53 called testapi::assert_script_run
[2024-05-28T07:57:46.516185Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/FVMNq-\d+-/u, buffer_size=undef, timeout=60)
[2024-05-28T07:57:46.516726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=60, regexp="(?^u:FVMNq-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="NyHBbhHX", buffer_size=undef, pattern="(?^u:FVMNq-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:46.538876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0222469830005139 seconds: FVMNq-0-[0m
[32m[2024-05-28T07:57:46.539251Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:FVMNq-\d+-): ok[0m
[2024-05-28T07:57:46.539381Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:46.539483Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", timeout=60, quiet=undef, fail_message="")
[2024-05-28T07:57:46.539583Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:46.539701Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:57:46.540162Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="PaRLydzX", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:46.540266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002313029999641 seconds: # [0m
[32m[2024-05-28T07:57:46.540566Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.540916Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", json_cmd_token="eYRUyMKc")
[2024-05-28T07:57:46.541423Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IZkCXrZy", text="; echo foqJK-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:46.541660Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:46.541811Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo foqJK-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=209)
[2024-05-28T07:57:46.542272Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo foqJK-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo foqJK-\$?-"
  ], buffer_size=209, json_cmd_token="RxAYbmPw")
[33m[2024-05-28T07:57:46.542369Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215932999708457 seconds: ! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo foqJK-$?-[0m
[32m[2024-05-28T07:57:46.542690Z] [debug] [pid:107057] >>> testapi::wait_serial: ! podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo foqJK-$?-: ok[0m
[2024-05-28T07:57:46.543045Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="AJZxBBZn")
[2024-05-28T07:57:46.543308Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:54 called testapi::assert_script_run
[2024-05-28T07:57:46.543445Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/foqJK-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=60)
[2024-05-28T07:57:46.543882Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:foqJK-\\d+-)", buffer_size=undef, json_cmd_token="ieHlKQoW", record_output=undef, no_regex=0, regexp="(?^u:foqJK-\\d+-)", timeout=60, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:46.565542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0217335439992894 seconds: foqJK-0-[0m
[32m[2024-05-28T07:57:46.565946Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:foqJK-\d+-): ok[0m
[2024-05-28T07:57:46.566081Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:46.566187Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:46.566290Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:46.566407Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:57:46.566888Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fqtaHyYf", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:46.566988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216343998545199 seconds: # [0m
[32m[2024-05-28T07:57:46.567306Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:46.567682Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed", json_cmd_token="bsDXIBWj", cmd="backend_type_string")
[2024-05-28T07:57:46.568176Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo hPu2S-\$?-", json_cmd_token="PjmgqePX", cmd="backend_type_string")
[2024-05-28T07:57:46.568419Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:46.568560Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=196, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo hPu2S-\$?-")
[2024-05-28T07:57:46.569005Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo hPu2S-\$?-", record_output=undef, no_regex=1, json_cmd_token="WwyKEPjq", buffer_size=196, pattern=[
    "podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo hPu2S-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:46.569106Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021771399951831 seconds: podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo hPu2S-$?-[0m
[32m[2024-05-28T07:57:46.569414Z] [debug] [pid:107057] >>> testapi::wait_serial: podman pull localhost:5000/registry.opensuse.org/opensuse/tumbleweed; echo hPu2S-$?-: ok[0m
[2024-05-28T07:57:46.569751Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sYyybkuj", cmd="backend_type_string")
[2024-05-28T07:57:46.569998Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:57 called testapi::assert_script_run
[2024-05-28T07:57:46.570133Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/hPu2S-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:46.570548Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="hofbFwGG", buffer_size=undef, pattern="(?^u:hPu2S-\\d+-)", regexp="(?^u:hPu2S-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.443604Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 60 loops & 2.87301230599951 seconds: hPu2S-0-[0m
[32m[2024-05-28T07:57:49.444712Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hPu2S-\d+-): ok[0m
[2024-05-28T07:57:49.445076Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:49.445301Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", timeout=60, fail_message="", quiet=undef)
[2024-05-28T07:57:49.445572Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:49.445807Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:57:49.446770Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="DvkLBlqa", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:49.446966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000445507999756956 seconds: # [0m
[32m[2024-05-28T07:57:49.447446Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.448050Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pgqJVBzo", text="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'", cmd="backend_type_string")
[2024-05-28T07:57:49.448939Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 2ouo6-\$?-", json_cmd_token="ZRhTqTRR", cmd="backend_type_string")
[2024-05-28T07:57:49.449372Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:49.449636Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=207)
[2024-05-28T07:57:49.450393Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-"
  ], buffer_size=207, json_cmd_token="HrTdsndx", no_regex=1, record_output=undef, regexp="podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:49.450577Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000414506999732112 seconds: podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-$?-[0m
[32m[2024-05-28T07:57:49.451138Z] [debug] [pid:107057] >>> testapi::wait_serial: podman images | grep 'localhost:5000/registry.opensuse.org/opensuse/tumbleweed'; echo 2ouo6-$?-: ok[0m
[2024-05-28T07:57:49.451731Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AQBrYkUe", cmd="backend_type_string")
[2024-05-28T07:57:49.452183Z] [debug] [pid:107057] tests/containers/registry.pm:96 called registry::registry_push_pull -> tests/containers/registry.pm:58 called testapi::assert_script_run
[2024-05-28T07:57:49.452443Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/2ouo6-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=60)
[2024-05-28T07:57:49.452920Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="bcqigrat", buffer_size=undef, pattern="(?^u:2ouo6-\\d+-)", regexp="(?^u:2ouo6-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=60)
[33m[2024-05-28T07:57:49.491435Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0386012350008968 seconds: 2ouo6-0-[0m
[32m[2024-05-28T07:57:49.491790Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2ouo6-\d+-): ok[0m
[2024-05-28T07:57:49.491966Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.492091Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman ps -q | xargs -r podman stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:57:49.492210Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.492335Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.492929Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="mnpKPJPi", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:49.493038Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244884999119677 seconds: # [0m
[32m[2024-05-28T07:57:49.493322Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.493643Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LFqDPIiR", text="podman ps -q | xargs -r podman stop", cmd="backend_type_string")
[2024-05-28T07:57:49.494105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo EJSOv-\$?-", json_cmd_token="mCwhPgqC")
[2024-05-28T07:57:49.494324Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.494482Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, regexp="podman ps -q | xargs -r podman stop; echo EJSOv-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:49.494865Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BZXnfulX", buffer_size=163, pattern=[
    "podman ps -q | xargs -r podman stop; echo EJSOv-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="podman ps -q | xargs -r podman stop; echo EJSOv-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:49.494954Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193484000192257 seconds: podman ps -q | xargs -r podman stop; echo EJSOv-$?-[0m
[32m[2024-05-28T07:57:49.495237Z] [debug] [pid:107057] >>> testapi::wait_serial: podman ps -q | xargs -r podman stop; echo EJSOv-$?-: ok[0m
[2024-05-28T07:57:49.495533Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="zxMXaLdg", cmd="backend_type_string")
[2024-05-28T07:57:49.495744Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.495893Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/EJSOv-\d+-/u)
[2024-05-28T07:57:49.496248Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:EJSOv-\\d+-)", timeout=180, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:EJSOv-\\d+-)", buffer_size=undef, json_cmd_token="PRYZpAsw")
[33m[2024-05-28T07:57:49.523102Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0269124240003293 seconds: EJSOv-0-[0m
[32m[2024-05-28T07:57:49.523478Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EJSOv-\d+-): ok[0m
[2024-05-28T07:57:49.523664Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.523803Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.524213Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="kYuRADWi", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:49.524303Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189212998520816 seconds: # [0m
[32m[2024-05-28T07:57:49.524585Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.524668Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.524719Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptBTLGK.sh :\n \"cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-\" \n")
[2024-05-28T07:57:49.525004Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-\n", json_cmd_token="twGSSJVT")
[2024-05-28T07:57:49.525193Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.525301Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.525668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="QxcJQkZK", buffer_size=undef, pattern=[
    "cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-\$?-"
  ])
[33m[2024-05-28T07:57:49.525758Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019437299852143 seconds: cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-$?-[0m
[32m[2024-05-28T07:57:49.526010Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptBTLGK.sh << 'EOT_BTLGK'; echo BTLGK-$?-: ok[0m
[2024-05-28T07:57:49.526098Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.526204Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.526563Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="pfnjcKun")
[33m[2024-05-28T07:57:49.526638Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175912999111461 seconds: > [0m
[32m[2024-05-28T07:57:49.526869Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:49.527150Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XFwfrhog", text="podman version | awk '/^Version:/ { print \$2 }'\nEOT_BTLGK\n", cmd="backend_type_string")
[2024-05-28T07:57:49.527338Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.527445Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_BTLGK", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.527801Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_BTLGK", record_output=undef, no_regex=1, json_cmd_token="pJYMFjvb", buffer_size=undef, pattern=[
    "> EOT_BTLGK"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:49.527889Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188342999535962 seconds: > EOT_BTLGK[0m
[32m[2024-05-28T07:57:49.528127Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_BTLGK: ok[0m
[2024-05-28T07:57:49.528212Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.528323Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="BTLGK-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.528670Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="UayWhEns", buffer_size=undef, pattern="BTLGK-0-", regexp="BTLGK-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.529009Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000429527999585844 seconds: BTLGK-0-[0m
[32m[2024-05-28T07:57:49.529230Z] [debug] [pid:107057] >>> testapi::wait_serial: BTLGK-0-: ok[0m
[2024-05-28T07:57:49.529320Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.529426Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.529755Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WbAYkiPM", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:49.529829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166322999575641 seconds: # [0m
[32m[2024-05-28T07:57:49.530049Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.530285Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dBJxsIeN", text="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:49.530451Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.530560Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-")
[2024-05-28T07:57:49.530859Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dRvUXBuq", buffer_size=undef, pattern=[
    "echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-\$?-"
  ])
[33m[2024-05-28T07:57:49.530935Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164422999660019 seconds: echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-$?-[0m
[32m[2024-05-28T07:57:49.531193Z] [debug] [pid:107057] >>> testapi::wait_serial: echo BTLGK; bash -oe pipefail /tmp/scriptBTLGK.sh ; echo SCRIPT_FINISHEDBTLGK-$?-: ok[0m
[2024-05-28T07:57:49.531278Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:316 called containers::utils::get_podman_version -> lib/containers/utils.pm:38 called testapi::script_output
[2024-05-28T07:57:49.531380Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDBTLGK-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.531678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="hPiiLMDK", buffer_size=undef, pattern="SCRIPT_FINISHEDBTLGK-\\d+-", regexp="SCRIPT_FINISHEDBTLGK-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.559038Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0273862319991167 seconds: SCRIPT_FINISHEDBTLGK-0-[0m
[32m[2024-05-28T07:57:49.559502Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDBTLGK-\d+-: ok[0m
[2024-05-28T07:57:49.559709Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:319 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.559818Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman rm --force --all", timeout=120, quiet=undef, fail_message="")
[2024-05-28T07:57:49.559929Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:319 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.560062Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.560449Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jdrLXSyh", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:49.560538Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187563999133999 seconds: # [0m
[32m[2024-05-28T07:57:49.560803Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.561095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman rm --force --all", cmd="backend_type_string", json_cmd_token="rlzdeZQF")
[2024-05-28T07:57:49.561490Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo uwhxa-\$?-", cmd="backend_type_string", json_cmd_token="EYJorPjB")
[2024-05-28T07:57:49.561685Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:319 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.561823Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=151, regexp="podman rm --force --all; echo uwhxa-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:49.562153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="iItguZSE", buffer_size=151, pattern=[
    "podman rm --force --all; echo uwhxa-\$?-"
  ], regexp="podman rm --force --all; echo uwhxa-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.562235Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176313000338268 seconds: podman rm --force --all; echo uwhxa-$?-[0m
[32m[2024-05-28T07:57:49.562484Z] [debug] [pid:107057] >>> testapi::wait_serial: podman rm --force --all; echo uwhxa-$?-: ok[0m
[2024-05-28T07:57:49.562727Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wqdZIfOz")
[2024-05-28T07:57:49.562922Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:319 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.563068Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/uwhxa-\d+-/u)
[2024-05-28T07:57:49.563385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KHNfIXJm", buffer_size=undef, pattern="(?^u:uwhxa-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=120, regexp="(?^u:uwhxa-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:49.583569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0202100480000809 seconds: uwhxa-0-[0m
[32m[2024-05-28T07:57:49.583912Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uwhxa-\d+-): ok[0m
Odd number of elements in hash assignment at opensuse/lib/containers/engine.pm line 32.
	containers::engine::_engine_script_run(containers::podman=HASH(0x55966c325170), "system prune -f --external", 300) called at opensuse/lib/containers/engine.pm line 322
	containers::engine::cleanup_system_host(containers::podman=HASH(0x55966c325170)) called at opensuse/tests/containers/registry.pm line 97
	registry::run(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(registry=HASH(0x55966c006b98)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:57:49.584491Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:322 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:57:49.584626Z] [debug] [pid:107057] <<< testapi::script_run(cmd="podman system prune -f --external", 300=undef, timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:57:49.584739Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:322 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:57:49.584862Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.585236Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="iqwPBdaG", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:49.585326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188682999578305 seconds: # [0m
[32m[2024-05-28T07:57:49.585594Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.585899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="podman system prune -f --external", json_cmd_token="lqakErzj")
[2024-05-28T07:57:49.586295Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo eGFd5-\$?-", json_cmd_token="ezSwOPQR", cmd="backend_type_string")
[2024-05-28T07:57:49.586496Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:322 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:57:49.586634Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="podman system prune -f --external; echo eGFd5-\$?-", buffer_size=161, timeout=90)
[2024-05-28T07:57:49.587008Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="podman system prune -f --external; echo eGFd5-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "podman system prune -f --external; echo eGFd5-\$?-"
  ], buffer_size=161, json_cmd_token="BhWVCyen")
[33m[2024-05-28T07:57:49.587097Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193693000255735 seconds: podman system prune -f --external; echo eGFd5-$?-[0m
[32m[2024-05-28T07:57:49.587359Z] [debug] [pid:107057] >>> testapi::wait_serial: podman system prune -f --external; echo eGFd5-$?-: ok[0m
[2024-05-28T07:57:49.587648Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OwKPySnT", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:49.587863Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:322 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:57:49.587999Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/eGFd5-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T07:57:49.588379Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="vOhhlzSI", buffer_size=undef, pattern="(?^u:eGFd5-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:eGFd5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:57:49.608180Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0198723519988562 seconds: eGFd5-0-[0m
[32m[2024-05-28T07:57:49.608504Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:eGFd5-\d+-): ok[0m
[2024-05-28T07:57:49.608637Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.608741Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman volume prune -f", timeout=300, fail_message="", quiet=undef)
[2024-05-28T07:57:49.608847Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.608966Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:49.609350Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EjLyOUkW", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:49.609438Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184972999704769 seconds: # [0m
[32m[2024-05-28T07:57:49.609714Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.610023Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="podman volume prune -f", json_cmd_token="yqdLXZEm")
[2024-05-28T07:57:49.610416Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo VsB_k-\$?-", json_cmd_token="HzIDmvdr", cmd="backend_type_string")
[2024-05-28T07:57:49.610605Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.610727Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="podman volume prune -f; echo VsB_k-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=150)
[2024-05-28T07:57:49.611095Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "podman volume prune -f; echo VsB_k-\$?-"
  ], buffer_size=150, json_cmd_token="CwYtNZbT", record_output=undef, no_regex=1, regexp="podman volume prune -f; echo VsB_k-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:49.611183Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190752998605603 seconds: podman volume prune -f; echo VsB_k-$?-[0m
[32m[2024-05-28T07:57:49.611420Z] [debug] [pid:107057] >>> testapi::wait_serial: podman volume prune -f; echo VsB_k-$?-: ok[0m
[2024-05-28T07:57:49.611700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lAbuiUfn", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:49.611895Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.612051Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/VsB_k-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T07:57:49.612630Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:VsB_k-\\d+-)", timeout=300, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:VsB_k-\\d+-)", buffer_size=undef, json_cmd_token="RHKrCgmL")
[33m[2024-05-28T07:57:49.632354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0198283619993163 seconds: VsB_k-0-[0m
[32m[2024-05-28T07:57:49.632909Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:VsB_k-\d+-): ok[0m
[2024-05-28T07:57:49.633132Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.633311Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="podman system prune -a -f", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:57:49.633494Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.633704Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:49.634515Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="REmIkSMx", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:49.634714Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000413877000028151 seconds: # [0m
[32m[2024-05-28T07:57:49.635266Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.635767Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman system prune -a -f", json_cmd_token="LWzIPlRy", cmd="backend_type_string")
[2024-05-28T07:57:49.636242Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo tHhVi-\$?-", json_cmd_token="UcnoeCKz")
[2024-05-28T07:57:49.636473Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.636614Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="podman system prune -a -f; echo tHhVi-\$?-")
[2024-05-28T07:57:49.637054Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="podman system prune -a -f; echo tHhVi-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ttRpeCIk", buffer_size=153, pattern=[
    "podman system prune -a -f; echo tHhVi-\$?-"
  ])
[33m[2024-05-28T07:57:49.637162Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236304000281962 seconds: podman system prune -a -f; echo tHhVi-$?-[0m
[32m[2024-05-28T07:57:49.637443Z] [debug] [pid:107057] >>> testapi::wait_serial: podman system prune -a -f; echo tHhVi-$?-: ok[0m
[2024-05-28T07:57:49.637948Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SiPYqmxN", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:49.638385Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:57:49.638645Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/tHhVi-\d+-/u)
[2024-05-28T07:57:49.639410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="UCTpNFUk", buffer_size=undef, pattern="(?^u:tHhVi-\\d+-)", regexp="(?^u:tHhVi-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T07:57:49.962006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.322773461000907 seconds: tHhVi-0-[0m
[32m[2024-05-28T07:57:49.962586Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tHhVi-\d+-): ok[0m
[2024-05-28T07:57:49.962800Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.962924Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.963510Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LYcgnDRs", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.963618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250024000706617 seconds: # [0m
[32m[2024-05-28T07:57:49.963933Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.964030Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.964087Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptKcYzr.sh :\n \"cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-\$?-\" \n")
[2024-05-28T07:57:49.964508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-\$?-\n", json_cmd_token="IWwQmfgl")
[2024-05-28T07:57:49.964784Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.964899Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.965425Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-\$?-"
  ], buffer_size=undef, json_cmd_token="MtVJPtbH", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-\$?-")
[33m[2024-05-28T07:57:49.965537Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238884000282269 seconds: cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-$?-[0m
[32m[2024-05-28T07:57:49.965857Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptKcYzr.sh << 'EOT_KcYzr'; echo KcYzr-$?-: ok[0m
[2024-05-28T07:57:49.965951Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.966057Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.966560Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="VuAHfzkD", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:57:49.966648Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000212123999517644 seconds: > [0m
[32m[2024-05-28T07:57:49.966954Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:49.967317Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AHubFFnU", text="podman container ls -q\nEOT_KcYzr\n", cmd="backend_type_string")
[2024-05-28T07:57:49.967545Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.967658Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_KcYzr", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.968107Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZGpysiKp", buffer_size=undef, pattern=[
    "> EOT_KcYzr"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_KcYzr", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:49.968225Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251715000558761 seconds: > EOT_KcYzr[0m
[32m[2024-05-28T07:57:49.968485Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_KcYzr: ok[0m
[2024-05-28T07:57:49.968585Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.968691Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="KcYzr-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:49.969113Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TCggKHLC", buffer_size=undef, pattern="KcYzr-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="KcYzr-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:57:49.969377Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000362895998478052 seconds: KcYzr-0-[0m
[32m[2024-05-28T07:57:49.969636Z] [debug] [pid:107057] >>> testapi::wait_serial: KcYzr-0-: ok[0m
[2024-05-28T07:57:49.969730Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.969833Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:57:49.970254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="CgFqEtEB", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:49.970358Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225052999667241 seconds: # [0m
[32m[2024-05-28T07:57:49.970612Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.970949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-\$?-\n", json_cmd_token="lsyxTeWc")
[2024-05-28T07:57:49.971177Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.971292Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.971724Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IZzCwomh", buffer_size=undef, pattern=[
    "echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:49.971833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238443999478477 seconds: echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-$?-[0m
[32m[2024-05-28T07:57:49.972099Z] [debug] [pid:107057] >>> testapi::wait_serial: echo KcYzr; bash -oe pipefail /tmp/scriptKcYzr.sh ; echo SCRIPT_FINISHEDKcYzr-$?-: ok[0m
[2024-05-28T07:57:49.972203Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.972308Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, no_regex=0, quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDKcYzr-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:49.972729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDKcYzr-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDKcYzr-\\d+-", buffer_size=undef, json_cmd_token="lPMpZEjT")
[33m[2024-05-28T07:57:49.996669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0240346350001346 seconds: SCRIPT_FINISHEDKcYzr-0-[0m
[32m[2024-05-28T07:57:49.997156Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDKcYzr-\d+-: ok[0m
[2024-05-28T07:57:49.997374Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T07:57:49.997539Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T07:57:49.997833Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.997978Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:49.998462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZFDDkMMU", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:49.998568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231513999096933 seconds: # [0m
[32m[2024-05-28T07:57:49.998845Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:49.998932Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.998987Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptsW3_4.sh :\n \"cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-\$?-\" \n")
[2024-05-28T07:57:49.999323Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-\$?-\n", json_cmd_token="cAoDpAYK")
[2024-05-28T07:57:49.999543Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:49.999662Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:50.000122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="UnUeZUyC", buffer_size=undef, pattern=[
    "cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-\$?-"
  ], regexp="cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:50.000234Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248254000325687 seconds: cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-$?-[0m
[32m[2024-05-28T07:57:50.000492Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptsW3_4.sh << 'EOT_sW3_4'; echo sW3_4-$?-: ok[0m
[2024-05-28T07:57:50.000584Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.000690Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> ")
[2024-05-28T07:57:50.001116Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="zzItAszA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:50.001204Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214114001209964 seconds: > [0m
[32m[2024-05-28T07:57:50.001452Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:50.001777Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="podman images -q\nEOT_sW3_4\n", cmd="backend_type_string", json_cmd_token="zTWydogy")
[2024-05-28T07:57:50.001984Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.002095Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_sW3_4", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:50.002574Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_sW3_4", pattern=[
    "> EOT_sW3_4"
  ], buffer_size=undef, json_cmd_token="MVZKbxIk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:50.002699Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242633999732789 seconds: > EOT_sW3_4[0m
[32m[2024-05-28T07:57:50.003026Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_sW3_4: ok[0m
[2024-05-28T07:57:50.003147Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.003263Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="sW3_4-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:57:50.003748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="sW3_4-0-", buffer_size=undef, json_cmd_token="fFBMiEWL", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="sW3_4-0-")
[33m[2024-05-28T07:57:50.003864Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239474000409245 seconds: sW3_4-0-[0m
[32m[2024-05-28T07:57:50.004134Z] [debug] [pid:107057] >>> testapi::wait_serial: sW3_4-0-: ok[0m
[2024-05-28T07:57:50.004242Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.004347Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:50.004791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FXnZyeod", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:50.004880Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000223392999032512 seconds: # [0m
[32m[2024-05-28T07:57:50.005144Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:50.005488Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-\$?-\n", json_cmd_token="sgihWLuW")
[2024-05-28T07:57:50.005701Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.005813Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-\$?-")
[2024-05-28T07:57:50.006289Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="yHpNIgeb", buffer_size=undef, pattern=[
    "echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-\$?-"
  ])
[33m[2024-05-28T07:57:50.006381Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019625300046755 seconds: echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-$?-[0m
[32m[2024-05-28T07:57:50.006616Z] [debug] [pid:107057] >>> testapi::wait_serial: echo sW3_4; bash -oe pipefail /tmp/scriptsW3_4.sh ; echo SCRIPT_FINISHEDsW3_4-$?-: ok[0m
[2024-05-28T07:57:50.006707Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:57:50.006811Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDsW3_4-\\d+-")
[2024-05-28T07:57:50.007135Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDsW3_4-\\d+-", buffer_size=undef, json_cmd_token="YzVhNlai", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDsW3_4-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:50.028047Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0209251699998276 seconds: SCRIPT_FINISHEDsW3_4-0-[0m
[32m[2024-05-28T07:57:50.028677Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDsW3_4-\d+-: ok[0m
[2024-05-28T07:57:50.028812Z] [debug] [pid:107057] tests/containers/registry.pm:97 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:57:50.028906Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T07:57:50.029390Z] [debug] [pid:107057] ||| finished registry containers (runtime: 31 s)[0m
[1;34m[2024-05-28T07:57:50.030702Z] [debug] [pid:107057] ||| starting buildah_docker tests/containers/buildah.pm[0m
[2024-05-28T07:57:50.031326Z] [debug] [pid:107057] tests/containers/buildah.pm:26 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:57:50.031398Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:57:50.031967Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.032123Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:57:50.032526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="efhbNRmo", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:50.032615Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197033001313685 seconds: # [0m
[32m[2024-05-28T07:57:50.032909Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:50.032995Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.033058Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:57:50.033365Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MIqdKVmW", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:50.033643Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.033884Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[2024-05-28T07:57:50.034291Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wIfzIIsw", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:50.034380Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197553999896627 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:57:50.034658Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:57:50.034761Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.034891Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:50.035277Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="uAkZSuoj", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:50.035358Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000188874000741635 seconds: > [0m
[32m[2024-05-28T07:57:50.035622Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:50.035932Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tuafkedl", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:57:50.036137Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.036280Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_n1~0x")
[2024-05-28T07:57:50.036665Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_n1~0x", pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="QUnNHIGE", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:50.036754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193644000319182 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:57:50.036989Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:57:50.037067Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.037170Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp="n1~0x-0-", buffer_size=undef, timeout=90)
[2024-05-28T07:57:50.037532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="n1~0x-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="QHWbOdoa")
[33m[2024-05-28T07:57:50.037627Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190654000107315 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:57:50.037861Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:57:50.037943Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.038045Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:57:50.038364Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="MMOlkLJs", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:50.038426Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00015515300037805 seconds: # [0m
[32m[2024-05-28T07:57:50.038693Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:50.038964Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dnNunALE", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:57:50.039146Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.039258Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:50.039574Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, record_output=undef, json_cmd_token="cxYlHkMD", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:50.039658Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017163300071843 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:57:50.039881Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:57:50.039960Z] [debug] [pid:107057] tests/containers/buildah.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:57:50.040073Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:50.040384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="LWWTPJAm", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:50.043437Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00312839400066878 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:57:50.043714Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/tests/containers/buildah.pm line 27
	buildah::run(buildah=HASH(0x55966c02d0a0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(buildah=HASH(0x55966c02d0a0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/tests/containers/buildah.pm line 27
	buildah::run(buildah=HASH(0x55966c02d0a0), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(buildah=HASH(0x55966c02d0a0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:57:50.044555Z] [debug] [pid:107057] tests/containers/buildah.pm:32 called testapi::record_info
[2024-05-28T07:57:50.044639Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Install buildah along with docker", result="ok")
[2024-05-28T07:57:50.044787Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:125 called testapi::script_run
[2024-05-28T07:57:50.044879Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which buildah", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:57:50.044967Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:125 called testapi::script_run
[2024-05-28T07:57:50.045064Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:50.045385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="CFsKkSUs", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:50.045459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159892999363365 seconds: # [0m
[32m[2024-05-28T07:57:50.045684Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:50.045947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="which buildah", json_cmd_token="hMGfLpdK")
[2024-05-28T07:57:50.046299Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rwSmY-\$?-", json_cmd_token="DpRZRGkb")
[2024-05-28T07:57:50.046471Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:125 called testapi::script_run
[2024-05-28T07:57:50.046580Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="which buildah; echo rwSmY-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=141)
[2024-05-28T07:57:50.046920Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="which buildah; echo rwSmY-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HLxPznrS", buffer_size=141, pattern=[
    "which buildah; echo rwSmY-\$?-"
  ])
[33m[2024-05-28T07:57:50.047006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191113000255427 seconds: which buildah; echo rwSmY-$?-[0m
[32m[2024-05-28T07:57:50.047231Z] [debug] [pid:107057] >>> testapi::wait_serial: which buildah; echo rwSmY-$?-: ok[0m
[2024-05-28T07:57:50.047483Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MJWqRGdw", text="\n", cmd="backend_type_string")
[2024-05-28T07:57:50.047672Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:125 called testapi::script_run
[2024-05-28T07:57:50.047782Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/rwSmY-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:57:50.048157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:rwSmY-\\d+-)", buffer_size=undef, json_cmd_token="TLnaEWxq", record_output=undef, no_regex=0, regexp="(?^u:rwSmY-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:50.049158Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00109444900044764 seconds: rwSmY-1-[0m
[32m[2024-05-28T07:57:50.049513Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rwSmY-\d+-): ok[0m
[2024-05-28T07:57:50.049673Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:137 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:50.049783Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in buildah | cat; ( exit \${PIPESTATUS[0]} )", quiet=undef, output="", timeout=300, die_on_timeout=1)
[2024-05-28T07:57:50.049874Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:137 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:50.049975Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:50.050326Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BQQZUQqH", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:50.050409Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018769300004351 seconds: # [0m
[32m[2024-05-28T07:57:50.050645Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:50.050904Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="zypper -n in buildah | cat; ( exit \${PIPESTATUS[0]} )", json_cmd_token="beeTCxfV", cmd="backend_type_string")
[2024-05-28T07:57:50.051251Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo il7BQ-\$?-", json_cmd_token="oFVLIZrn")
[2024-05-28T07:57:50.051424Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:137 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:50.051538Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=181, regexp="zypper -n in buildah | cat; ( exit \${PIPESTATUS[0]} ); echo il7BQ-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:50.051885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="TMYHEnug", buffer_size=181, pattern=[
    "zypper -n in buildah | cat; ( exit \${PIPESTATUS[0]} ); echo il7BQ-\$?-"
  ], regexp="zypper -n in buildah | cat; ( exit \${PIPESTATUS[0]} ); echo il7BQ-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:50.051972Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195873999473406 seconds: zypper -n in buildah | cat; ( exit ${PIPESTATUS[0]} ); echo il7BQ-$?-[0m
[32m[2024-05-28T07:57:50.052213Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in buildah | cat; ( exit ${PIPESTATUS[0]} ); echo il7BQ-$?-: ok[0m
[2024-05-28T07:57:50.052469Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="JnKmAERh")
[2024-05-28T07:57:50.052725Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:137 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:50.052860Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/il7BQ-\d+-/u, buffer_size=undef, timeout=300)
[2024-05-28T07:57:50.053232Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:il7BQ-\\d+-)", timeout=300, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:il7BQ-\\d+-)", buffer_size=undef, json_cmd_token="BJmSNUaD")
[33m[2024-05-28T07:57:56.273353Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 45 loops & 6.22011971100073 seconds: il7BQ-0-[0m
[32m[2024-05-28T07:57:56.274193Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:il7BQ-\d+-): ok[0m
[2024-05-28T07:57:56.274438Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:140 called testapi::assert_script_run
[2024-05-28T07:57:56.274558Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! buildah info | grep Failed", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:56.274676Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:140 called testapi::assert_script_run
[2024-05-28T07:57:56.274804Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:56.275615Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sUGSzoPx", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.275781Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000357566999809933 seconds: # [0m
[32m[2024-05-28T07:57:56.276212Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.276676Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! buildah info | grep Failed", json_cmd_token="LhNihXHq", cmd="backend_type_string")
[2024-05-28T07:57:56.277369Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo L7XlT-\$?-", json_cmd_token="vfjSpyek", cmd="backend_type_string")
[2024-05-28T07:57:56.277709Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:140 called testapi::assert_script_run
[2024-05-28T07:57:56.277871Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=156, timeout=90, regexp="! buildah info | grep Failed; echo L7XlT-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:57:56.278418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WTMaWBBS", buffer_size=156, pattern=[
    "! buildah info | grep Failed; echo L7XlT-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="! buildah info | grep Failed; echo L7XlT-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:56.278529Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244794000536785 seconds: ! buildah info | grep Failed; echo L7XlT-$?-[0m
[32m[2024-05-28T07:57:56.278925Z] [debug] [pid:107057] >>> testapi::wait_serial: ! buildah info | grep Failed; echo L7XlT-$?-: ok[0m
[2024-05-28T07:57:56.279370Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zBbVThfI")
[2024-05-28T07:57:56.279729Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:140 called testapi::assert_script_run
[2024-05-28T07:57:56.279887Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/L7XlT-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.280407Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:L7XlT-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="seHhnBcs", buffer_size=undef, pattern="(?^u:L7XlT-\\d+-)")
[33m[2024-05-28T07:57:56.306950Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0266436990004877 seconds: L7XlT-0-[0m
[32m[2024-05-28T07:57:56.307332Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:L7XlT-\d+-): ok[0m
[2024-05-28T07:57:56.307509Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.307647Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:57:56.308067Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QQkKbHnv", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.308158Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199714000700624 seconds: # [0m
[32m[2024-05-28T07:57:56.308452Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.308543Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.308606Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptOR4g~.sh :\n \"cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-\" \n")
[2024-05-28T07:57:56.308954Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-\n", json_cmd_token="ikWIXUXm", cmd="backend_type_string")
[2024-05-28T07:57:56.309186Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.309326Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:56.309779Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-"
  ], buffer_size=undef, json_cmd_token="OAcwYnqX", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.309886Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235913999858894 seconds: cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-$?-[0m
[32m[2024-05-28T07:57:56.310160Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-$?-: ok[0m
[2024-05-28T07:57:56.310270Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.310398Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="> ")
[2024-05-28T07:57:56.310850Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="TJNjVtPO")
[33m[2024-05-28T07:57:56.310938Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000212742999792681 seconds: > [0m
[32m[2024-05-28T07:57:56.311291Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:56.311653Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vJwoiRUS", text="buildah info\nEOT_OR4g~\n", cmd="backend_type_string")
[2024-05-28T07:57:56.311884Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.312031Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_OR4g~", buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.312479Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_OR4g~", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="edXqAGun", buffer_size=undef, pattern=[
    "> EOT_OR4g~"
  ])
[33m[2024-05-28T07:57:56.312565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184643000466167 seconds: > EOT_OR4g~[0m
[32m[2024-05-28T07:57:56.312884Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_OR4g~: ok[0m
[2024-05-28T07:57:56.312965Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.313069Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="OR4g~-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.313497Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="OR4g~-0-", pattern="OR4g~-0-", buffer_size=undef, json_cmd_token="UyiEgQyg", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.313612Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191903000086313 seconds: OR4g~-0-[0m
[32m[2024-05-28T07:57:56.313937Z] [debug] [pid:107057] >>> testapi::wait_serial: OR4g~-0-: ok[0m
[2024-05-28T07:57:56.314024Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.314131Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:56.314555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="imNtpyzp", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.314623Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00016558300012548 seconds: # [0m
[32m[2024-05-28T07:57:56.314917Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.315249Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-\n", json_cmd_token="EPbtKlLy")
[2024-05-28T07:57:56.315478Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.315598Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.316016Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-"
  ], buffer_size=undef, json_cmd_token="gNtlbYbO", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-")
[33m[2024-05-28T07:57:56.316099Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001843629997893 seconds: echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-$?-[0m
[32m[2024-05-28T07:57:56.316348Z] [debug] [pid:107057] >>> testapi::wait_serial: echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-$?-: ok[0m
[2024-05-28T07:57:56.316430Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::script_output
[2024-05-28T07:57:56.316533Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, no_regex=0, quiet=undef, expect_not_found=0, regexp="SCRIPT_FINISHEDOR4g~-\\d+-")
[2024-05-28T07:57:56.316858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xVBKPGtc", buffer_size=undef, pattern="SCRIPT_FINISHEDOR4g~-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDOR4g~-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:57:56.344383Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 90 loops & 0.0275575850009773 seconds: SCRIPT_FINISHEDOR4g~-0-[0m
[32m[2024-05-28T07:57:56.344903Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDOR4g~-\d+-: ok[0m
[2024-05-28T07:57:56.345115Z] [debug] [pid:107057] tests/containers/buildah.pm:33 called containers::common::install_buildah_when_needed -> lib/containers/common.pm:141 called testapi::record_info
[2024-05-28T07:57:56.345278Z] [debug] [pid:107057] <<< testapi::record_info(title="buildah", output="{\n    \"host\": {\n        \"CgroupVersion\": \"v2\",\n        \"Distribution\": {\n            \"distribution\": \"\\\"opensuse-tumbleweed\\\"\",\n            \"version\": \"20240527\"\n        },\n        \"MemFree\": 863047680,\n        \"MemTotal\": 2068508672,\n        \"OCIRuntime\": \"crun\",\n        \"SwapFree\": 2139758592,\n        \"SwapTotal\": 2148507648,\n        \"arch\": \"amd64\",\n        \"cpus\": 1,\n        \"hostname\": \"susetest\",\n        \"kernel\": \"6.9.1-1-default\",\n        \"os\": \"linux\",\n        \"rootless\": false,\n        \"uptime\": \"7m 0.74s\",\n        \"variant\": \"\"\n    },\n    \"store\": {\n        \"ContainerStore\": {\n            \"number\": 0\n        },\n        \"GraphDriverName\": \"overlay\",\n        \"GraphOptions\": [\n            \"overlay.mountopt=nodev,metacopy=on\"\n        ],\n        \"GraphRoot\": \"/var/lib/containers/storage\",\n        \"GraphStatus\": {\n            \"Backing Filesystem\": \"btrfs\",\n            \"Native Overlay Diff\": \"false\",\n            \"Supports d_type\": \"true\",\n            \"Supports shifting\": \"true\",\n            \"Supports volatile\": \"true\",\n            \"Using metacopy\": \"true\"\n        },\n        \"ImageStore\": {\n            \"number\": 0\n        },\n        \"RunRoot\": \"/run/containers/storage\"\n    }\n}", result="ok")
[2024-05-28T07:57:56.345468Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:56.345583Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:57:56.345695Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:56.345814Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.346244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="bwYyDnEX", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:56.346338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215373000173713 seconds: # [0m
[32m[2024-05-28T07:57:56.346630Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.346991Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RrsOtkDo", text="which docker", cmd="backend_type_string")
[2024-05-28T07:57:56.347494Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3Bn3R-\$?-", json_cmd_token="QNaKtFWx")
[2024-05-28T07:57:56.347760Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:56.347907Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=140, regexp="which docker; echo 3Bn3R-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:56.348290Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="ZOpYwijX", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.348384Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203503999728127 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:57:56.348653Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:57:56.348929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="eERgCbKv", cmd="backend_type_string")
[2024-05-28T07:57:56.349116Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:57:56.349231Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/3Bn3R-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:56.349594Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="NTaTfvzp")
[33m[2024-05-28T07:57:56.350109Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000609559998338227 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:57:56.350350Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:57:56.350442Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:56.350525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:56.350605Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:56.350701Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:57:56.351061Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tvgWGpTN", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:56.351144Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192204000995844 seconds: # [0m
[32m[2024-05-28T07:57:56.351376Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.351633Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="pCKuvecX")
[2024-05-28T07:57:56.351975Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo p9uJo-\$?-", json_cmd_token="dfkGNykx")
[2024-05-28T07:57:56.352174Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:56.352289Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=173)
[2024-05-28T07:57:56.352645Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="MUWqRutg", record_output=undef, no_regex=1, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.352736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200133999896934 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:57:56.352968Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:57:56.353224Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QRRuHWWo")
[2024-05-28T07:57:56.353407Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:57:56.353519Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/p9uJo-\d+-/u)
[2024-05-28T07:57:56.353858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="vBfUdOHm", record_output=undef, no_regex=0, regexp="(?^u:p9uJo-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.354600Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000834944999951404 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:57:56.354833Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:57:56.354925Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:56.355008Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:56.355087Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:56.355182Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.355530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cKPVFTIC", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:57:56.355614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018988299962075 seconds: # [0m
[32m[2024-05-28T07:57:56.355843Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.356141Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="CJRvEDtH")
[2024-05-28T07:57:56.356497Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pfZQMzVA", text="; echo cQEK7-\$?-", cmd="backend_type_string")
[2024-05-28T07:57:56.356669Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:56.356782Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=223, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-")
[2024-05-28T07:57:56.357134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZXWIPsSK", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:56.357226Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200124000912183 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:57:56.357465Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:57:56.357718Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YaEVMuNE")
[2024-05-28T07:57:56.357897Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:57:56.358007Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cQEK7-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.358302Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ubwTZXVY", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:56.358381Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154622999616549 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:57:56.358602Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:57:56.358709Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.358791Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:57:56.358879Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.358977Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.359273Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ePXNdjLT")
[33m[2024-05-28T07:57:56.359331Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000140193000333966 seconds: # [0m
[32m[2024-05-28T07:57:56.359549Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.359776Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager enable docker", json_cmd_token="tdEKiHil")
[2024-05-28T07:57:56.360090Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 9wqGK-\$?-", json_cmd_token="fVtiCUSU", cmd="backend_type_string")
[2024-05-28T07:57:56.360264Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.360375Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:56.360674Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="jxqZUcKN", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:56.360747Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155113000801066 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:57:56.360976Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:57:56.361206Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HSfPqOyu")
[2024-05-28T07:57:56.361382Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.361491Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/9wqGK-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.361786Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OceDlMol", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:57:56.651983Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.290192570000727 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:57:56.652700Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:57:56.652873Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.652989Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:57:56.653098Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.653219Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:57:56.653784Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WlfXdZdd", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:56.653972Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000299735000226065 seconds: # [0m
[32m[2024-05-28T07:57:56.654670Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.655442Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-enabled docker", json_cmd_token="atArHCcK", cmd="backend_type_string")
[2024-05-28T07:57:56.656619Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gSlMc-\$?-", json_cmd_token="nJqmTTyB")
[2024-05-28T07:57:56.657049Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.657205Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=166, timeout=90, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:57:56.657751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="BaUuItCa")
[33m[2024-05-28T07:57:56.657861Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248093998379773 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:57:56.658261Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:57:56.658694Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MhIzOKhr")
[2024-05-28T07:57:56.659282Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.659555Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/gSlMc-\d+-/u)
[2024-05-28T07:57:56.660198Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:gSlMc-\\d+-)", pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="REHUmowq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:56.665180Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00507920699965325 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:57:56.665557Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:57:56.665667Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.665763Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", timeout=180, fail_message="", quiet=undef)
[2024-05-28T07:57:56.665869Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.665989Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.666451Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aBVwuzjA", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:57:56.666539Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186672999916482 seconds: # [0m
[32m[2024-05-28T07:57:56.666857Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.667219Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", json_cmd_token="lKtVqaxy", cmd="backend_type_string")
[2024-05-28T07:57:56.667662Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", json_cmd_token="SblMSeFP", cmd="backend_type_string")
[2024-05-28T07:57:56.667861Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.667982Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=161, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-")
[2024-05-28T07:57:56.668376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HSREkMkb", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:57:56.668468Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019510299898684 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:57:56.668711Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:57:56.669038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="dtMKWDNb")
[2024-05-28T07:57:56.669262Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.669375Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Ukt~P-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=180, buffer_size=undef)
[2024-05-28T07:57:56.669794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=180, expect_not_found=0, quiet=undef, json_cmd_token="VusdwJXs", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)")
[33m[2024-05-28T07:57:56.679565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00984695000079228 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:57:56.679955Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:57:56.680100Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.680224Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:57:56.680336Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.680466Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.680977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zYaosIWW", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.681084Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231723999604583 seconds: # [0m
[32m[2024-05-28T07:57:56.681360Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.681696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", json_cmd_token="EKfwxeCB", cmd="backend_type_string")
[2024-05-28T07:57:56.682434Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", json_cmd_token="wKLMqNMv", cmd="backend_type_string")
[2024-05-28T07:57:56.682776Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.682968Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=165, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-")
[2024-05-28T07:57:56.683574Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="vwBppBdb", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.683682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252194000495365 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:57:56.683959Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:57:56.684309Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="eGVOVROi", cmd="backend_type_string")
[2024-05-28T07:57:56.684540Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.684677Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/0ysj5-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:57:56.685252Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:0ysj5-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="BrMSSMQr")
[33m[2024-05-28T07:57:56.689641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00457285899938142 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:57:56.689952Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:57:56.690074Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.690175Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", fail_message="", quiet=undef, timeout=120)
[2024-05-28T07:57:56.690276Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.690393Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:57:56.690739Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ceuRilrc", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:56.690817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174823000634206 seconds: # [0m
[32m[2024-05-28T07:57:56.691048Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.691296Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager status docker", json_cmd_token="qbPFKjYQ", cmd="backend_type_string")
[2024-05-28T07:57:56.691635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0aWkO-\$?-", cmd="backend_type_string", json_cmd_token="GVhzqYyL")
[2024-05-28T07:57:56.691806Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.691922Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[2024-05-28T07:57:56.692254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="RSVUDlLI", buffer_size=162, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:57:56.692331Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171603000126197 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:57:56.692559Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:57:56.692795Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mIlsjzNq")
[2024-05-28T07:57:56.692976Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:57:56.693087Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0aWkO-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=120, buffer_size=undef)
[2024-05-28T07:57:56.693390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="uCtsFHIO", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=120, regexp="(?^u:0aWkO-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:57:56.702497Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.00916946799952711 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:57:56.702877Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:57:56.703028Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.703157Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:57:56.703531Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jbVzyCtt")
[33m[2024-05-28T07:57:56.703618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196863000383019 seconds: # [0m
[32m[2024-05-28T07:57:56.703931Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.704060Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.704147Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:57:56.704523Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="uwssqMkJ")
[2024-05-28T07:57:56.704788Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.704923Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:57:56.705281Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="FhCeeKlT", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ])
[33m[2024-05-28T07:57:56.705370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196852999579278 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:57:56.705631Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:57:56.705729Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.705852Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.706204Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="JlgDOpXg", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.706273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175782999576768 seconds: > [0m
[32m[2024-05-28T07:57:56.706521Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:57:56.706799Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", json_cmd_token="sfsNwbAJ", cmd="backend_type_string")
[2024-05-28T07:57:56.707048Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.707241Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_XA0Gw", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.707705Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_XA0Gw", pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="UYsTwhhM", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:57:56.707813Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254284001130145 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:57:56.708086Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:57:56.708185Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.708311Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="XA0Gw-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:57:56.708668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="XA0Gw-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="jYAXKBXs")
[33m[2024-05-28T07:57:56.708775Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211534001209657 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:57:56.709052Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:57:56.709137Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.709239Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.709545Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OrtqGlbX", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.709605Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144271998578915 seconds: # [0m
[32m[2024-05-28T07:57:56.709828Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.710065Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="lsfcSIoc")
[2024-05-28T07:57:56.710231Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.710342Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-")
[2024-05-28T07:57:56.710649Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="qELeGpBk", no_regex=1, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:57:56.710722Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161081999976886 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:57:56.710949Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:57:56.711030Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:57:56.711132Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", expect_not_found=0, quiet=undef, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:57:56.711438Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="iXHzQLXu", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:57:56.753243Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0418559719983023 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:57:56.753693Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:57:56.753903Z] [debug] [pid:107057] tests/containers/buildah.pm:36 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:57:56.754068Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 26\n  Goroutines: 51\n  System Time: 2024-05-28T03:57:56.741612217-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:57:56.754257Z] [debug] [pid:107057] tests/containers/buildah.pm:37 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:56.754376Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n install skopeo | cat; ( exit \${PIPESTATUS[0]} )", quiet=undef, output="", timeout=700, die_on_timeout=1)
[2024-05-28T07:57:56.754477Z] [debug] [pid:107057] tests/containers/buildah.pm:37 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:56.754600Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:57:56.755070Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YJfsUEAP", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:57:56.755162Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210603000596166 seconds: # [0m
[32m[2024-05-28T07:57:56.755506Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:57:56.755872Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="zypper -n install skopeo | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string", json_cmd_token="bWpLkhhh")
[2024-05-28T07:57:56.756388Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo y0VoI-\$?-", json_cmd_token="NFfFMgLr", cmd="backend_type_string")
[2024-05-28T07:57:56.756652Z] [debug] [pid:107057] tests/containers/buildah.pm:37 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:56.756796Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="zypper -n install skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo y0VoI-\$?-", timeout=90, buffer_size=185)
[2024-05-28T07:57:56.757246Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="zypper -n install skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo y0VoI-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "zypper -n install skopeo | cat; ( exit \${PIPESTATUS[0]} ); echo y0VoI-\$?-"
  ], buffer_size=185, json_cmd_token="OYlOijEk")
[33m[2024-05-28T07:57:56.757339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205623999136151 seconds: zypper -n install skopeo | cat; ( exit ${PIPESTATUS[0]} ); echo y0VoI-$?-[0m
[32m[2024-05-28T07:57:56.757677Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n install skopeo | cat; ( exit ${PIPESTATUS[0]} ); echo y0VoI-$?-: ok[0m
[2024-05-28T07:57:56.758014Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GJHTKEUs", cmd="backend_type_string")
[2024-05-28T07:57:56.758235Z] [debug] [pid:107057] tests/containers/buildah.pm:37 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:57:56.758374Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=700, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/y0VoI-\d+-/u)
[2024-05-28T07:57:56.758743Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=700, regexp="(?^u:y0VoI-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="mhpkJeDo", buffer_size=undef, pattern="(?^u:y0VoI-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:02.966515Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 55 loops & 6.20775962900007 seconds: y0VoI-0-[0m
[32m[2024-05-28T07:58:02.967371Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:y0VoI-\d+-): ok[0m
[2024-05-28T07:58:02.967714Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.967947Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:02.969008Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BxrakYcD")
[33m[2024-05-28T07:58:02.969261Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000572169999941252 seconds: # [0m
[32m[2024-05-28T07:58:02.970254Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:02.970452Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.970567Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script5t9Wd.sh :\n \"cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-\" \n")
[2024-05-28T07:58:02.971365Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-\n", json_cmd_token="MnCchQhp")
[2024-05-28T07:58:02.971939Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.972187Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:02.972998Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-"
  ], buffer_size=undef, json_cmd_token="kIAHtjAc", record_output=undef, no_regex=1, regexp="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:02.973260Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000451518000772921 seconds: cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-$?-[0m
[32m[2024-05-28T07:58:02.973856Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-$?-: ok[0m
[2024-05-28T07:58:02.974010Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.974198Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:02.975093Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="KpKCVuUj", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:58:02.975239Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000353475999872899 seconds: > [0m
[32m[2024-05-28T07:58:02.975772Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:02.976474Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pXYOoAyW", text="buildah --version\nEOT_5t9Wd\n", cmd="backend_type_string")
[2024-05-28T07:58:02.976915Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.977182Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> EOT_5t9Wd", timeout=90, buffer_size=undef)
[2024-05-28T07:58:02.977839Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YKRKJSgU", buffer_size=undef, pattern=[
    "> EOT_5t9Wd"
  ], regexp="> EOT_5t9Wd", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:02.977992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00032459599970025 seconds: > EOT_5t9Wd[0m
[32m[2024-05-28T07:58:02.978459Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_5t9Wd: ok[0m
[2024-05-28T07:58:02.978621Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.978834Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="5t9Wd-0-")
[2024-05-28T07:58:02.979482Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="5t9Wd-0-", no_regex=0, record_output=undef, json_cmd_token="IQfgCEXR", buffer_size=undef, pattern="5t9Wd-0-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:02.979687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000352917000782327 seconds: 5t9Wd-0-[0m
[32m[2024-05-28T07:58:02.980117Z] [debug] [pid:107057] >>> testapi::wait_serial: 5t9Wd-0-: ok[0m
[2024-05-28T07:58:02.980210Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.980329Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:58:02.980681Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="RgiBgFDH", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:02.980747Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000162932999955956 seconds: # [0m
[32m[2024-05-28T07:58:02.980982Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:02.981232Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-\n", json_cmd_token="OCYponIT")
[2024-05-28T07:58:02.981405Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.981528Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-")
[2024-05-28T07:58:02.981851Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KKfjSOrA", buffer_size=undef, pattern=[
    "echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:02.981942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175062999915099 seconds: echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-$?-[0m
[32m[2024-05-28T07:58:02.982172Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-$?-: ok[0m
[2024-05-28T07:58:02.982255Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::script_output
[2024-05-28T07:58:02.982357Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHED5t9Wd-\\d+-", record_output=1, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:02.982664Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHED5t9Wd-\\d+-", buffer_size=undef, json_cmd_token="FsqbgAaR", no_regex=0, record_output=1, regexp="SCRIPT_FINISHED5t9Wd-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:03.000650Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0180262710000534 seconds: SCRIPT_FINISHED5t9Wd-0-[0m
[32m[2024-05-28T07:58:03.001116Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED5t9Wd-\d+-: ok[0m
[2024-05-28T07:58:03.001306Z] [debug] [pid:107057] tests/containers/buildah.pm:42 called testapi::record_info
[2024-05-28T07:58:03.001438Z] [debug] [pid:107057] <<< testapi::record_info(title="Version", output="buildah version 1.36.0 (image-spec 1.1.0, runtime-spec 1.2.0)", result="ok")
[2024-05-28T07:58:03.001657Z] [debug] [pid:107057] tests/containers/buildah.pm:44 called testapi::record_info
[2024-05-28T07:58:03.001780Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Pull image registry.opensuse.org/opensuse/tumbleweed:latest", result="ok")
[2024-05-28T07:58:03.002017Z] [debug] [pid:107057] tests/containers/buildah.pm:45 called testapi::assert_script_run
[2024-05-28T07:58:03.002160Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah pull registry.opensuse.org/opensuse/tumbleweed:latest", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:58:03.002313Z] [debug] [pid:107057] tests/containers/buildah.pm:45 called testapi::assert_script_run
[2024-05-28T07:58:03.002482Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:03.003035Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aOzRnPgz", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:03.003165Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281544000245049 seconds: # [0m
[32m[2024-05-28T07:58:03.003577Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:03.004038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah pull registry.opensuse.org/opensuse/tumbleweed:latest", cmd="backend_type_string", json_cmd_token="yZIDtpfm")
[2024-05-28T07:58:03.004610Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YcAjJcgZ", text="; echo wyxR_-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:03.004906Z] [debug] [pid:107057] tests/containers/buildah.pm:45 called testapi::assert_script_run
[2024-05-28T07:58:03.005022Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="buildah pull registry.opensuse.org/opensuse/tumbleweed:latest; echo wyxR_-\$?-", timeout=90, buffer_size=189)
[2024-05-28T07:58:03.005352Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="buildah pull registry.opensuse.org/opensuse/tumbleweed:latest; echo wyxR_-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FqYVFaXf", buffer_size=189, pattern=[
    "buildah pull registry.opensuse.org/opensuse/tumbleweed:latest; echo wyxR_-\$?-"
  ])
[33m[2024-05-28T07:58:03.005432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173832999280421 seconds: buildah pull registry.opensuse.org/opensuse/tumbleweed:latest; echo wyxR_-$?-[0m
[32m[2024-05-28T07:58:03.005674Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah pull registry.opensuse.org/opensuse/tumbleweed:latest; echo wyxR_-$?-: ok[0m
[2024-05-28T07:58:03.005926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="gjAUANBH", cmd="backend_type_string")
[2024-05-28T07:58:03.006108Z] [debug] [pid:107057] tests/containers/buildah.pm:45 called testapi::assert_script_run
[2024-05-28T07:58:03.006219Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/wyxR_-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T07:58:03.006535Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:wyxR_-\\d+-)", buffer_size=undef, json_cmd_token="LWEfxRHI", expect_not_found=0, quiet=undef, timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:wyxR_-\\d+-)")
[33m[2024-05-28T07:58:06.091645Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 63 loops & 3.08509118999973 seconds: wyxR_-0-[0m
[32m[2024-05-28T07:58:06.092655Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wyxR_-\d+-): ok[0m
[2024-05-28T07:58:06.093039Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.093292Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=1, expect_not_found=0)
[2024-05-28T07:58:06.094101Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="GyWCAiZZ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:06.094226Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000312874999508495 seconds: # [0m
[32m[2024-05-28T07:58:06.094596Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.094743Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.094846Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuyw55.sh :\n \"cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-\" \n")
[2024-05-28T07:58:06.095315Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-\n", json_cmd_token="qErbjqEr", cmd="backend_type_string")
[2024-05-28T07:58:06.095666Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.095844Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-")
[2024-05-28T07:58:06.096384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="gojITHDr", buffer_size=undef, pattern=[
    "cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-"
  ])
[33m[2024-05-28T07:58:06.096495Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250283999776002 seconds: cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-$?-[0m
[32m[2024-05-28T07:58:06.096735Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-$?-: ok[0m
[2024-05-28T07:58:06.096848Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.096976Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:58:06.097480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="aYWLFUaX", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:58:06.097568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214034000237007 seconds: > [0m
[32m[2024-05-28T07:58:06.097760Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:06.098105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah images\nEOT_uyw55\n", json_cmd_token="ueROMFAQ", cmd="backend_type_string")
[2024-05-28T07:58:06.098368Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.098564Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="> EOT_uyw55")
[2024-05-28T07:58:06.099009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_uyw55", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "> EOT_uyw55"
  ], buffer_size=undef, json_cmd_token="TztucgoI")
[33m[2024-05-28T07:58:06.099114Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229154000408016 seconds: > EOT_uyw55[0m
[32m[2024-05-28T07:58:06.099292Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uyw55: ok[0m
[2024-05-28T07:58:06.099386Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.099513Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=1, record_output=undef, regexp="uyw55-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.099953Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="uyw55-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="XxHhdQmu", buffer_size=undef, pattern="uyw55-0-")
[33m[2024-05-28T07:58:06.100074Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242153999352013 seconds: uyw55-0-[0m
[32m[2024-05-28T07:58:06.100260Z] [debug] [pid:107057] >>> testapi::wait_serial: uyw55-0-: ok[0m
[2024-05-28T07:58:06.100363Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.100487Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:58:06.100870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EAGnCUMj", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:06.100957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188252999578253 seconds: # [0m
[32m[2024-05-28T07:58:06.101121Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.101422Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LwvbjhNF", text="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:58:06.101632Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.101800Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-", quiet=1, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:58:06.102205Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aKbgNVcx", buffer_size=undef, pattern=[
    "echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-"
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:06.102296Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194292999367462 seconds: echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-$?-[0m
[32m[2024-05-28T07:58:06.102463Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-$?-: ok[0m
[2024-05-28T07:58:06.102557Z] [debug] [pid:107057] tests/containers/buildah.pm:46 called testapi::validate_script_output
[2024-05-28T07:58:06.102681Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDuyw55-\\d+-", record_output=1, expect_not_found=0, no_regex=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:06.103048Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDuyw55-\\d+-", buffer_size=undef, json_cmd_token="jRuSumqT", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDuyw55-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:06.124076Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 26 loops & 0.0210967629991501 seconds: SCRIPT_FINISHEDuyw55-0-[0m
[32m[2024-05-28T07:58:06.124306Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuyw55-\d+-: ok[0m
[2024-05-28T07:58:06.125833Z] [debug] [pid:107057] tests/containers/buildah.pm:48 called testapi::record_info
[2024-05-28T07:58:06.125922Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Create container from registry.opensuse.org/opensuse/tumbleweed:latest", result="ok")
[2024-05-28T07:58:06.126167Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.126277Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:58:06.126651Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="llclRmpE", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:06.126740Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187843999810866 seconds: # [0m
[32m[2024-05-28T07:58:06.126987Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.127055Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.127104Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptaIjSc.sh :\n \"cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-\$?-\" \n")
[2024-05-28T07:58:06.127383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-\$?-\n", json_cmd_token="EKcMBcTe")
[2024-05-28T07:58:06.127571Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.127689Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:06.128072Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-\$?-", pattern=[
    "cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-\$?-"
  ], buffer_size=undef, json_cmd_token="xOrPHHDe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:06.128167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214743999094935 seconds: cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-$?-[0m
[32m[2024-05-28T07:58:06.128419Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptaIjSc.sh << 'EOT_aIjSc'; echo aIjSc-$?-: ok[0m
[2024-05-28T07:58:06.128498Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.128600Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T07:58:06.128951Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="pTmbedbB", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:58:06.129023Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179942999238847 seconds: > [0m
[32m[2024-05-28T07:58:06.129274Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:06.129540Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nnAyNUre", text="buildah from registry.opensuse.org/opensuse/tumbleweed:latest\nEOT_aIjSc\n", cmd="backend_type_string")
[2024-05-28T07:58:06.129723Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.129867Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_aIjSc", timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.130222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ipaXIEgv", buffer_size=undef, pattern=[
    "> EOT_aIjSc"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_aIjSc", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:06.130319Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196273000256042 seconds: > EOT_aIjSc[0m
[32m[2024-05-28T07:58:06.130554Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_aIjSc: ok[0m
[2024-05-28T07:58:06.130631Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.130735Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="aIjSc-0-", expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:58:06.131074Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="aIjSc-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="aIjSc-0-", buffer_size=undef, json_cmd_token="ZOCnoFfN")
[33m[2024-05-28T07:58:06.131220Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242264000917203 seconds: aIjSc-0-[0m
[32m[2024-05-28T07:58:06.131463Z] [debug] [pid:107057] >>> testapi::wait_serial: aIjSc-0-: ok[0m
[2024-05-28T07:58:06.131543Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.131644Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.131986Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JJNHELOL", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:06.132081Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198772999283392 seconds: # [0m
[32m[2024-05-28T07:58:06.132317Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.132579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="canRtbnP", text="echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:58:06.132759Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.132875Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.133249Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="pDyVdwlP", buffer_size=undef, pattern=[
    "echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-\$?-"
  ], regexp="echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:06.133339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198913001440815 seconds: echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-$?-[0m
[32m[2024-05-28T07:58:06.133573Z] [debug] [pid:107057] >>> testapi::wait_serial: echo aIjSc; bash -oe pipefail /tmp/scriptaIjSc.sh ; echo SCRIPT_FINISHEDaIjSc-$?-: ok[0m
[2024-05-28T07:58:06.133654Z] [debug] [pid:107057] tests/containers/buildah.pm:49 called testapi::script_output
[2024-05-28T07:58:06.133759Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDaIjSc-\\d+-", no_regex=0, expect_not_found=0, quiet=undef, record_output=1)
[2024-05-28T07:58:06.134099Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="aKYxfKHy", buffer_size=undef, pattern="SCRIPT_FINISHEDaIjSc-\\d+-", regexp="SCRIPT_FINISHEDaIjSc-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:06.270216Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.136164797000674 seconds: SCRIPT_FINISHEDaIjSc-0-[0m
[32m[2024-05-28T07:58:06.270758Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDaIjSc-\d+-: ok[0m
[2024-05-28T07:58:06.270995Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.271145Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=1, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.271715Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YOjvlobo", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:06.271821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242613999944297 seconds: # [0m
[32m[2024-05-28T07:58:06.272072Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.272168Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.272231Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script5Na06.sh :\n \"cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-\$?-\" \n")
[2024-05-28T07:58:06.272646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-\$?-\n", cmd="backend_type_string", json_cmd_token="uPrHWwZf")
[2024-05-28T07:58:06.272969Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.273169Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:06.273690Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-\$?-", pattern=[
    "cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-\$?-"
  ], buffer_size=undef, json_cmd_token="XgOHTwfe", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:06.273808Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238444001297466 seconds: cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-$?-[0m
[32m[2024-05-28T07:58:06.274046Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script5Na06.sh << 'EOT_5Na06'; echo 5Na06-$?-: ok[0m
[2024-05-28T07:58:06.274152Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.274280Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.274787Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="xYcAVCEH", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:58:06.274875Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000212753999221604 seconds: > [0m
[32m[2024-05-28T07:58:06.275104Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:06.275519Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah containers\nEOT_5Na06\n", cmd="backend_type_string", json_cmd_token="wBZwSliG")
[2024-05-28T07:58:06.275783Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.275976Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_5Na06", no_regex=1, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T07:58:06.276391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_5Na06", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "> EOT_5Na06"
  ], buffer_size=undef, json_cmd_token="xSQmBpYK")
[33m[2024-05-28T07:58:06.276492Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213604000236955 seconds: > EOT_5Na06[0m
[32m[2024-05-28T07:58:06.276660Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_5Na06: ok[0m
[2024-05-28T07:58:06.276755Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.276881Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=0, record_output=undef, regexp="5Na06-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.277254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="5Na06-0-", no_regex=0, record_output=undef, json_cmd_token="AgfPnlUm", buffer_size=undef, pattern="5Na06-0-", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:06.277353Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199273999896832 seconds: 5Na06-0-[0m
[32m[2024-05-28T07:58:06.277524Z] [debug] [pid:107057] >>> testapi::wait_serial: 5Na06-0-: ok[0m
[2024-05-28T07:58:06.277626Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.277752Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=1, no_regex=1, record_output=undef)
[2024-05-28T07:58:06.278159Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tLVgItSo", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:06.278236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000192982999578817 seconds: # [0m
[32m[2024-05-28T07:58:06.278397Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.278674Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-\$?-\n", json_cmd_token="BWSOaCHW")
[2024-05-28T07:58:06.278888Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.279055Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-\$?-", record_output=undef, quiet=1, expect_not_found=0, no_regex=1)
[2024-05-28T07:58:06.279395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-\$?-"
  ], buffer_size=undef, json_cmd_token="Ttazlzpi", no_regex=1, record_output=undef, regexp="echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:06.279471Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168291999216308 seconds: echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-$?-[0m
[32m[2024-05-28T07:58:06.279616Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 5Na06; bash -oe pipefail /tmp/script5Na06.sh ; echo SCRIPT_FINISHED5Na06-$?-: ok[0m
[2024-05-28T07:58:06.279695Z] [debug] [pid:107057] tests/containers/buildah.pm:50 called testapi::validate_script_output
[2024-05-28T07:58:06.279800Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, no_regex=0, expect_not_found=0, quiet=1, regexp="SCRIPT_FINISHED5Na06-\\d+-")
[2024-05-28T07:58:06.280122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHED5Na06-\\d+-", buffer_size=undef, json_cmd_token="ShjmvltI", record_output=1, no_regex=0, regexp="SCRIPT_FINISHED5Na06-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:06.304640Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.0245778139997128 seconds: SCRIPT_FINISHED5Na06-0-[0m
[32m[2024-05-28T07:58:06.304914Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED5Na06-\d+-: ok[0m
[2024-05-28T07:58:06.306424Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.306572Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:58:06.307051Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ajpZhFHF", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:06.307156Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203363000764512 seconds: # [0m
[32m[2024-05-28T07:58:06.307382Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.307484Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.307545Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripttsvfR.sh :\n \"cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-\$?-\" \n")
[2024-05-28T07:58:06.307958Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-\$?-\n", json_cmd_token="CllVTpbE")
[2024-05-28T07:58:06.308229Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.308373Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-\$?-")
[2024-05-28T07:58:06.308764Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-\$?-", pattern=[
    "cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-\$?-"
  ], buffer_size=undef, json_cmd_token="aWbinokF", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:06.308848Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179262999154162 seconds: cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-$?-[0m
[32m[2024-05-28T07:58:06.309019Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripttsvfR.sh << 'EOT_tsvfR'; echo tsvfR-$?-: ok[0m
[2024-05-28T07:58:06.309114Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.309241Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="> ")
[2024-05-28T07:58:06.309614Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DfEfKzKw", buffer_size=undef, pattern=[
    "> "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:06.309687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183133000973612 seconds: > [0m
[32m[2024-05-28T07:58:06.309848Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:06.310126Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah run tumbleweed-working-container -- cat /etc/os-release\nEOT_tsvfR\n", cmd="backend_type_string", json_cmd_token="iJYCRiul")
[2024-05-28T07:58:06.310333Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.310464Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_tsvfR", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.310816Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="xICSNppC", buffer_size=undef, pattern=[
    "> EOT_tsvfR"
  ], regexp="> EOT_tsvfR", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:06.310904Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191204000657308 seconds: > EOT_tsvfR[0m
[32m[2024-05-28T07:58:06.311062Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_tsvfR: ok[0m
[2024-05-28T07:58:06.311149Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.311270Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="tsvfR-0-", quiet=1, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.311653Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="tsvfR-0-", buffer_size=undef, json_cmd_token="FQrvUMNK", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="tsvfR-0-")
[33m[2024-05-28T07:58:06.312015Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000455727998996736 seconds: tsvfR-0-[0m
[32m[2024-05-28T07:58:06.312184Z] [debug] [pid:107057] >>> testapi::wait_serial: tsvfR-0-: ok[0m
[2024-05-28T07:58:06.312287Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.312408Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T07:58:06.312769Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HLdECWAy", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:06.312858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019445399993856 seconds: # [0m
[32m[2024-05-28T07:58:06.313016Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:06.313289Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-\$?-\n", json_cmd_token="wavZNHwV")
[2024-05-28T07:58:06.313475Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.313619Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-\$?-")
[2024-05-28T07:58:06.313982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-\$?-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-\$?-"
  ], buffer_size=undef, json_cmd_token="NvIrDBhg")
[33m[2024-05-28T07:58:06.314073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201662998733809 seconds: echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-$?-[0m
[32m[2024-05-28T07:58:06.314232Z] [debug] [pid:107057] >>> testapi::wait_serial: echo tsvfR; bash -oe pipefail /tmp/scripttsvfR.sh ; echo SCRIPT_FINISHEDtsvfR-$?-: ok[0m
[2024-05-28T07:58:06.314331Z] [debug] [pid:107057] tests/containers/buildah.pm:51 called testapi::validate_script_output
[2024-05-28T07:58:06.314454Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=1, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDtsvfR-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:06.314799Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDtsvfR-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="HRHXksEW", buffer_size=undef, pattern="SCRIPT_FINISHEDtsvfR-\\d+-")
[33m[2024-05-28T07:58:07.149527Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.834715304001293 seconds: SCRIPT_FINISHEDtsvfR-0-[0m
[32m[2024-05-28T07:58:07.150110Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDtsvfR-\d+-: ok[0m
[2024-05-28T07:58:07.151805Z] [debug] [pid:107057] tests/containers/buildah.pm:61 called testapi::record_info
[2024-05-28T07:58:07.151953Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Add environment variable to the container", result="ok")
[2024-05-28T07:58:07.152154Z] [debug] [pid:107057] tests/containers/buildah.pm:62 called testapi::assert_script_run
[2024-05-28T07:58:07.152321Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah config --env foo=bar tumbleweed-working-container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:07.152441Z] [debug] [pid:107057] tests/containers/buildah.pm:62 called testapi::assert_script_run
[2024-05-28T07:58:07.152567Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.153222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CcrjCvtE", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:07.153336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00031178500103124 seconds: # [0m
[32m[2024-05-28T07:58:07.153663Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.154056Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah config --env foo=bar tumbleweed-working-container", cmd="backend_type_string", json_cmd_token="FnflxYbG")
[2024-05-28T07:58:07.154623Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo D8k43-\$?-", cmd="backend_type_string", json_cmd_token="FqnFEBwJ")
[2024-05-28T07:58:07.154930Z] [debug] [pid:107057] tests/containers/buildah.pm:62 called testapi::assert_script_run
[2024-05-28T07:58:07.155090Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=185, timeout=90, regexp="buildah config --env foo=bar tumbleweed-working-container; echo D8k43-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:58:07.155595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="vZIDAtik", buffer_size=185, pattern=[
    "buildah config --env foo=bar tumbleweed-working-container; echo D8k43-\$?-"
  ], regexp="buildah config --env foo=bar tumbleweed-working-container; echo D8k43-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:07.155692Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024669499907759 seconds: buildah config --env foo=bar tumbleweed-working-container; echo D8k43-$?-[0m
[32m[2024-05-28T07:58:07.156097Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah config --env foo=bar tumbleweed-working-container; echo D8k43-$?-: ok[0m
[2024-05-28T07:58:07.156490Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GEZFlgEu", cmd="backend_type_string")
[2024-05-28T07:58:07.156766Z] [debug] [pid:107057] tests/containers/buildah.pm:62 called testapi::assert_script_run
[2024-05-28T07:58:07.156925Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/D8k43-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:58:07.157359Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OVZwWdTz", buffer_size=undef, pattern="(?^u:D8k43-\\d+-)", regexp="(?^u:D8k43-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:07.187606Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0303550030002953 seconds: D8k43-0-[0m
[32m[2024-05-28T07:58:07.187983Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:D8k43-\d+-): ok[0m
[2024-05-28T07:58:07.188308Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.188449Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="# ")
[2024-05-28T07:58:07.188940Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="WQriqyHL", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:07.189052Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268264000624185 seconds: # [0m
[32m[2024-05-28T07:58:07.189229Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.189310Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.189371Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptTeCC7.sh :\n \"cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-\$?-\" \n")
[2024-05-28T07:58:07.189677Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-\$?-\n", cmd="backend_type_string", json_cmd_token="REyjUwWy")
[2024-05-28T07:58:07.189870Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.190007Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:07.190442Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="UoWfVYne", buffer_size=undef, pattern=[
    "cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-\$?-"
  ])
[33m[2024-05-28T07:58:07.190552Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265104999925825 seconds: cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-$?-[0m
[32m[2024-05-28T07:58:07.190714Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptTeCC7.sh << 'EOT_TeCC7'; echo TeCC7-$?-: ok[0m
[2024-05-28T07:58:07.190803Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.190924Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> ")
[2024-05-28T07:58:07.191561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="QLFwVefQ", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:07.191642Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000379386001441162 seconds: > [0m
[32m[2024-05-28T07:58:07.191804Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:07.192104Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SXGuKqIN", text="buildah run tumbleweed-working-container -- bash -c 'echo \$foo'\nEOT_TeCC7\n", cmd="backend_type_string")
[2024-05-28T07:58:07.192293Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.192428Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="> EOT_TeCC7", timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.192815Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="mqAmjUca", buffer_size=undef, pattern=[
    "> EOT_TeCC7"
  ], regexp="> EOT_TeCC7", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:07.192910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228293998588924 seconds: > EOT_TeCC7[0m
[32m[2024-05-28T07:58:07.193058Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_TeCC7: ok[0m
[2024-05-28T07:58:07.193147Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.193273Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, expect_not_found=0, no_regex=0, record_output=undef, regexp="TeCC7-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.193647Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="psNLCjUo", buffer_size=undef, pattern="TeCC7-0-", quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="TeCC7-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:58:07.193769Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245533999986947 seconds: TeCC7-0-[0m
[32m[2024-05-28T07:58:07.193919Z] [debug] [pid:107057] >>> testapi::wait_serial: TeCC7-0-: ok[0m
[2024-05-28T07:58:07.194012Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.194136Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T07:58:07.194522Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BCuCNzOc", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:58:07.194615Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229674000365776 seconds: # [0m
[32m[2024-05-28T07:58:07.194761Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.195034Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-\$?-\n", json_cmd_token="YrmRsKqN", cmd="backend_type_string")
[2024-05-28T07:58:07.195210Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.195343Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:07.195727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-\$?-"
  ], buffer_size=undef, json_cmd_token="WNoMkxXH", no_regex=1, record_output=undef, regexp="echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:07.195834Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024170399956347 seconds: echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-$?-[0m
[32m[2024-05-28T07:58:07.195988Z] [debug] [pid:107057] >>> testapi::wait_serial: echo TeCC7; bash -oe pipefail /tmp/scriptTeCC7.sh ; echo SCRIPT_FINISHEDTeCC7-$?-: ok[0m
[2024-05-28T07:58:07.196090Z] [debug] [pid:107057] tests/containers/buildah.pm:63 called testapi::validate_script_output
[2024-05-28T07:58:07.196213Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDTeCC7-\\d+-", record_output=1, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:07.196600Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDTeCC7-\\d+-", record_output=1, no_regex=0, json_cmd_token="mWQJrUiy", buffer_size=undef, pattern="SCRIPT_FINISHEDTeCC7-\\d+-", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:07.950960Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.754384070000015 seconds: SCRIPT_FINISHEDTeCC7-0-[0m
[32m[2024-05-28T07:58:07.951481Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDTeCC7-\d+-: ok[0m
[2024-05-28T07:58:07.953137Z] [debug] [pid:107057] tests/containers/buildah.pm:65 called testapi::record_info
[2024-05-28T07:58:07.953292Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Copy executable script to container and run it", result="ok")
[2024-05-28T07:58:07.953512Z] [debug] [pid:107057] tests/containers/buildah.pm:66 called testapi::assert_script_run
[2024-05-28T07:58:07.953622Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:07.953732Z] [debug] [pid:107057] tests/containers/buildah.pm:66 called testapi::assert_script_run
[2024-05-28T07:58:07.953855Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.954497Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="edCBSKLV", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:07.954614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000316634999762755 seconds: # [0m
[32m[2024-05-28T07:58:07.954965Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.955316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fofzeJtq", text="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh", cmd="backend_type_string")
[2024-05-28T07:58:07.955760Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo F~FG3-\$?-", cmd="backend_type_string", json_cmd_token="IJIznuBw")
[2024-05-28T07:58:07.955947Z] [debug] [pid:107057] tests/containers/buildah.pm:66 called testapi::assert_script_run
[2024-05-28T07:58:07.956085Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=221, timeout=90, regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh; echo F~FG3-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:07.956530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh; echo F~FG3-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="zrjLvZfK", buffer_size=221, pattern=[
    "curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh; echo F~FG3-\$?-"
  ])
[33m[2024-05-28T07:58:07.956646Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265594999291352 seconds: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh; echo F~FG3-$?-[0m
[32m[2024-05-28T07:58:07.956932Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/script.sh -o /tmp/script.sh; echo F~FG3-$?-: ok[0m
[2024-05-28T07:58:07.957233Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="kBpNOMgu", cmd="backend_type_string")
[2024-05-28T07:58:07.957460Z] [debug] [pid:107057] tests/containers/buildah.pm:66 called testapi::assert_script_run
[2024-05-28T07:58:07.957590Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/F~FG3-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.957990Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="OPJSDrps", buffer_size=undef, pattern="(?^u:F~FG3-\\d+-)", regexp="(?^u:F~FG3-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[2024-05-28T07:58:07.970152Z] [info] [pid:107049] Test data requested: opensuse/data/containers/script.sh
[33m[2024-05-28T07:58:07.975376Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 391 loops & 0.0174893620005605 seconds: F~FG3-0-[0m
[32m[2024-05-28T07:58:07.975793Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:F~FG3-\d+-): ok[0m
[2024-05-28T07:58:07.975925Z] [debug] [pid:107057] tests/containers/buildah.pm:67 called testapi::assert_script_run
[2024-05-28T07:58:07.976042Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="chmod +x /tmp/script.sh", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:58:07.976144Z] [debug] [pid:107057] tests/containers/buildah.pm:67 called testapi::assert_script_run
[2024-05-28T07:58:07.976262Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:07.976749Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JbVcglfv", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:07.976861Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281373999314383 seconds: # [0m
[32m[2024-05-28T07:58:07.977187Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.977525Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="chmod +x /tmp/script.sh", json_cmd_token="DwjRzTFR")
[2024-05-28T07:58:07.977941Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo _KKKA-\$?-", json_cmd_token="EnxDNsjS")
[2024-05-28T07:58:07.978141Z] [debug] [pid:107057] tests/containers/buildah.pm:67 called testapi::assert_script_run
[2024-05-28T07:58:07.978289Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=151, timeout=90, regexp="chmod +x /tmp/script.sh; echo _KKKA-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:07.978746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rTAMlxvJ", buffer_size=151, pattern=[
    "chmod +x /tmp/script.sh; echo _KKKA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="chmod +x /tmp/script.sh; echo _KKKA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:07.978858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271114999122801 seconds: chmod +x /tmp/script.sh; echo _KKKA-$?-[0m
[32m[2024-05-28T07:58:07.979137Z] [debug] [pid:107057] >>> testapi::wait_serial: chmod +x /tmp/script.sh; echo _KKKA-$?-: ok[0m
[2024-05-28T07:58:07.979455Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="EAtWgUjX")
[2024-05-28T07:58:07.979664Z] [debug] [pid:107057] tests/containers/buildah.pm:67 called testapi::assert_script_run
[2024-05-28T07:58:07.979802Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/_KKKA-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T07:58:07.980254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:_KKKA-\\d+-)", pattern="(?^u:_KKKA-\\d+-)", buffer_size=undef, json_cmd_token="xydIqIwV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:07.980784Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000669641998683801 seconds: _KKKA-0-[0m
[32m[2024-05-28T07:58:07.981071Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_KKKA-\d+-): ok[0m
[2024-05-28T07:58:07.981183Z] [debug] [pid:107057] tests/containers/buildah.pm:68 called testapi::assert_script_run
[2024-05-28T07:58:07.981285Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:07.981378Z] [debug] [pid:107057] tests/containers/buildah.pm:68 called testapi::assert_script_run
[2024-05-28T07:58:07.981497Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T07:58:07.981955Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fnBUZfKf", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:07.982062Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261645000136923 seconds: # [0m
[32m[2024-05-28T07:58:07.982307Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:07.982614Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FGVgoGSQ", text="buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin", cmd="backend_type_string")
[2024-05-28T07:58:07.983013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo E2PY7-\$?-", json_cmd_token="eUJyLwNa", cmd="backend_type_string")
[2024-05-28T07:58:07.983192Z] [debug] [pid:107057] tests/containers/buildah.pm:68 called testapi::assert_script_run
[2024-05-28T07:58:07.983307Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=193, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin; echo E2PY7-\$?-")
[2024-05-28T07:58:07.983748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin; echo E2PY7-\$?-"
  ], buffer_size=193, json_cmd_token="Ecesmbmt", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin; echo E2PY7-\$?-")
[33m[2024-05-28T07:58:07.983860Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265754999418277 seconds: buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin; echo E2PY7-$?-[0m
[32m[2024-05-28T07:58:07.984124Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah copy tumbleweed-working-container /tmp/script.sh /usr/bin; echo E2PY7-$?-: ok[0m
[2024-05-28T07:58:07.984451Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mJlZiXKF")
[2024-05-28T07:58:07.984646Z] [debug] [pid:107057] tests/containers/buildah.pm:68 called testapi::assert_script_run
[2024-05-28T07:58:07.984773Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/E2PY7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T07:58:07.985193Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kEKAhKaX", buffer_size=undef, pattern="(?^u:E2PY7-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:E2PY7-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:58:08.077696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.092569664999246 seconds: E2PY7-0-[0m
[32m[2024-05-28T07:58:08.078343Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:E2PY7-\d+-): ok[0m
[2024-05-28T07:58:08.078518Z] [debug] [pid:107057] tests/containers/buildah.pm:69 called testapi::assert_script_run
[2024-05-28T07:58:08.078634Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah config --cmd /usr/bin/script.sh tumbleweed-working-container", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:08.078740Z] [debug] [pid:107057] tests/containers/buildah.pm:69 called testapi::assert_script_run
[2024-05-28T07:58:08.078863Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.079511Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="keTUqgyW", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:08.079628Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000305385001411196 seconds: # [0m
[32m[2024-05-28T07:58:08.079980Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:08.080382Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="buildah config --cmd /usr/bin/script.sh tumbleweed-working-container", json_cmd_token="xEGlCKrd")
[2024-05-28T07:58:08.080941Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rn5Sl-\$?-", json_cmd_token="riiCZSUw")
[2024-05-28T07:58:08.081261Z] [debug] [pid:107057] tests/containers/buildah.pm:69 called testapi::assert_script_run
[2024-05-28T07:58:08.081423Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=196, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="buildah config --cmd /usr/bin/script.sh tumbleweed-working-container; echo rn5Sl-\$?-")
[2024-05-28T07:58:08.081993Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "buildah config --cmd /usr/bin/script.sh tumbleweed-working-container; echo rn5Sl-\$?-"
  ], buffer_size=196, json_cmd_token="EaUzGOCd", record_output=undef, no_regex=1, regexp="buildah config --cmd /usr/bin/script.sh tumbleweed-working-container; echo rn5Sl-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:08.082108Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000291545000436599 seconds: buildah config --cmd /usr/bin/script.sh tumbleweed-working-container; echo rn5Sl-$?-[0m
[32m[2024-05-28T07:58:08.082506Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah config --cmd /usr/bin/script.sh tumbleweed-working-container; echo rn5Sl-$?-: ok[0m
[2024-05-28T07:58:08.082928Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="CGWhsbAp", cmd="backend_type_string")
[2024-05-28T07:58:08.083245Z] [debug] [pid:107057] tests/containers/buildah.pm:69 called testapi::assert_script_run
[2024-05-28T07:58:08.083402Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/rn5Sl-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.083894Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:rn5Sl-\\d+-)", pattern="(?^u:rn5Sl-\\d+-)", buffer_size=undef, json_cmd_token="pQXKUEwo", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:08.114209Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0304534949991648 seconds: rn5Sl-0-[0m
[32m[2024-05-28T07:58:08.114629Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rn5Sl-\d+-): ok[0m
[2024-05-28T07:58:08.114815Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.114953Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T07:58:08.115520Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WesMRPrI", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:08.115630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275374999546329 seconds: # [0m
[32m[2024-05-28T07:58:08.115917Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:08.116020Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.116094Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptJtVag.sh :\n \"cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-\$?-\" \n")
[2024-05-28T07:58:08.116522Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-\$?-\n", json_cmd_token="CoBSSjfe")
[2024-05-28T07:58:08.116838Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.116995Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-\$?-", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:58:08.117544Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="hkhPTrhn", buffer_size=undef, pattern=[
    "cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-\$?-"
  ], regexp="cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:08.117655Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027798500013887 seconds: cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-$?-[0m
[32m[2024-05-28T07:58:08.117938Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptJtVag.sh << 'EOT_JtVag'; echo JtVag-$?-: ok[0m
[2024-05-28T07:58:08.118053Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.118196Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.118742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="zXUiDshH", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T07:58:08.118830Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000247984000452561 seconds: > [0m
[32m[2024-05-28T07:58:08.119107Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:08.119538Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah run tumbleweed-working-container /usr/bin/script.sh\nEOT_JtVag\n", json_cmd_token="fZMPuVNr", cmd="backend_type_string")
[2024-05-28T07:58:08.119858Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.120022Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_JtVag", timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.120530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_JtVag", no_regex=1, record_output=undef, json_cmd_token="CkwITmCv", buffer_size=undef, pattern=[
    "> EOT_JtVag"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:08.120638Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255004999416997 seconds: > EOT_JtVag[0m
[32m[2024-05-28T07:58:08.120832Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_JtVag: ok[0m
[2024-05-28T07:58:08.120930Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.121059Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="JtVag-0-", quiet=1, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.121504Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="JtVag-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="JtVag-0-", buffer_size=undef, json_cmd_token="hzZTiJZa")
[33m[2024-05-28T07:58:08.121620Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257395000517135 seconds: JtVag-0-[0m
[32m[2024-05-28T07:58:08.121792Z] [debug] [pid:107057] >>> testapi::wait_serial: JtVag-0-: ok[0m
[2024-05-28T07:58:08.121889Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.122013Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.122462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="WKgfLVqP", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:08.122548Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000236754000070505 seconds: # [0m
[32m[2024-05-28T07:58:08.122724Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:08.123042Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-\$?-\n", json_cmd_token="QAtzuYlQ", cmd="backend_type_string")
[2024-05-28T07:58:08.123225Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.123337Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-\$?-", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.123772Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-\$?-"
  ], buffer_size=undef, json_cmd_token="xJfeSdPq")
[33m[2024-05-28T07:58:08.123879Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261184999544639 seconds: echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-$?-[0m
[32m[2024-05-28T07:58:08.124045Z] [debug] [pid:107057] >>> testapi::wait_serial: echo JtVag; bash -oe pipefail /tmp/scriptJtVag.sh ; echo SCRIPT_FINISHEDJtVag-$?-: ok[0m
[2024-05-28T07:58:08.124130Z] [debug] [pid:107057] tests/containers/buildah.pm:70 called testapi::validate_script_output
[2024-05-28T07:58:08.124233Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDJtVag-\\d+-", record_output=1, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:08.124681Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDJtVag-\\d+-", pattern="SCRIPT_FINISHEDJtVag-\\d+-", buffer_size=undef, json_cmd_token="eZSIYCeC", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:08.940076Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.815437311001006 seconds: SCRIPT_FINISHEDJtVag-0-[0m
[32m[2024-05-28T07:58:08.940585Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDJtVag-\d+-: ok[0m
[2024-05-28T07:58:08.942308Z] [debug] [pid:107057] tests/containers/buildah.pm:72 called testapi::record_info
[2024-05-28T07:58:08.942556Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Inject configuration metadata into the container", result="ok")
[2024-05-28T07:58:08.942738Z] [debug] [pid:107057] tests/containers/buildah.pm:73 called testapi::assert_script_run
[2024-05-28T07:58:08.942844Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah config --created-by 'openQA' tumbleweed-working-container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:08.942952Z] [debug] [pid:107057] tests/containers/buildah.pm:73 called testapi::assert_script_run
[2024-05-28T07:58:08.943075Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:08.943721Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="maAeGgnl", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:08.943853Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000335695998728625 seconds: # [0m
[32m[2024-05-28T07:58:08.944154Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:08.944508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah config --created-by 'openQA' tumbleweed-working-container", json_cmd_token="lGUfxWuV", cmd="backend_type_string")
[2024-05-28T07:58:08.944955Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 8CCXd-\$?-", json_cmd_token="gbCiiYpJ")
[2024-05-28T07:58:08.945144Z] [debug] [pid:107057] tests/containers/buildah.pm:73 called testapi::assert_script_run
[2024-05-28T07:58:08.945261Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=193, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="buildah config --created-by 'openQA' tumbleweed-working-container; echo 8CCXd-\$?-")
[2024-05-28T07:58:08.945712Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="buildah config --created-by 'openQA' tumbleweed-working-container; echo 8CCXd-\$?-", pattern=[
    "buildah config --created-by 'openQA' tumbleweed-working-container; echo 8CCXd-\$?-"
  ], buffer_size=193, json_cmd_token="lnmvOFEI", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:08.945829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274714999250136 seconds: buildah config --created-by 'openQA' tumbleweed-working-container; echo 8CCXd-$?-[0m
[32m[2024-05-28T07:58:08.946080Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah config --created-by 'openQA' tumbleweed-working-container; echo 8CCXd-$?-: ok[0m
[2024-05-28T07:58:08.946383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="XSTcKESE", cmd="backend_type_string")
[2024-05-28T07:58:08.946586Z] [debug] [pid:107057] tests/containers/buildah.pm:73 called testapi::assert_script_run
[2024-05-28T07:58:08.946700Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/8CCXd-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:58:08.947124Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:8CCXd-\\d+-)", buffer_size=undef, json_cmd_token="cCAoZXdh", record_output=undef, no_regex=0, regexp="(?^u:8CCXd-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:08.973444Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0264448150010139 seconds: 8CCXd-0-[0m
[32m[2024-05-28T07:58:08.973787Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:8CCXd-\d+-): ok[0m
[2024-05-28T07:58:08.973907Z] [debug] [pid:107057] tests/containers/buildah.pm:74 called testapi::assert_script_run
[2024-05-28T07:58:08.974015Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:08.974110Z] [debug] [pid:107057] tests/containers/buildah.pm:74 called testapi::assert_script_run
[2024-05-28T07:58:08.974232Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:08.974707Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tKlpVbdP", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:08.974817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269414000285906 seconds: # [0m
[32m[2024-05-28T07:58:08.975100Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:08.975424Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container", cmd="backend_type_string", json_cmd_token="oaLeLZns")
[2024-05-28T07:58:08.975848Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo MJluk-\$?-", cmd="backend_type_string", json_cmd_token="ttTzIFtv")
[2024-05-28T07:58:08.976054Z] [debug] [pid:107057] tests/containers/buildah.pm:74 called testapi::assert_script_run
[2024-05-28T07:58:08.976199Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=235, regexp="buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container; echo MJluk-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:58:08.976654Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container; echo MJluk-\$?-"
  ], buffer_size=235, json_cmd_token="URkydwyZ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container; echo MJluk-\$?-")
[33m[2024-05-28T07:58:08.976781Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000285095000435831 seconds: buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container; echo MJluk-$?-[0m
[32m[2024-05-28T07:58:08.977059Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah config --author 'someone at suse.com' --label name=buildah_openqa_test tumbleweed-working-container; echo MJluk-$?-: ok[0m
[2024-05-28T07:58:08.977373Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WOaLwjss", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:08.977592Z] [debug] [pid:107057] tests/containers/buildah.pm:74 called testapi::assert_script_run
[2024-05-28T07:58:08.977729Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/MJluk-\d+-/u)
[2024-05-28T07:58:08.978153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:MJluk-\\d+-)", buffer_size=undef, json_cmd_token="mSCWsIJo", no_regex=0, record_output=undef, regexp="(?^u:MJluk-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:09.000319Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0222868239998206 seconds: MJluk-0-[0m
[32m[2024-05-28T07:58:09.000666Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:MJluk-\d+-): ok[0m
[2024-05-28T07:58:09.000841Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.000979Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:58:09.001449Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EsxTzbsn", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:09.001562Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264203999904566 seconds: # [0m
[32m[2024-05-28T07:58:09.001728Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.001796Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.001847Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptJJzOP.sh :\n \"cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-\$?-\" \n")
[2024-05-28T07:58:09.002156Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-\$?-\n", json_cmd_token="GbHlAyMl")
[2024-05-28T07:58:09.002413Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.002570Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-\$?-", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:09.003023Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DOgAkAQA", buffer_size=undef, pattern=[
    "cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-\$?-"
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:09.003138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261795001279097 seconds: cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-$?-[0m
[32m[2024-05-28T07:58:09.003353Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptJJzOP.sh << 'EOT_JJzOP'; echo JJzOP-$?-: ok[0m
[2024-05-28T07:58:09.003465Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.003603Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.004062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IFUnpKcN", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:09.004152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000250904000495211 seconds: > [0m
[32m[2024-05-28T07:58:09.004401Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:09.004751Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah inspect --format '{{.ImageCreatedBy}}' tumbleweed-working-container\nEOT_JJzOP\n", cmd="backend_type_string", json_cmd_token="bdnavFbe")
[2024-05-28T07:58:09.005001Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.005155Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="> EOT_JJzOP", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.005608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="KFiVStfd", buffer_size=undef, pattern=[
    "> EOT_JJzOP"
  ], regexp="> EOT_JJzOP", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.005713Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260794000496389 seconds: > EOT_JJzOP[0m
[32m[2024-05-28T07:58:09.005928Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_JJzOP: ok[0m
[2024-05-28T07:58:09.006039Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.006180Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=1, regexp="JJzOP-0-")
[2024-05-28T07:58:09.006616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="JJzOP-0-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern="JJzOP-0-", buffer_size=undef, json_cmd_token="pmmRJhxl")
[33m[2024-05-28T07:58:09.006733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259285001448006 seconds: JJzOP-0-[0m
[32m[2024-05-28T07:58:09.006908Z] [debug] [pid:107057] >>> testapi::wait_serial: JJzOP-0-: ok[0m
[2024-05-28T07:58:09.007010Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.007137Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.007613Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UuQOKGYL", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:09.007700Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000238833999901544 seconds: # [0m
[32m[2024-05-28T07:58:09.007881Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.008217Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-\$?-\n", json_cmd_token="pfEHOcap")
[2024-05-28T07:58:09.008421Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.008560Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.008996Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="DGzFIGrJ", buffer_size=undef, pattern=[
    "echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-\$?-"
  ], regexp="echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.009117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274665000688401 seconds: echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-$?-[0m
[32m[2024-05-28T07:58:09.009278Z] [debug] [pid:107057] >>> testapi::wait_serial: echo JJzOP; bash -oe pipefail /tmp/scriptJJzOP.sh ; echo SCRIPT_FINISHEDJJzOP-$?-: ok[0m
[2024-05-28T07:58:09.009372Z] [debug] [pid:107057] tests/containers/buildah.pm:75 called testapi::validate_script_output
[2024-05-28T07:58:09.009496Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=1, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDJJzOP-\\d+-")
[2024-05-28T07:58:09.009908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="PFwIGkZy", buffer_size=undef, pattern="SCRIPT_FINISHEDJJzOP-\\d+-", regexp="SCRIPT_FINISHEDJJzOP-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.027982Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0182024929999898 seconds: SCRIPT_FINISHEDJJzOP-0-[0m
[32m[2024-05-28T07:58:09.028209Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDJJzOP-\d+-: ok[0m
[2024-05-28T07:58:09.029303Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.029422Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:09.029886Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ayPsrDJl", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:09.029998Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027715499891201 seconds: # [0m
[32m[2024-05-28T07:58:09.030161Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.030227Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.030278Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script5oklH.sh :\n \"cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-\$?-\" \n")
[2024-05-28T07:58:09.030584Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-\$?-\n", json_cmd_token="AcxWRAuR", cmd="backend_type_string")
[2024-05-28T07:58:09.030770Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.030882Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-\$?-")
[2024-05-28T07:58:09.031315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="XuCdESUr", buffer_size=undef, pattern=[
    "cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-\$?-"
  ], regexp="cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.031422Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261334000242641 seconds: cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-$?-[0m
[32m[2024-05-28T07:58:09.031582Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script5oklH.sh << 'EOT_5oklH'; echo 5oklH-$?-: ok[0m
[2024-05-28T07:58:09.031657Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.031757Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> ")
[2024-05-28T07:58:09.032196Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TZtFrwXd", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:09.032286Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00025432399888814 seconds: > [0m
[32m[2024-05-28T07:58:09.032442Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:09.032742Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah inspect --format '{{.OCIv1.Author}}' tumbleweed-working-container\nEOT_5oklH\n", json_cmd_token="vxYtRJkb", cmd="backend_type_string")
[2024-05-28T07:58:09.032919Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.033026Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="> EOT_5oklH", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.033444Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_5oklH", pattern=[
    "> EOT_5oklH"
  ], buffer_size=undef, json_cmd_token="NRenJXbd", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:09.033554Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254214999586111 seconds: > EOT_5oklH[0m
[32m[2024-05-28T07:58:09.033709Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_5oklH: ok[0m
[2024-05-28T07:58:09.033783Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.033882Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="5oklH-0-", no_regex=0, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:09.034294Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="5oklH-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="qabgMoqU", buffer_size=undef, pattern="5oklH-0-")
[33m[2024-05-28T07:58:09.034407Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255164000918739 seconds: 5oklH-0-[0m
[32m[2024-05-28T07:58:09.034558Z] [debug] [pid:107057] >>> testapi::wait_serial: 5oklH-0-: ok[0m
[2024-05-28T07:58:09.034633Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.034729Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="# ")
[2024-05-28T07:58:09.035142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="ketorSkb", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:09.035247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249923999945167 seconds: # [0m
[32m[2024-05-28T07:58:09.035397Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.035692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tEdkwreF", text="echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:58:09.035866Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.035974Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.036416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="rZCVLOtI", buffer_size=undef, pattern=[
    "echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-\$?-"
  ])
[33m[2024-05-28T07:58:09.036547Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279815001704264 seconds: echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-$?-[0m
[32m[2024-05-28T07:58:09.036711Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 5oklH; bash -oe pipefail /tmp/script5oklH.sh ; echo SCRIPT_FINISHED5oklH-$?-: ok[0m
[2024-05-28T07:58:09.036785Z] [debug] [pid:107057] tests/containers/buildah.pm:76 called testapi::validate_script_output
[2024-05-28T07:58:09.036886Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHED5oklH-\\d+-", record_output=1, expect_not_found=0, no_regex=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.037301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHED5oklH-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHED5oklH-\\d+-", buffer_size=undef, json_cmd_token="hTZgWgof")
[33m[2024-05-28T07:58:09.053274Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0161024869994435 seconds: SCRIPT_FINISHED5oklH-0-[0m
[32m[2024-05-28T07:58:09.053469Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED5oklH-\d+-: ok[0m
[2024-05-28T07:58:09.054628Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.054769Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=1, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.055237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TcGRYksM", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:09.055346Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272564000624698 seconds: # [0m
[32m[2024-05-28T07:58:09.055520Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.055599Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.055658Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptcmABo.sh :\n \"cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-\$?-\" \n")
[2024-05-28T07:58:09.055969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-\$?-\n", cmd="backend_type_string", json_cmd_token="htXCMtZj")
[2024-05-28T07:58:09.056181Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.056318Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.056763Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-\$?-"
  ], buffer_size=undef, json_cmd_token="UGPWEDDm", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-\$?-")
[33m[2024-05-28T07:58:09.056875Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269845000730129 seconds: cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-$?-[0m
[32m[2024-05-28T07:58:09.057045Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptcmABo.sh << 'EOT_cmABo'; echo cmABo-$?-: ok[0m
[2024-05-28T07:58:09.057147Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.057272Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T07:58:09.057708Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="uelBkEYc", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T07:58:09.057798Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000243964001128916 seconds: > [0m
[32m[2024-05-28T07:58:09.057966Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:09.058283Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah inspect --format '{{.OCIv1.Config.Labels.name}}' tumbleweed-working-container\nEOT_cmABo\n", cmd="backend_type_string", json_cmd_token="DAoZCntG")
[2024-05-28T07:58:09.058477Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.058605Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, expect_not_found=0, no_regex=1, regexp="> EOT_cmABo")
[2024-05-28T07:58:09.059024Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_cmABo"
  ], buffer_size=undef, json_cmd_token="SjRYfnSw", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_cmABo")
[33m[2024-05-28T07:58:09.059127Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245863999225548 seconds: > EOT_cmABo[0m
[32m[2024-05-28T07:58:09.059292Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_cmABo: ok[0m
[2024-05-28T07:58:09.059379Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.059498Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=0, expect_not_found=0, record_output=undef, regexp="cmABo-0-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:09.059929Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cmABo-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="wmUdCRSb", buffer_size=undef, pattern="cmABo-0-")
[33m[2024-05-28T07:58:09.060058Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256154000453535 seconds: cmABo-0-[0m
[32m[2024-05-28T07:58:09.060232Z] [debug] [pid:107057] >>> testapi::wait_serial: cmABo-0-: ok[0m
[2024-05-28T07:58:09.060328Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.060449Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.060881Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="NRNZlNfx", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.060993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260094000623212 seconds: # [0m
[32m[2024-05-28T07:58:09.061157Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.061466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-\$?-\n", cmd="backend_type_string", json_cmd_token="nDRmoXly")
[2024-05-28T07:58:09.061656Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.061795Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.062226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="tjiYkyYY", buffer_size=undef, pattern=[
    "echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-\$?-"
  ], regexp="echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:09.062333Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257274001342012 seconds: echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-$?-[0m
[32m[2024-05-28T07:58:09.062505Z] [debug] [pid:107057] >>> testapi::wait_serial: echo cmABo; bash -oe pipefail /tmp/scriptcmABo.sh ; echo SCRIPT_FINISHEDcmABo-$?-: ok[0m
[2024-05-28T07:58:09.062593Z] [debug] [pid:107057] tests/containers/buildah.pm:77 called testapi::validate_script_output
[2024-05-28T07:58:09.062715Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDcmABo-\\d+-", no_regex=0, quiet=1, expect_not_found=0, record_output=1)
[2024-05-28T07:58:09.063142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDcmABo-\\d+-", no_regex=0, record_output=1, json_cmd_token="ouJNhVrq", buffer_size=undef, pattern="SCRIPT_FINISHEDcmABo-\\d+-", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:09.078626Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0156120589999773 seconds: SCRIPT_FINISHEDcmABo-0-[0m
[32m[2024-05-28T07:58:09.078820Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDcmABo-\d+-: ok[0m
[2024-05-28T07:58:09.079921Z] [debug] [pid:107057] tests/containers/buildah.pm:79 called testapi::record_info
[2024-05-28T07:58:09.080031Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Commit image and use it with podman or docker", result="ok")
[2024-05-28T07:58:09.080204Z] [debug] [pid:107057] tests/containers/buildah.pm:80 called testapi::assert_script_run
[2024-05-28T07:58:09.080307Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah commit tumbleweed-working-container newimage", quiet=undef, fail_message="", timeout=300)
[2024-05-28T07:58:09.080413Z] [debug] [pid:107057] tests/containers/buildah.pm:80 called testapi::assert_script_run
[2024-05-28T07:58:09.080532Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:09.080993Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="lDXpTZip", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:09.081104Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270074000582099 seconds: # [0m
[32m[2024-05-28T07:58:09.081381Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:09.081700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah commit tumbleweed-working-container newimage", json_cmd_token="JYoDLCMF", cmd="backend_type_string")
[2024-05-28T07:58:09.082117Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo w5anv-\$?-", json_cmd_token="AnlxRDCD", cmd="backend_type_string")
[2024-05-28T07:58:09.082314Z] [debug] [pid:107057] tests/containers/buildah.pm:80 called testapi::assert_script_run
[2024-05-28T07:58:09.082455Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=180, timeout=90, regexp="buildah commit tumbleweed-working-container newimage; echo w5anv-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:58:09.082904Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="buildah commit tumbleweed-working-container newimage; echo w5anv-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "buildah commit tumbleweed-working-container newimage; echo w5anv-\$?-"
  ], buffer_size=180, json_cmd_token="KexkHgmX")
[33m[2024-05-28T07:58:09.083011Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263404001088929 seconds: buildah commit tumbleweed-working-container newimage; echo w5anv-$?-[0m
[32m[2024-05-28T07:58:09.083285Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah commit tumbleweed-working-container newimage; echo w5anv-$?-: ok[0m
[2024-05-28T07:58:09.083594Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nqSOPoxc", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:09.083798Z] [debug] [pid:107057] tests/containers/buildah.pm:80 called testapi::assert_script_run
[2024-05-28T07:58:09.083936Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/w5anv-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T07:58:09.084382Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=300, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:w5anv-\\d+-)", pattern="(?^u:w5anv-\\d+-)", buffer_size=undef, json_cmd_token="qbvkltqq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:10.051975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 29 loops & 0.967615663999823 seconds: w5anv-0-[0m
[32m[2024-05-28T07:58:10.052779Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:w5anv-\d+-): ok[0m
[2024-05-28T07:58:10.053046Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.053192Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:10.053786Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ywiSkxml")
[33m[2024-05-28T07:58:10.053891Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285484999039909 seconds: # [0m
[32m[2024-05-28T07:58:10.054066Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:10.054141Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.054195Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuyw55.sh :\n \"cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-\" \n")
[2024-05-28T07:58:10.054513Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-\n", json_cmd_token="NXoEANlA")
[2024-05-28T07:58:10.054711Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.054829Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:10.055237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="uKhNhkls", buffer_size=undef, pattern=[
    "cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-\$?-"
  ])
[33m[2024-05-28T07:58:10.055344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243425000007846 seconds: cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-$?-[0m
[32m[2024-05-28T07:58:10.055510Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuyw55.sh << 'EOT_uyw55'; echo uyw55-$?-: ok[0m
[2024-05-28T07:58:10.055588Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.055689Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T07:58:10.056093Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="dengLLew", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:58:10.056172Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000223983999603661 seconds: > [0m
[32m[2024-05-28T07:58:10.056328Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:10.056611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FbesvAiV", text="buildah images\nEOT_uyw55\n", cmd="backend_type_string")
[2024-05-28T07:58:10.056785Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.056893Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="> EOT_uyw55", timeout=90, buffer_size=undef)
[2024-05-28T07:58:10.057281Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> EOT_uyw55"
  ], buffer_size=undef, json_cmd_token="HpopGyrE", record_output=undef, no_regex=1, regexp="> EOT_uyw55", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:10.057378Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023086399960448 seconds: > EOT_uyw55[0m
[32m[2024-05-28T07:58:10.057526Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uyw55: ok[0m
[2024-05-28T07:58:10.057600Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.057699Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="uyw55-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:10.058076Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="uyw55-0-", buffer_size=undef, json_cmd_token="weosmMLp", record_output=undef, no_regex=0, regexp="uyw55-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:10.058363Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000409096999646863 seconds: uyw55-0-[0m
[32m[2024-05-28T07:58:10.058513Z] [debug] [pid:107057] >>> testapi::wait_serial: uyw55-0-: ok[0m
[2024-05-28T07:58:10.058590Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.058690Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="# ")
[2024-05-28T07:58:10.059075Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="ByrwCwSZ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:10.059164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222783999561216 seconds: # [0m
[32m[2024-05-28T07:58:10.059308Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:10.059586Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-\n", json_cmd_token="lytZoTVl", cmd="backend_type_string")
[2024-05-28T07:58:10.059769Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.059877Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-")
[2024-05-28T07:58:10.060319Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern=[
    "echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-\$?-"
  ], buffer_size=undef, json_cmd_token="qYvmQEhP")
[33m[2024-05-28T07:58:10.060427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257894000242231 seconds: echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-$?-[0m
[32m[2024-05-28T07:58:10.060582Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uyw55; bash -oe pipefail /tmp/scriptuyw55.sh ; echo SCRIPT_FINISHEDuyw55-$?-: ok[0m
[2024-05-28T07:58:10.060659Z] [debug] [pid:107057] tests/containers/buildah.pm:81 called testapi::validate_script_output
[2024-05-28T07:58:10.060761Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDuyw55-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:10.061154Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="auosBIlh", buffer_size=undef, pattern="SCRIPT_FINISHEDuyw55-\\d+-", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDuyw55-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T07:58:10.078476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 42 loops & 0.0174317000000883 seconds: SCRIPT_FINISHEDuyw55-0-[0m
[32m[2024-05-28T07:58:10.078752Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuyw55-\d+-: ok[0m
[2024-05-28T07:58:10.080149Z] [debug] [pid:107057] tests/containers/buildah.pm:83 called testapi::assert_script_run
[2024-05-28T07:58:10.080248Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:10.080338Z] [debug] [pid:107057] tests/containers/buildah.pm:83 called testapi::assert_script_run
[2024-05-28T07:58:10.080435Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:10.080948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TZfBDupe", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:10.081050Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000251564999416587 seconds: # [0m
[32m[2024-05-28T07:58:10.081383Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:10.081697Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bRaSCzXC", text="skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest", cmd="backend_type_string")
[2024-05-28T07:58:10.082096Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BRspVHpR", text="; echo N~Ea~-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:10.082274Z] [debug] [pid:107057] tests/containers/buildah.pm:83 called testapi::assert_script_run
[2024-05-28T07:58:10.082399Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=224, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest; echo N~Ea~-\$?-")
[2024-05-28T07:58:10.082819Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest; echo N~Ea~-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="SlJulSZJ", buffer_size=224, pattern=[
    "skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest; echo N~Ea~-\$?-"
  ])
[33m[2024-05-28T07:58:10.082920Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249325001277612 seconds: skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest; echo N~Ea~-$?-[0m
[32m[2024-05-28T07:58:10.083170Z] [debug] [pid:107057] >>> testapi::wait_serial: skopeo copy containers-storage:localhost/newimage:latest docker-daemon:localhost/newimage:latest; echo N~Ea~-$?-: ok[0m
[2024-05-28T07:58:10.083460Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="AfzivTlU")
[2024-05-28T07:58:10.083644Z] [debug] [pid:107057] tests/containers/buildah.pm:83 called testapi::assert_script_run
[2024-05-28T07:58:10.083758Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/N~Ea~-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T07:58:10.084170Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:N~Ea~-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:N~Ea~-\\d+-)", buffer_size=undef, json_cmd_token="rWsZqsfs")
[33m[2024-05-28T07:58:12.479631Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 46 loops & 2.39550028699887 seconds: N~Ea~-0-[0m
[32m[2024-05-28T07:58:12.480576Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:N~Ea~-\d+-): ok[0m
[2024-05-28T07:58:12.480932Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.481171Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:12.481751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kvXQcVqp", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:12.481858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273304998700041 seconds: # [0m
[32m[2024-05-28T07:58:12.482078Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:12.482173Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.482243Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script~Fowa.sh :\n \"cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-\$?-\" \n")
[2024-05-28T07:58:12.482579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-\$?-\n", json_cmd_token="ruelygsT", cmd="backend_type_string")
[2024-05-28T07:58:12.482823Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.482953Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-\$?-", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:12.483345Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-\$?-"
  ], buffer_size=undef, json_cmd_token="dwkjdPXK", no_regex=1, record_output=undef, regexp="cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:12.483449Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230003999604378 seconds: cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-$?-[0m
[32m[2024-05-28T07:58:12.483642Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script~Fowa.sh << 'EOT_~Fowa'; echo ~Fowa-$?-: ok[0m
[2024-05-28T07:58:12.483734Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.483845Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:12.484225Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="bnGCPDuX", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:12.484300Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184763001016108 seconds: > [0m
[32m[2024-05-28T07:58:12.484466Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:12.484739Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm localhost/newimage\nEOT_~Fowa\n", json_cmd_token="vTEhKkYw", cmd="backend_type_string")
[2024-05-28T07:58:12.484922Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.485041Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_~Fowa", record_output=undef, no_regex=1, quiet=1, expect_not_found=0)
[2024-05-28T07:58:12.485389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_~Fowa"
  ], buffer_size=undef, json_cmd_token="JbbulfBv", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_~Fowa")
[33m[2024-05-28T07:58:12.485478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193862999367411 seconds: > EOT_~Fowa[0m
[32m[2024-05-28T07:58:12.485628Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_~Fowa: ok[0m
[2024-05-28T07:58:12.485706Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.485808Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="~Fowa-0-", record_output=undef, quiet=1, no_regex=0, expect_not_found=0)
[2024-05-28T07:58:12.486217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="~Fowa-0-", pattern="~Fowa-0-", buffer_size=undef, json_cmd_token="wetttPOr", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:12.486999Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00088892600069812 seconds: ~Fowa-0-[0m
[32m[2024-05-28T07:58:12.487182Z] [debug] [pid:107057] >>> testapi::wait_serial: ~Fowa-0-: ok[0m
[2024-05-28T07:58:12.487269Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.487377Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=1, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:58:12.487746Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="swgIzAZi", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:12.487834Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020031299936818 seconds: # [0m
[32m[2024-05-28T07:58:12.487991Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:12.488287Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-\$?-\n", json_cmd_token="plhtUGGQ")
[2024-05-28T07:58:12.488466Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.488577Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-\$?-")
[2024-05-28T07:58:12.488945Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="HVtUtyJp", buffer_size=undef, pattern=[
    "echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-\$?-"
  ], regexp="echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:12.489037Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207713999770931 seconds: echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-$?-[0m
[32m[2024-05-28T07:58:12.489187Z] [debug] [pid:107057] >>> testapi::wait_serial: echo ~Fowa; bash -oe pipefail /tmp/script~Fowa.sh ; echo SCRIPT_FINISHED~Fowa-$?-: ok[0m
[2024-05-28T07:58:12.489263Z] [debug] [pid:107057] tests/containers/buildah.pm:85 called testapi::validate_script_output
[2024-05-28T07:58:12.489365Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHED~Fowa-\\d+-", quiet=1, no_regex=0, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:58:12.489712Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHED~Fowa-\\d+-", record_output=1, no_regex=0, json_cmd_token="VmcRbhyx", buffer_size=undef, pattern="SCRIPT_FINISHED~Fowa-\\d+-", expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:13.986336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 1.49664071799998 seconds: SCRIPT_FINISHED~Fowa-0-[0m
[32m[2024-05-28T07:58:13.986810Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED~Fowa-\d+-: ok[0m
[2024-05-28T07:58:13.988356Z] [debug] [pid:107057] tests/containers/buildah.pm:87 called testapi::record_info
[2024-05-28T07:58:13.988479Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Create image with new tag", result="ok")
[2024-05-28T07:58:13.988643Z] [debug] [pid:107057] tests/containers/buildah.pm:88 called testapi::assert_script_run
[2024-05-28T07:58:13.988732Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah tag newimage newimage:sometag", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:13.988831Z] [debug] [pid:107057] tests/containers/buildah.pm:88 called testapi::assert_script_run
[2024-05-28T07:58:13.988933Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:58:13.989484Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mxayCYzJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:13.989592Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260864999290789 seconds: # [0m
[32m[2024-05-28T07:58:13.989866Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:13.990168Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah tag newimage newimage:sometag", json_cmd_token="RbdZeDwa", cmd="backend_type_string")
[2024-05-28T07:58:13.990531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo rOifb-\$?-", json_cmd_token="IpTmTrJs")
[2024-05-28T07:58:13.990704Z] [debug] [pid:107057] tests/containers/buildah.pm:88 called testapi::assert_script_run
[2024-05-28T07:58:13.990825Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, regexp="buildah tag newimage newimage:sometag; echo rOifb-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:13.991153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="buildah tag newimage newimage:sometag; echo rOifb-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BGRxCDZi", buffer_size=165, pattern=[
    "buildah tag newimage newimage:sometag; echo rOifb-\$?-"
  ])
[33m[2024-05-28T07:58:13.991230Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170942999830004 seconds: buildah tag newimage newimage:sometag; echo rOifb-$?-[0m
[32m[2024-05-28T07:58:13.991466Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah tag newimage newimage:sometag; echo rOifb-$?-: ok[0m
[2024-05-28T07:58:13.991711Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LBOTAmns", cmd="backend_type_string")
[2024-05-28T07:58:13.991897Z] [debug] [pid:107057] tests/containers/buildah.pm:88 called testapi::assert_script_run
[2024-05-28T07:58:13.992019Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/rOifb-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:58:13.992343Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:rOifb-\\d+-)", buffer_size=undef, json_cmd_token="IhSQjLpP", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:rOifb-\\d+-)")
[33m[2024-05-28T07:58:14.020841Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.028562351999426 seconds: rOifb-0-[0m
[32m[2024-05-28T07:58:14.021206Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rOifb-\d+-): ok[0m
[2024-05-28T07:58:14.021329Z] [debug] [pid:107057] tests/containers/buildah.pm:89 called testapi::assert_script_run
[2024-05-28T07:58:14.021417Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah inspect newimage:sometag", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:14.021501Z] [debug] [pid:107057] tests/containers/buildah.pm:89 called testapi::assert_script_run
[2024-05-28T07:58:14.021602Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.021948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zsuzWWfd", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.022021Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160113000674755 seconds: # [0m
[32m[2024-05-28T07:58:14.022261Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.022509Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="buildah inspect newimage:sometag", json_cmd_token="BetWCalM", cmd="backend_type_string")
[2024-05-28T07:58:14.022853Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0g5cD-\$?-", json_cmd_token="NKyAwknc")
[2024-05-28T07:58:14.023023Z] [debug] [pid:107057] tests/containers/buildah.pm:89 called testapi::assert_script_run
[2024-05-28T07:58:14.023139Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=160, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="buildah inspect newimage:sometag; echo 0g5cD-\$?-")
[2024-05-28T07:58:14.023468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "buildah inspect newimage:sometag; echo 0g5cD-\$?-"
  ], buffer_size=160, json_cmd_token="xXINuqPL", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="buildah inspect newimage:sometag; echo 0g5cD-\$?-")
[33m[2024-05-28T07:58:14.023542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161563000801834 seconds: buildah inspect newimage:sometag; echo 0g5cD-$?-[0m
[32m[2024-05-28T07:58:14.023776Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah inspect newimage:sometag; echo 0g5cD-$?-: ok[0m
[2024-05-28T07:58:14.024020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="wFwQoxWa", cmd="backend_type_string")
[2024-05-28T07:58:14.024213Z] [debug] [pid:107057] tests/containers/buildah.pm:89 called testapi::assert_script_run
[2024-05-28T07:58:14.024329Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0g5cD-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.024639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TojYgZOy", buffer_size=undef, pattern="(?^u:0g5cD-\\d+-)", regexp="(?^u:0g5cD-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:14.067192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 541 loops & 0.0426098439984344 seconds: 0g5cD-0-[0m
[32m[2024-05-28T07:58:14.067621Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0g5cD-\d+-): ok[0m
[2024-05-28T07:58:14.067733Z] [debug] [pid:107057] tests/containers/buildah.pm:91 called testapi::record_info
[2024-05-28T07:58:14.067819Z] [debug] [pid:107057] <<< testapi::record_info(title="Test", output="Cleanup", result="ok")
[2024-05-28T07:58:14.067987Z] [debug] [pid:107057] tests/containers/buildah.pm:92 called testapi::assert_script_run
[2024-05-28T07:58:14.068102Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah rm tumbleweed-working-container", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:14.068199Z] [debug] [pid:107057] tests/containers/buildah.pm:92 called testapi::assert_script_run
[2024-05-28T07:58:14.068317Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.068734Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="gZuxguLv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.068826Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208473000384402 seconds: # [0m
[32m[2024-05-28T07:58:14.069075Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.069352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="buildah rm tumbleweed-working-container", json_cmd_token="CRtZkrTm")
[2024-05-28T07:58:14.069725Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo fW4NA-\$?-", json_cmd_token="ZsfTCqzJ")
[2024-05-28T07:58:14.069900Z] [debug] [pid:107057] tests/containers/buildah.pm:92 called testapi::assert_script_run
[2024-05-28T07:58:14.070013Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=167, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="buildah rm tumbleweed-working-container; echo fW4NA-\$?-")
[2024-05-28T07:58:14.070385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "buildah rm tumbleweed-working-container; echo fW4NA-\$?-"
  ], buffer_size=167, json_cmd_token="YskXCkcE", no_regex=1, record_output=undef, regexp="buildah rm tumbleweed-working-container; echo fW4NA-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.070491Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020728399977088 seconds: buildah rm tumbleweed-working-container; echo fW4NA-$?-[0m
[32m[2024-05-28T07:58:14.070733Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah rm tumbleweed-working-container; echo fW4NA-$?-: ok[0m
[2024-05-28T07:58:14.070999Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MsFbXfBp", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:14.071181Z] [debug] [pid:107057] tests/containers/buildah.pm:92 called testapi::assert_script_run
[2024-05-28T07:58:14.071294Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/fW4NA-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:58:14.071639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:fW4NA-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="dZOSVUpS", buffer_size=undef, pattern="(?^u:fW4NA-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.088833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0172703680000268 seconds: fW4NA-0-[0m
[32m[2024-05-28T07:58:14.089177Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:fW4NA-\d+-): ok[0m
[2024-05-28T07:58:14.089301Z] [debug] [pid:107057] tests/containers/buildah.pm:93 called testapi::assert_script_run
[2024-05-28T07:58:14.089404Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="buildah rmi newimage", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:58:14.089501Z] [debug] [pid:107057] tests/containers/buildah.pm:93 called testapi::assert_script_run
[2024-05-28T07:58:14.089622Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.090046Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="casSIujb", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:14.090137Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211003000003984 seconds: # [0m
[32m[2024-05-28T07:58:14.090475Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.090766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="buildah rmi newimage", json_cmd_token="zEFOYHgE")
[2024-05-28T07:58:14.091153Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo SyKN3-\$?-", json_cmd_token="dmexMxmh", cmd="backend_type_string")
[2024-05-28T07:58:14.091455Z] [debug] [pid:107057] tests/containers/buildah.pm:93 called testapi::assert_script_run
[2024-05-28T07:58:14.091595Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="buildah rmi newimage; echo SyKN3-\$?-", buffer_size=148, timeout=90)
[2024-05-28T07:58:14.091970Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="buildah rmi newimage; echo SyKN3-\$?-", record_output=undef, no_regex=1, json_cmd_token="trlhFRoj", buffer_size=148, pattern=[
    "buildah rmi newimage; echo SyKN3-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.092072Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209003999771085 seconds: buildah rmi newimage; echo SyKN3-$?-[0m
[32m[2024-05-28T07:58:14.092356Z] [debug] [pid:107057] >>> testapi::wait_serial: buildah rmi newimage; echo SyKN3-$?-: ok[0m
[2024-05-28T07:58:14.092619Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="CiXnpNmr")
[2024-05-28T07:58:14.092819Z] [debug] [pid:107057] tests/containers/buildah.pm:93 called testapi::assert_script_run
[2024-05-28T07:58:14.092959Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/SyKN3-\d+-/u)
[2024-05-28T07:58:14.093304Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qrxkFPdp", buffer_size=undef, pattern="(?^u:SyKN3-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:SyKN3-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:58:14.116600Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.023373112999252 seconds: SyKN3-0-[0m
[32m[2024-05-28T07:58:14.117009Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:SyKN3-\d+-): ok[0m
[2024-05-28T07:58:14.117473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ZTzFmrWR", text="cd\n", cmd="backend_type_string", lf=1)
[2024-05-28T07:58:14.117740Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:14.117871Z] [debug] [pid:107057] <<< testapi::script_run(cmd="test -f /var/log/audit/audit.log", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:14.117977Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:14.118103Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:58:14.118516Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SjslHpzR")
[33m[2024-05-28T07:58:14.118649Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219523999476223 seconds: # [0m
[32m[2024-05-28T07:58:14.118981Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.119376Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f /var/log/audit/audit.log", json_cmd_token="LZwntuxN")
[2024-05-28T07:58:14.119832Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo UfVk_-\$?-", json_cmd_token="GLHqIDZz", cmd="backend_type_string")
[2024-05-28T07:58:14.120046Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:14.120195Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=160, timeout=90, regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:58:14.120584Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", record_output=undef, no_regex=1, json_cmd_token="KfAEDHOK", buffer_size=160, pattern=[
    "test -f /var/log/audit/audit.log; echo UfVk_-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.120679Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204934000066714 seconds: test -f /var/log/audit/audit.log; echo UfVk_-$?-[0m
[32m[2024-05-28T07:58:14.120952Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f /var/log/audit/audit.log; echo UfVk_-$?-: ok[0m
[2024-05-28T07:58:14.121224Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iErzuvtm")
[2024-05-28T07:58:14.121436Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:14.121575Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/UfVk_-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=30)
[2024-05-28T07:58:14.121935Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:UfVk_-\\d+-)", buffer_size=undef, json_cmd_token="LcRaPzUm", no_regex=0, record_output=undef, regexp="(?^u:UfVk_-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.122035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019906299894501 seconds: UfVk_-0-[0m
[32m[2024-05-28T07:58:14.122305Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UfVk_-\d+-): ok[0m
[2024-05-28T07:58:14.122459Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.122588Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.122944Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fKEIbpCq", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:14.123014Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176413001099718 seconds: # [0m
[32m[2024-05-28T07:58:14.123272Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.123355Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.123415Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptOSm16.sh :\n \"cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\" \n")
[2024-05-28T07:58:14.123687Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\n", json_cmd_token="cijqqckR")
[2024-05-28T07:58:14.123878Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.124020Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-")
[2024-05-28T07:58:14.124366Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-", record_output=undef, no_regex=1, json_cmd_token="SFjGElUv", buffer_size=undef, pattern=[
    "cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.124443Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165942999956314 seconds: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-[0m
[32m[2024-05-28T07:58:14.124701Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-: ok[0m
[2024-05-28T07:58:14.124798Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.124924Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.125250Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="TCGtYADg", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.125316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000152812999658636 seconds: > [0m
[32m[2024-05-28T07:58:14.125571Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:14.125807Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="ausearch -m avc -r\nEOT_OSm16\n", json_cmd_token="pOilFkpj", cmd="backend_type_string")
[2024-05-28T07:58:14.125981Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.126115Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_OSm16", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.126416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> EOT_OSm16"
  ], buffer_size=undef, json_cmd_token="XNtcKmWK", no_regex=1, record_output=undef, regexp="> EOT_OSm16", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.126487Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156473000970436 seconds: > EOT_OSm16[0m
[32m[2024-05-28T07:58:14.126704Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_OSm16: ok[0m
[2024-05-28T07:58:14.126783Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.126885Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="OSm16-0-")
[2024-05-28T07:58:14.127171Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ktzjdGBw", buffer_size=undef, pattern="OSm16-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="OSm16-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T07:58:14.127540Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000444737999714562 seconds: OSm16-0-[0m
[32m[2024-05-28T07:58:14.127758Z] [debug] [pid:107057] >>> testapi::wait_serial: OSm16-0-: ok[0m
[2024-05-28T07:58:14.127843Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.127947Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:58:14.128255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="sfkHHZgd", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:14.128330Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160423000124865 seconds: # [0m
[32m[2024-05-28T07:58:14.128555Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.128805Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-\n", json_cmd_token="dlEomnmw")
[2024-05-28T07:58:14.128970Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.129086Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.129400Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-"
  ], buffer_size=undef, json_cmd_token="pkzXoNHa")
[33m[2024-05-28T07:58:14.129477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168213000506512 seconds: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-[0m
[32m[2024-05-28T07:58:14.129699Z] [debug] [pid:107057] >>> testapi::wait_serial: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-: ok[0m
[2024-05-28T07:58:14.129781Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:14.129884Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHEDOSm16-\\d+-")
[2024-05-28T07:58:14.130176Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDOSm16-\\d+-", buffer_size=undef, json_cmd_token="MQvdYwLh", quiet=undef, expect_not_found=0, timeout=300, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDOSm16-\\d+-")
[33m[2024-05-28T07:58:14.168825Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1254 loops & 0.0387176370004454 seconds: SCRIPT_FINISHEDOSm16-0-[0m
[32m[2024-05-28T07:58:14.170802Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDOSm16-\d+-: ok[0m
[2024-05-28T07:58:14.178811Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:85 called testapi::record_info
[2024-05-28T07:58:14.183924Z] [debug] [pid:107057] <<< testapi::record_info(title="AVC", output="type=AVC msg=audit(1716878131.396:27): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"ghostscript\" pid=738 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716878131.396:28): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"ghostscript///usr/bin/hpijs\" pid=738 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716878131.396:29): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"github-desktop\" pid=744 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.396:29): arch=c000003e syscall=1 success=yes exit=3178 a0=7 a1=563d88690ad0 a2=c6a a3=0 items=0 ppid=688 pid=744 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.396:29): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.399:30): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"goldendict\" pid=745 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.399:30): arch=c000003e syscall=1 success=yes exit=2794 a0=7 a1=563d8869b820 a2=aea a3=0 items=0 ppid=688 pid=745 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.399:30): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.399:31): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"ipa_verify\" pid=746 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.399:31): arch=c000003e syscall=1 success=yes exit=2794 a0=7 a1=563d8869b820 a2=aea a3=0 items=0 ppid=688 pid=746 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.399:31): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.403:32): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"kchmviewer\" pid=747 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.403:32): arch=c000003e syscall=1 success=yes exit=2794 a0=7 a1=563d8869b820 a2=aea a3=0 items=0 ppid=688 pid=747 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.403:32): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.403:33): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"keybase\" pid=748 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.403:33): arch=c000003e syscall=1 success=yes exit=2834 a0=7 a1=563d886b7c10 a2=b12 a3=0 items=0 ppid=688 pid=748 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.403:33): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.406:34): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lc-compliance\" pid=749 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.406:34): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=563d886b7c10 a2=b3a a3=0 items=0 ppid=688 pid=749 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.406:34): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.406:35): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"libcamerify\" pid=750 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.406:35): arch=c000003e syscall=1 success=yes exit=2826 a0=7 a1=563d886b7c10 a2=b0a a3=0 items=0 ppid=688 pid=750 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.406:35): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.409:36): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"linux-sandbox\" pid=751 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.409:36): arch=c000003e syscall=1 success=yes exit=3234 a0=7 a1=563d88698800 a2=ca2 a3=0 items=0 ppid=688 pid=751 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.409:36): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.413:37): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"loupe\" pid=752 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.413:37): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=563d88699400 a2=ab2 a3=0 items=0 ppid=688 pid=752 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.413:37): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.443:39): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lsb_release\" pid=753 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.443:39): arch=c000003e syscall=1 success=yes exit=35593 a0=7 a1=563d888e98a0 a2=8b09 a3=0 items=0 ppid=688 pid=753 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.443:39): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.446:40): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-attach\" pid=755 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.446:40): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=563d886b4070 a2=afa a3=0 items=0 ppid=688 pid=755 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.446:40): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.446:41): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-create\" pid=756 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.446:41): arch=c000003e syscall=1 success=yes exit=2794 a0=7 a1=563d886b4150 a2=aea a3=0 items=0 ppid=688 pid=756 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.446:41): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.449:42): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-destroy\" pid=757 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.449:42): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=563d886b3bb0 a2=b1a a3=0 items=0 ppid=688 pid=757 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.449:42): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.449:43): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-execute\" pid=758 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.449:43): arch=c000003e syscall=1 success=yes exit=2826 a0=7 a1=563d8869af50 a2=b0a a3=0 items=0 ppid=688 pid=758 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.449:43): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.453:44): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-stop\" pid=759 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.453:44): arch=c000003e syscall=1 success=yes exit=2770 a0=7 a1=563d8869b2d0 a2=ad2 a3=0 items=0 ppid=688 pid=759 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.453:44): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.453:45): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-unshare\" pid=760 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.453:45): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=563d886bc170 a2=b1a a3=0 items=0 ppid=688 pid=760 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.453:45): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.456:46): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"lxc-usernsexec\" pid=761 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.456:46): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=563d88690b90 a2=b3a a3=0 items=0 ppid=688 pid=761 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.456:46): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.456:47): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"mmdebstrap\" pid=762 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.456:47): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=563d8869b130 a2=afa a3=0 items=0 ppid=688 pid=762 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.456:47): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.459:48): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"msedge\" pid=763 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.459:48): arch=c000003e syscall=1 success=yes exit=3010 a0=7 a1=563d886b2ba0 a2=bc2 a3=0 items=0 ppid=688 pid=763 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.459:48): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.459:49): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nautilus\" pid=764 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.459:49): arch=c000003e syscall=1 success=yes exit=2786 a0=7 a1=563d8869b2e0 a2=ae2 a3=0 items=0 ppid=688 pid=764 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.459:49): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.463:50): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"notepadqq\" pid=765 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.463:50): arch=c000003e syscall=1 success=yes exit=3546 a0=7 a1=563d886bac00 a2=dda a3=0 items=0 ppid=688 pid=765 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.463:50): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.496:51): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nvidia_modprobe\" pid=766 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.496:51): arch=c000003e syscall=1 success=yes exit=22218 a0=7 a1=563d8880ae30 a2=56ca a3=0 items=0 ppid=688 pid=766 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.496:51): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.496:52): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nvidia_modprobe//kmod\" pid=766 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.496:52): arch=c000003e syscall=1 success=yes exit=20513 a0=7 a1=563d8885dc60 a2=5021 a3=0 items=0 ppid=688 pid=766 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.496:52): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.496:53): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"obsidian\" pid=767 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.496:53): arch=c000003e syscall=1 success=yes exit=2866 a0=7 a1=563d88698410 a2=b32 a3=0 items=0 ppid=688 pid=767 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.496:53): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.499:54): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"opam\" pid=768 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.499:54): arch=c000003e syscall=1 success=yes exit=2714 a0=7 a1=563d8869ae10 a2=a9a a3=0 items=0 ppid=688 pid=768 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.499:54): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.499:55): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"opera\" pid=769 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.499:55): arch=c000003e syscall=1 success=yes exit=3058 a0=7 a1=563d886b5b40 a2=bf2 a3=0 items=0 ppid=688 pid=769 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.499:55): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.499:56): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"pageedit\" pid=770 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.499:56): arch=c000003e syscall=1 success=yes exit=2770 a0=7 a1=563d8869b710 a2=ad2 a3=0 items=0 ppid=688 pid=770 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.499:56): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.529:57): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"php-fpm\" pid=771 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.529:57): arch=c000003e syscall=1 success=yes exit=46513 a0=7 a1=563d886c4eb0 a2=b5b1 a3=0 items=0 ppid=688 pid=771 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.529:57): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.536:58): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"plasmashell\" pid=772 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.536:58): arch=c000003e syscall=1 success=yes exit=8394 a0=7 a1=563d88714fd0 a2=20ca a3=0 items=0 ppid=688 pid=772 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.536:58): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.536:59): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"plasmashell//QtWebEngineProcess\" pid=772 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.536:59): arch=c000003e syscall=1 success=yes exit=5545 a0=7 a1=563d88703e50 a2=15a9 a3=0 items=0 ppid=688 pid=772 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.536:59): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.539:60): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"podman\" pid=773 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.539:60): arch=c000003e syscall=1 success=yes exit=2754 a0=7 a1=563d886b6ae0 a2=ac2 a3=0 items=0 ppid=688 pid=773 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.539:60): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.539:61): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"polypane\" pid=774 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.539:61): arch=c000003e syscall=1 success=yes exit=2882 a0=7 a1=563d886bb1b0 a2=b42 a3=0 items=0 ppid=688 pid=774 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.539:61): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.539:62): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"privacybrowser\" pid=775 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.539:62): arch=c000003e syscall=1 success=yes exit=2890 a0=7 a1=563d88690b90 a2=b4a a3=0 items=0 ppid=688 pid=775 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.539:62): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.543:63): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"qcam\" pid=776 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.543:63): arch=c000003e syscall=1 success=yes exit=2714 a0=7 a1=563d886b6540 a2=a9a a3=0 items=0 ppid=688 pid=776 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.543:63): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.543:64): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"qmapshack\" pid=777 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.543:64): arch=c000003e syscall=1 success=yes exit=2794 a0=7 a1=563d886b69f0 a2=aea a3=0 items=0 ppid=688 pid=777 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.543:64): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.543:65): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"qutebrowser\" pid=778 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.543:65): arch=c000003e syscall=1 success=yes exit=2858 a0=7 a1=563d88699c10 a2=b2a a3=0 items=0 ppid=688 pid=778 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.543:65): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.546:66): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"rootlesskit\" pid=779 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.546:66): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=563d88699c10 a2=b1a a3=0 items=0 ppid=688 pid=779 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.546:66): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.546:67): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"rpm\" pid=780 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.546:67): arch=c000003e syscall=1 success=yes exit=2706 a0=7 a1=563d886b6ee0 a2=a92 a3=0 items=0 ppid=688 pid=780 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.546:67): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.546:68): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"rssguard\" pid=781 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.546:68): arch=c000003e syscall=1 success=yes exit=2802 a0=7 a1=563d886b7020 a2=af2 a3=0 items=0 ppid=688 pid=781 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.546:68): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.549:69): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"runc\" pid=782 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.549:69): arch=c000003e syscall=1 success=yes exit=2754 a0=7 a1=563d886b6f30 a2=ac2 a3=0 items=0 ppid=688 pid=782 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.549:69): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.576:70): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"samba-bgqd\" pid=783 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.576:70): arch=c000003e syscall=1 success=yes exit=42505 a0=7 a1=563d88700dc0 a2=a609 a3=0 items=0 ppid=688 pid=783 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.576:70): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.603:71): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"samba-dcerpcd\" pid=784 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.603:71): arch=c000003e syscall=1 success=yes exit=44219 a0=7 a1=563d889fa080 a2=acbb a3=0 items=0 ppid=688 pid=784 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.603:71): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.633:72): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"samba-rpcd\" pid=785 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.633:72): arch=c000003e syscall=1 success=yes exit=42713 a0=7 a1=563d8891dea0 a2=a6d9 a3=0 items=0 ppid=688 pid=785 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.633:72): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.659:73): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"samba-rpcd-classic\" pid=786 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.659:73): arch=c000003e syscall=1 success=yes exit=41977 a0=7 a1=563d88946600 a2=a3f9 a3=0 items=0 ppid=688 pid=786 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.659:73): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.686:74): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"samba-rpcd-spoolss\" pid=787 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.686:74): arch=c000003e syscall=1 success=yes exit=42711 a0=7 a1=563d8899bba0 a2=a6d7 a3=0 items=0 ppid=688 pid=787 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.686:74): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.699:75): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"klogd\" pid=788 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.699:75): arch=c000003e syscall=1 success=yes exit=20769 a0=7 a1=563d887d7df0 a2=5121 a3=0 items=0 ppid=688 pid=788 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.699:75): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.739:76): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"syslog-ng\" pid=789 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.739:76): arch=c000003e syscall=1 success=yes exit=58513 a0=7 a1=563d88b78ba0 a2=e491 a3=0 items=0 ppid=688 pid=789 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.739:76): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.766:77): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"syslogd\" pid=790 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.766:77): arch=c000003e syscall=1 success=yes exit=39465 a0=7 a1=563d88963e00 a2=9a29 a3=0 items=0 ppid=688 pid=790 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.766:77): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.769:78): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild\" pid=791 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.769:78): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=563d8869dec0 a2=ab2 a3=0 items=0 ppid=688 pid=791 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.769:78): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.769:79): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-abort\" pid=792 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.769:79): arch=c000003e syscall=1 success=yes exit=2850 a0=7 a1=563d886983f0 a2=b22 a3=0 items=0 ppid=688 pid=792 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.769:79): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.773:80): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-adduser\" pid=793 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.773:80): arch=c000003e syscall=1 success=yes exit=2914 a0=7 a1=563d88690c00 a2=b62 a3=0 items=0 ppid=688 pid=793 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.773:80): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.773:81): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-apt\" pid=794 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.773:81): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=563d88693ca0 a2=afa a3=0 items=0 ppid=688 pid=794 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.773:81): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.773:82): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-checkpackages\" pid=795 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.773:82): arch=c000003e syscall=1 success=yes exit=3034 a0=7 a1=563d8869c490 a2=bda a3=0 items=0 ppid=688 pid=795 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.773:82): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.776:83): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-clean\" pid=796 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.776:83): arch=c000003e syscall=1 success=yes exit=2834 a0=7 a1=563d886983f0 a2=b12 a3=0 items=0 ppid=688 pid=796 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.776:83): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.776:84): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-createchroot\" pid=797 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.776:84): arch=c000003e syscall=1 success=yes exit=2978 a0=7 a1=563d8869d720 a2=ba2 a3=0 items=0 ppid=688 pid=797 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.776:84): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.776:85): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-destroychroot\" pid=798 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.776:85): arch=c000003e syscall=1 success=yes exit=3010 a0=7 a1=563d8869d980 a2=bc2 a3=0 items=0 ppid=688 pid=798 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.776:85): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.779:86): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-distupgrade\" pid=799 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.779:86): arch=c000003e syscall=1 success=yes exit=2946 a0=7 a1=563d8869ddb0 a2=b82 a3=0 items=0 ppid=688 pid=799 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.779:86): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.779:87): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-hold\" pid=800 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.779:87): arch=c000003e syscall=1 success=yes exit=2826 a0=7 a1=563d88692c60 a2=b0a a3=0 items=0 ppid=688 pid=800 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.779:87): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.783:88): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-shell\" pid=801 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.783:88): arch=c000003e syscall=1 success=yes exit=2850 a0=7 a1=563d88692f90 a2=b22 a3=0 items=0 ppid=688 pid=801 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.783:88): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.783:89): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-unhold\" pid=802 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.783:89): arch=c000003e syscall=1 success=yes exit=2858 a0=7 a1=563d886937c0 a2=b2a a3=0 items=0 ppid=688 pid=802 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.783:89): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.783:90): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-update\" pid=803 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.783:90): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=563d886937c0 a2=b3a a3=0 items=0 ppid=688 pid=803 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.783:90): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.786:91): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-upgrade\" pid=804 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.786:91): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=563d886b33d0 a2=b3a a3=0 items=0 ppid=688 pid=804 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.786:91): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.786:92): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"scide\" pid=805 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.786:92): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=563d886913c0 a2=ab2 a3=0 items=0 ppid=688 pid=805 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.786:92): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.786:93): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"signal-desktop\" pid=806 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.786:93): arch=c000003e syscall=1 success=yes exit=2946 a0=7 a1=563d886b3310 a2=b82 a3=0 items=0 ppid=688 pid=806 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.786:93): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.789:94): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"slack\" pid=807 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.789:94): arch=c000003e syscall=1 success=yes exit=2834 a0=7 a1=563d88692f50 a2=b12 a3=0 items=0 ppid=688 pid=807 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.789:94): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.789:95): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"slirp4netns\" pid=808 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.789:95): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=563d88692f90 a2=b1a a3=0 items=0 ppid=688 pid=808 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.789:95): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.793:96): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"steam\" pid=809 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.793:96): arch=c000003e syscall=1 success=yes exit=3162 a0=7 a1=563d886b48e0 a2=c5a a3=0 items=0 ppid=688 pid=809 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.793:96): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.793:97): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"stress-ng\" pid=810 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.793:97): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=563d886925c0 a2=afa a3=0 items=0 ppid=688 pid=810 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.793:97): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.793:98): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"surfshark\" pid=811 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.793:98): arch=c000003e syscall=1 success=yes exit=2906 a0=7 a1=563d88693070 a2=b5a a3=0 items=0 ppid=688 pid=811 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.793:98): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.796:99): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"systemd-coredump\" pid=812 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.796:99): arch=c000003e syscall=1 success=yes exit=3050 a0=7 a1=563d8869afb0 a2=bea a3=0 items=0 ppid=688 pid=812 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.796:99): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.796:100): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"thunderbird\" pid=813 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.796:100): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=563d8869aeb0 a2=b1a a3=0 items=0 ppid=688 pid=813 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.796:100): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.796:101): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"toybox\" pid=814 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.796:101): arch=c000003e syscall=1 success=yes exit=2682 a0=7 a1=563d88692150 a2=a7a a3=0 items=0 ppid=688 pid=814 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.796:101): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.953:102): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-cli\" pid=815 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.953:102): arch=c000003e syscall=1 success=yes exit=50905 a0=7 a1=563d888e5c70 a2=c6d9 a3=0 items=0 ppid=688 pid=815 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.953:102): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.953:103): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-daemon\" pid=815 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.953:103): arch=c000003e syscall=1 success=yes exit=39729 a0=7 a1=563d88ac3da0 a2=9b31 a3=0 items=0 ppid=688 pid=815 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.953:103): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.956:104): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-gtk\" pid=815 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.956:104): arch=c000003e syscall=1 success=yes exit=76129 a0=7 a1=563d88ad1fd0 a2=12961 a3=0 items=0 ppid=688 pid=815 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.956:104): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.956:105): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-qt\" pid=815 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.956:105): arch=c000003e syscall=1 success=yes exit=67281 a0=7 a1=563d88ce5b70 a2=106d1 a3=0 items=0 ppid=688 pid=815 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.956:105): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.959:106): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"trinity\" pid=816 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.959:106): arch=c000003e syscall=1 success=yes exit=2778 a0=7 a1=563d886b53b0 a2=ada a3=0 items=0 ppid=688 pid=816 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.959:106): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.959:107): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"tup\" pid=817 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.959:107): arch=c000003e syscall=1 success=yes exit=2706 a0=7 a1=563d886b4dc0 a2=a92 a3=0 items=0 ppid=688 pid=817 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.959:107): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.963:108): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"tuxedo-control-center\" pid=818 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.963:108): arch=c000003e syscall=1 success=yes exit=3370 a0=7 a1=563d886b3190 a2=d2a a3=0 items=0 ppid=688 pid=818 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.963:108): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.986:109): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"unix-chkpwd\" pid=819 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.986:109): arch=c000003e syscall=1 success=yes exit=37641 a0=7 a1=563d8898d170 a2=9309 a3=0 items=0 ppid=688 pid=819 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.986:109): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.989:110): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"unprivileged_userns\" pid=820 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.989:110): arch=c000003e syscall=1 success=yes exit=3025 a0=7 a1=563d886c1680 a2=bd1 a3=0 items=0 ppid=688 pid=820 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.989:110): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878131.989:111): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"userbindmount\" pid=821 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878131.989:111): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=563d886b56e0 a2=b3a a3=0 items=0 ppid=688 pid=821 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878131.989:111): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.006:112): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"/usr/bin/lessopen.sh\" pid=822 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.006:112): arch=c000003e syscall=1 success=yes exit=12897 a0=7 a1=563d888a2f70 a2=3261 a3=0 items=0 ppid=688 pid=822 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.006:112): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.016:113): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-anvil\" pid=823 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.016:113): arch=c000003e syscall=1 success=yes exit=21385 a0=7 a1=563d887b3710 a2=5389 a3=0 items=0 ppid=688 pid=823 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.016:113): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.049:114): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-auth\" pid=824 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.049:114): arch=c000003e syscall=1 success=yes exit=47801 a0=7 a1=563d88a2af60 a2=bab9 a3=0 items=0 ppid=688 pid=824 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.049:114): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.076:115): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-config\" pid=825 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.076:115): arch=c000003e syscall=1 success=yes exit=38585 a0=7 a1=563d88939bb0 a2=96b9 a3=0 items=0 ppid=688 pid=825 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.076:115): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.099:116): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-deliver\" pid=826 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.099:116): arch=c000003e syscall=1 success=yes exit=39225 a0=7 a1=563d8896ba40 a2=9939 a3=0 items=0 ppid=688 pid=826 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.099:116): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.126:117): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dict\" pid=827 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.126:117): arch=c000003e syscall=1 success=yes exit=39761 a0=7 a1=563d88910db0 a2=9b51 a3=0 items=0 ppid=688 pid=827 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.126:117): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.153:118): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-director\" pid=828 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.153:118): arch=c000003e syscall=1 success=yes exit=38281 a0=7 a1=563d88980170 a2=9589 a3=0 items=0 ppid=688 pid=828 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.153:118): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.166:119): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-doveadm-server\" pid=829 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.166:119): arch=c000003e syscall=1 success=yes exit=21937 a0=7 a1=563d887daaf0 a2=55b1 a3=0 items=0 ppid=688 pid=829 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.166:119): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.196:120): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-auth\" pid=830 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.196:120): arch=c000003e syscall=1 success=yes exit=44705 a0=7 a1=563d889aef70 a2=aea1 a3=0 items=0 ppid=688 pid=830 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.196:120): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.249:121): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-lda\" pid=831 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.249:121): arch=c000003e syscall=1 success=yes exit=42306 a0=7 a1=563d8896af80 a2=a542 a3=0 items=0 ppid=688 pid=831 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.249:121): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.249:122): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-lda//sendmail\" pid=831 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.249:122): arch=c000003e syscall=1 success=yes exit=46657 a0=7 a1=563d888bab60 a2=b641 a3=0 items=0 ppid=688 pid=831 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.249:122): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.276:123): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-imap\" pid=832 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.276:123): arch=c000003e syscall=1 success=yes exit=40129 a0=7 a1=563d88978480 a2=9cc1 a3=0 items=0 ppid=688 pid=832 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.276:123): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.289:124): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-imap-login\" pid=833 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.289:124): arch=c000003e syscall=1 success=yes exit=22009 a0=7 a1=563d887bc570 a2=55f9 a3=0 items=0 ppid=688 pid=833 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.289:124): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.316:125): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-lmtp\" pid=834 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.316:125): arch=c000003e syscall=1 success=yes exit=39601 a0=7 a1=563d88991030 a2=9ab1 a3=0 items=0 ppid=688 pid=834 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.316:125): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.329:126): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-log\" pid=835 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.329:126): arch=c000003e syscall=1 success=yes exit=20921 a0=7 a1=563d88818a30 a2=51b9 a3=0 items=0 ppid=688 pid=835 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.329:126): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.343:127): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-managesieve\" pid=836 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.343:127): arch=c000003e syscall=1 success=yes exit=23017 a0=7 a1=563d8884e9e0 a2=59e9 a3=0 items=0 ppid=688 pid=836 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.343:127): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.353:128): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-managesieve-login\" pid=837 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.353:128): arch=c000003e syscall=1 success=yes exit=22673 a0=7 a1=563d887d1840 a2=5891 a3=0 items=0 ppid=688 pid=837 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.353:128): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.379:129): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-pop3\" pid=838 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.379:129): arch=c000003e syscall=1 success=yes exit=38393 a0=7 a1=563d8892be30 a2=95f9 a3=0 items=0 ppid=688 pid=838 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.379:129): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.393:130): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-pop3-login\" pid=839 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.393:130): arch=c000003e syscall=1 success=yes exit=22009 a0=7 a1=563d887d4b70 a2=55f9 a3=0 items=0 ppid=688 pid=839 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.393:130): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.419:131): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-replicator\" pid=840 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.419:131): arch=c000003e syscall=1 success=yes exit=39913 a0=7 a1=563d8897bce0 a2=9be9 a3=0 items=0 ppid=688 pid=840 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.419:131): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.443:132): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-script-login\" pid=841 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.443:132): arch=c000003e syscall=1 success=yes exit=38257 a0=7 a1=563d88985930 a2=9571 a3=0 items=0 ppid=688 pid=841 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.443:132): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.456:133): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-ssl-params\" pid=842 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.456:133): arch=c000003e syscall=1 success=yes exit=22449 a0=7 a1=563d887e4150 a2=57b1 a3=0 items=0 ppid=688 pid=842 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.456:133): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.469:134): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-stats\" pid=843 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.469:134): arch=c000003e syscall=1 success=yes exit=21129 a0=7 a1=563d887c4150 a2=5289 a3=0 items=0 ppid=688 pid=843 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.469:134): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.583:135): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2\" pid=844 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.583:135): arch=c000003e syscall=1 success=yes exit=4785 a0=7 a1=563d88856ab0 a2=12b1 a3=0 items=0 ppid=688 pid=844 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.583:135): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.583:136): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//DEFAULT_URI\" pid=844 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.583:136): arch=c000003e syscall=1 success=yes exit=3609 a0=7 a1=563d887dcad0 a2=e19 a3=0 items=0 ppid=688 pid=844 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.583:136): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.583:137): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//HANDLING_UNTRUSTED_INPUT\" pid=844 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.583:137): arch=c000003e syscall=1 success=yes exit=3177 a0=7 a1=563d8889ea70 a2=c69 a3=0 items=0 ppid=688 pid=844 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.583:137): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.583:138): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//phpsysinfo\" pid=844 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.583:138): arch=c000003e syscall=1 success=yes exit=76185 a0=7 a1=563d889423e0 a2=12999 a3=0 items=0 ppid=688 pid=844 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.583:138): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.609:139): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"avahi-daemon\" pid=845 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.609:139): arch=c000003e syscall=1 success=yes exit=41017 a0=7 a1=563d8893caa0 a2=a039 a3=0 items=0 ppid=688 pid=845 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.609:139): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.653:140): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dnsmasq\" pid=846 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.653:140): arch=c000003e syscall=1 success=yes exit=52306 a0=7 a1=563d88743200 a2=cc52 a3=0 items=0 ppid=688 pid=846 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.653:140): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.653:141): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dnsmasq//libvirt_leaseshelper\" pid=846 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.653:141): arch=c000003e syscall=1 success=yes exit=22161 a0=7 a1=563d88abaf50 a2=5691 a3=0 items=0 ppid=688 pid=846 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.653:141): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.689:142): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot\" pid=847 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.689:142): arch=c000003e syscall=1 success=yes exit=51153 a0=7 a1=563d886bd4f0 a2=c7d1 a3=0 items=0 ppid=688 pid=847 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.689:142): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.716:143): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"identd\" pid=848 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.716:143): arch=c000003e syscall=1 success=yes exit=36953 a0=7 a1=563d8898cdf0 a2=9059 a3=0 items=0 ppid=688 pid=848 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.716:143): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.739:144): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"mdnsd\" pid=849 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.739:144): arch=c000003e syscall=1 success=yes exit=36809 a0=7 a1=563d888fd4c0 a2=8fc9 a3=0 items=0 ppid=688 pid=849 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.739:144): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.769:145): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nmbd\" pid=850 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.769:145): arch=c000003e syscall=1 success=yes exit=40721 a0=7 a1=563d889824d0 a2=9f11 a3=0 items=0 ppid=688 pid=850 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.769:145): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.796:146): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nscd\" pid=851 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.796:146): arch=c000003e syscall=1 success=yes exit=39321 a0=7 a1=563d886ef890 a2=9999 a3=0 items=0 ppid=688 pid=851 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.796:146): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.826:147): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"ntpd\" pid=852 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.826:147): arch=c000003e syscall=1 success=yes exit=42441 a0=7 a1=563d889fd710 a2=a5c9 a3=0 items=0 ppid=688 pid=852 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.826:147): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.863:148): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbd\" pid=853 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.863:148): arch=c000003e syscall=1 success=yes exit=49760 a0=7 a1=563d88714840 a2=c260 a3=0 items=0 ppid=688 pid=853 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.863:148): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.916:149): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbldap-useradd\" pid=854 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.916:149): arch=c000003e syscall=1 success=yes exit=42497 a0=7 a1=563d88a1c8d0 a2=a601 a3=0 items=0 ppid=688 pid=854 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.916:149): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.916:150): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbldap-useradd///etc/init.d/nscd\" pid=854 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.916:150): arch=c000003e syscall=1 success=yes exit=36585 a0=7 a1=563d887979c0 a2=8ee9 a3=0 items=0 ppid=688 pid=854 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.916:150): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.943:151): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"traceroute\" pid=855 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.943:151): arch=c000003e syscall=1 success=yes exit=38465 a0=7 a1=563d88912bb0 a2=9641 a3=0 items=0 ppid=688 pid=855 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.943:151): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.969:152): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"winbindd\" pid=856 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.969:152): arch=c000003e syscall=1 success=yes exit=43522 a0=7 a1=563d8897e650 a2=aa02 a3=0 items=0 ppid=688 pid=856 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.969:152): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.973:153): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"uwsgi-core\" pid=857 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.973:153): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=563d88695660 a2=afa a3=0 items=0 ppid=688 pid=857 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.973:153): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.973:154): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vdens\" pid=858 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.973:154): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=563d88695500 a2=ab2 a3=0 items=0 ppid=688 pid=858 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.973:154): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.973:155): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"virtiofsd\" pid=859 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.973:155): arch=c000003e syscall=1 success=yes exit=2866 a0=7 a1=563d88690b90 a2=b32 a3=0 items=0 ppid=688 pid=859 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.973:155): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.976:156): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vivaldi-bin\" pid=860 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.976:156): arch=c000003e syscall=1 success=yes exit=2914 a0=7 a1=563d886b4bb0 a2=b62 a3=0 items=0 ppid=688 pid=860 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.976:156): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.976:157): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vpnns\" pid=861 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.976:157): arch=c000003e syscall=1 success=yes exit=2754 a0=7 a1=563d88695510 a2=ac2 a3=0 items=0 ppid=688 pid=861 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.976:157): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878132.976:158): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"wpcom\" pid=862 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878132.976:158): arch=c000003e syscall=1 success=yes exit=2922 a0=7 a1=563d8869ae80 a2=b6a a3=0 items=0 ppid=688 pid=862 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878132.976:158): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878133.009:159): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep\" pid=863 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878133.009:159): arch=c000003e syscall=1 success=yes exit=24656 a0=7 a1=563d88822310 a2=6050 a3=0 items=0 ppid=688 pid=863 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878133.009:159): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878133.009:160): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep//helper\" pid=863 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878133.009:160): arch=c000003e syscall=1 success=yes exit=9409 a0=7 a1=563d886f03b0 a2=24c1 a3=0 items=0 ppid=688 pid=863 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878133.009:160): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716878133.009:161): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep//sed\" pid=863 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716878133.009:161): arch=c000003e syscall=1 success=yes exit=18577 a0=7 a1=563d888ad6b0 a2=4891 a3=0 items=0 ppid=688 pid=863 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716878133.009:161): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.599:84): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-distupgrade\" pid=799 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.603:85): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-hold\" pid=802 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.603:85): arch=c000003e syscall=1 success=yes exit=2826 a0=7 a1=55ad801a1870 a2=b0a a3=0 items=0 ppid=663 pid=802 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.603:85): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.603:86): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-shell\" pid=803 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.603:86): arch=c000003e syscall=1 success=yes exit=2850 a0=7 a1=55ad801a1870 a2=b22 a3=0 items=0 ppid=663 pid=803 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.603:86): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.603:87): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-unhold\" pid=804 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.603:87): arch=c000003e syscall=1 success=yes exit=2858 a0=7 a1=55ad801c3bf0 a2=b2a a3=0 items=0 ppid=663 pid=804 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.603:87): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.606:88): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-update\" pid=805 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.606:88): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=55ad801c3bf0 a2=b3a a3=0 items=0 ppid=663 pid=805 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.606:88): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.606:89): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"sbuild-upgrade\" pid=806 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.606:89): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=55ad801c3bf0 a2=b3a a3=0 items=0 ppid=663 pid=806 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.606:89): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.609:90): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"scide\" pid=807 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.609:90): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=55ad801c3bf0 a2=ab2 a3=0 items=0 ppid=663 pid=807 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.609:90): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.609:91): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"signal-desktop\" pid=808 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.609:91): arch=c000003e syscall=1 success=yes exit=2946 a0=7 a1=55ad801c3bd0 a2=b82 a3=0 items=0 ppid=663 pid=808 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.609:91): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.609:92): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"slack\" pid=809 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.609:92): arch=c000003e syscall=1 success=yes exit=2834 a0=7 a1=55ad801c3bf0 a2=b12 a3=0 items=0 ppid=663 pid=809 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.609:92): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.613:93): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"slirp4netns\" pid=810 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.613:93): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=55ad801c3bf0 a2=b1a a3=0 items=0 ppid=663 pid=810 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.613:93): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.613:94): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"steam\" pid=811 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.613:94): arch=c000003e syscall=1 success=yes exit=3162 a0=7 a1=55ad801c3bf0 a2=c5a a3=0 items=0 ppid=663 pid=811 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.613:94): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.616:95): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"stress-ng\" pid=812 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.616:95): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=55ad801c3bf0 a2=afa a3=0 items=0 ppid=663 pid=812 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.616:95): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.616:96): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"surfshark\" pid=813 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.616:96): arch=c000003e syscall=1 success=yes exit=2906 a0=7 a1=55ad801ab860 a2=b5a a3=0 items=0 ppid=663 pid=813 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.616:96): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.619:97): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"systemd-coredump\" pid=814 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.619:97): arch=c000003e syscall=1 success=yes exit=3050 a0=7 a1=55ad801ab7f0 a2=bea a3=0 items=0 ppid=663 pid=814 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.619:97): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.619:98): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"thunderbird\" pid=815 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.619:98): arch=c000003e syscall=1 success=yes exit=2842 a0=7 a1=55ad801ab7a0 a2=b1a a3=0 items=0 ppid=663 pid=815 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.619:98): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.623:99): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"toybox\" pid=816 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.623:99): arch=c000003e syscall=1 success=yes exit=2682 a0=7 a1=55ad801ab7a0 a2=a7a a3=0 items=0 ppid=663 pid=816 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.623:99): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.629:100): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-cli\" pid=817 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.629:100): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-daemon\" pid=817 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.629:100): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-gtk\" pid=817 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.629:100): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"transmission-qt\" pid=817 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.629:100): arch=c000003e syscall=1 success=yes exit=234044 a0=7 a1=7f9bc6b78010 a2=3923c a3=0 items=0 ppid=663 pid=817 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.629:100): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.636:101): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"trinity\" pid=818 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.636:101): arch=c000003e syscall=1 success=yes exit=2778 a0=7 a1=55ad801ab410 a2=ada a3=0 items=0 ppid=663 pid=818 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.636:101): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.636:102): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"tup\" pid=819 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.636:102): arch=c000003e syscall=1 success=yes exit=2706 a0=7 a1=55ad801ab2f0 a2=a92 a3=0 items=0 ppid=663 pid=819 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.636:102): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.639:103): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"tuxedo-control-center\" pid=820 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.639:103): arch=c000003e syscall=1 success=yes exit=3370 a0=7 a1=55ad801ab2f0 a2=d2a a3=0 items=0 ppid=663 pid=820 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.639:103): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.639:104): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"unix-chkpwd\" pid=821 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.639:104): arch=c000003e syscall=1 success=yes exit=37641 a0=7 a1=55ad801d27d0 a2=9309 a3=0 items=0 ppid=663 pid=821 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.639:104): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.643:105): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"unprivileged_userns\" pid=822 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.643:105): arch=c000003e syscall=1 success=yes exit=3025 a0=7 a1=55ad801c3ba0 a2=bd1 a3=0 items=0 ppid=663 pid=822 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.643:105): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.646:106): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"userbindmount\" pid=823 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.646:106): arch=c000003e syscall=1 success=yes exit=2874 a0=7 a1=55ad801ab2f0 a2=b3a a3=0 items=0 ppid=663 pid=823 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.646:106): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.646:107): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"/usr/bin/lessopen.sh\" pid=824 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.646:107): arch=c000003e syscall=1 success=yes exit=12897 a0=7 a1=55ad801ab2f0 a2=3261 a3=0 items=0 ppid=663 pid=824 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.646:107): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.649:108): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-anvil\" pid=825 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.649:108): arch=c000003e syscall=1 success=yes exit=21385 a0=7 a1=55ad801c7cd0 a2=5389 a3=0 items=0 ppid=663 pid=825 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.649:108): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.653:109): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-auth\" pid=826 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.653:109): arch=c000003e syscall=1 success=yes exit=47801 a0=7 a1=55ad801d4800 a2=bab9 a3=0 items=0 ppid=663 pid=826 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.653:109): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.656:110): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-config\" pid=827 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.656:110): arch=c000003e syscall=1 success=yes exit=38585 a0=7 a1=55ad801d2150 a2=96b9 a3=0 items=0 ppid=663 pid=827 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.656:110): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.659:111): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-deliver\" pid=828 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.659:111): arch=c000003e syscall=1 success=yes exit=39225 a0=7 a1=55ad801d22c0 a2=9939 a3=0 items=0 ppid=663 pid=828 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.659:111): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.663:112): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dict\" pid=829 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.663:112): arch=c000003e syscall=1 success=yes exit=39761 a0=7 a1=55ad801d21d0 a2=9b51 a3=0 items=0 ppid=663 pid=829 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.663:112): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.666:113): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-director\" pid=830 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.666:113): arch=c000003e syscall=1 success=yes exit=38281 a0=7 a1=55ad801ce740 a2=9589 a3=0 items=0 ppid=663 pid=830 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.666:113): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.666:114): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-doveadm-server\" pid=831 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.666:114): arch=c000003e syscall=1 success=yes exit=21937 a0=7 a1=55ad801ccff0 a2=55b1 a3=0 items=0 ppid=663 pid=831 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.666:114): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.669:115): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-auth\" pid=832 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.669:115): arch=c000003e syscall=1 success=yes exit=44705 a0=7 a1=55ad801d3ec0 a2=aea1 a3=0 items=0 ppid=663 pid=832 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.669:115): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.676:116): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-lda\" pid=833 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.676:116): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-dovecot-lda//sendmail\" pid=833 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.676:116): arch=c000003e syscall=1 success=yes exit=88963 a0=7 a1=7f9bc6bb9010 a2=15b83 a3=0 items=0 ppid=663 pid=833 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.676:116): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.679:117): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-imap\" pid=834 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.679:117): arch=c000003e syscall=1 success=yes exit=40129 a0=7 a1=55ad801d1c00 a2=9cc1 a3=0 items=0 ppid=663 pid=834 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.679:117): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.683:118): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-imap-login\" pid=835 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.683:118): arch=c000003e syscall=1 success=yes exit=22009 a0=7 a1=55ad801ccdb0 a2=55f9 a3=0 items=0 ppid=663 pid=835 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.683:118): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.686:119): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-lmtp\" pid=836 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.686:119): arch=c000003e syscall=1 success=yes exit=39601 a0=7 a1=55ad801d1990 a2=9ab1 a3=0 items=0 ppid=663 pid=836 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.686:119): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.689:120): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-log\" pid=837 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.689:120): arch=c000003e syscall=1 success=yes exit=20921 a0=7 a1=55ad801c7e70 a2=51b9 a3=0 items=0 ppid=663 pid=837 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.689:120): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.689:121): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-managesieve\" pid=838 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.689:121): arch=c000003e syscall=1 success=yes exit=23017 a0=7 a1=55ad801ccdb0 a2=59e9 a3=0 items=0 ppid=663 pid=838 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.689:121): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.693:122): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-managesieve-login\" pid=839 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.693:122): arch=c000003e syscall=1 success=yes exit=22673 a0=7 a1=55ad801c7ce0 a2=5891 a3=0 items=0 ppid=663 pid=839 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.693:122): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.696:123): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-pop3\" pid=840 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.696:123): arch=c000003e syscall=1 success=yes exit=38393 a0=7 a1=55ad801d1500 a2=95f9 a3=0 items=0 ppid=663 pid=840 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.696:123): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.699:124): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-pop3-login\" pid=841 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.699:124): arch=c000003e syscall=1 success=yes exit=22009 a0=7 a1=55ad801c4f20 a2=55f9 a3=0 items=0 ppid=663 pid=841 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.699:124): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.703:125): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-replicator\" pid=842 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.703:125): arch=c000003e syscall=1 success=yes exit=39913 a0=7 a1=55ad801d1620 a2=9be9 a3=0 items=0 ppid=663 pid=842 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.703:125): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.706:126): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-script-login\" pid=843 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.706:126): arch=c000003e syscall=1 success=yes exit=38257 a0=7 a1=55ad801d1140 a2=9571 a3=0 items=0 ppid=663 pid=843 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.706:126): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.709:127): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-ssl-params\" pid=844 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.709:127): arch=c000003e syscall=1 success=yes exit=22449 a0=7 a1=55ad801c4bc0 a2=57b1 a3=0 items=0 ppid=663 pid=844 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.709:127): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.709:128): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot-stats\" pid=845 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.709:128): arch=c000003e syscall=1 success=yes exit=21129 a0=7 a1=55ad801c4a60 a2=5289 a3=0 items=0 ppid=663 pid=845 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.709:128): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.716:129): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2\" pid=846 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.716:129): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//DEFAULT_URI\" pid=846 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.716:129): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//HANDLING_UNTRUSTED_INPUT\" pid=846 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.716:129): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"apache2//phpsysinfo\" pid=846 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.716:129): arch=c000003e syscall=1 success=yes exit=87756 a0=7 a1=55ad801ed2a0 a2=156cc a3=0 items=0 ppid=663 pid=846 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.716:129): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.719:130): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"avahi-daemon\" pid=847 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.719:130): arch=c000003e syscall=1 success=yes exit=41017 a0=7 a1=55ad801d10c0 a2=a039 a3=0 items=0 ppid=663 pid=847 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.719:130): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.723:131): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dnsmasq\" pid=848 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.723:131): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dnsmasq//libvirt_leaseshelper\" pid=848 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.723:131): arch=c000003e syscall=1 success=yes exit=74467 a0=7 a1=7f9bc6bb9010 a2=122e3 a3=0 items=0 ppid=663 pid=848 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.723:131): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.726:132): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"dovecot\" pid=849 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.726:132): arch=c000003e syscall=1 success=yes exit=51153 a0=7 a1=55ad801d2fe0 a2=c7d1 a3=0 items=0 ppid=663 pid=849 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.726:132): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.733:133): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"identd\" pid=850 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.733:133): arch=c000003e syscall=1 success=yes exit=36953 a0=7 a1=55ad801d0770 a2=9059 a3=0 items=0 ppid=663 pid=850 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.733:133): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.733:134): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"mdnsd\" pid=851 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.733:134): arch=c000003e syscall=1 success=yes exit=36809 a0=7 a1=55ad801d0890 a2=8fc9 a3=0 items=0 ppid=663 pid=851 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.733:134): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.736:135): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nmbd\" pid=852 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.736:135): arch=c000003e syscall=1 success=yes exit=40721 a0=7 a1=55ad801d0540 a2=9f11 a3=0 items=0 ppid=663 pid=852 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.736:135): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.739:136): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"nscd\" pid=853 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.739:136): arch=c000003e syscall=1 success=yes exit=39321 a0=7 a1=55ad801d0670 a2=9999 a3=0 items=0 ppid=663 pid=853 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.739:136): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.743:137): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"ntpd\" pid=854 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.743:137): arch=c000003e syscall=1 success=yes exit=42441 a0=7 a1=55ad801d0420 a2=a5c9 a3=0 items=0 ppid=663 pid=854 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.743:137): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.749:138): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbd\" pid=855 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.749:138): arch=c000003e syscall=1 success=yes exit=49760 a0=7 a1=55ad801d2960 a2=c260 a3=0 items=0 ppid=663 pid=855 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.749:138): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.753:139): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbldap-useradd\" pid=856 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.753:139): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"smbldap-useradd///etc/init.d/nscd\" pid=856 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.753:139): arch=c000003e syscall=1 success=yes exit=79082 a0=7 a1=7f9bc6bb9010 a2=134ea a3=0 items=0 ppid=663 pid=856 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.753:139): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.756:140): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"traceroute\" pid=857 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.756:140): arch=c000003e syscall=1 success=yes exit=38465 a0=7 a1=55ad801d0200 a2=9641 a3=0 items=0 ppid=663 pid=857 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.756:140): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.759:141): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"winbindd\" pid=858 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.759:141): arch=c000003e syscall=1 success=yes exit=43522 a0=7 a1=55ad801cfe70 a2=aa02 a3=0 items=0 ppid=663 pid=858 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.759:141): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.759:142): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"uwsgi-core\" pid=859 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.759:142): arch=c000003e syscall=1 success=yes exit=2810 a0=7 a1=55ad801a1870 a2=afa a3=0 items=0 ppid=663 pid=859 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.759:142): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.763:143): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vdens\" pid=860 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.763:143): arch=c000003e syscall=1 success=yes exit=2738 a0=7 a1=55ad801a1870 a2=ab2 a3=0 items=0 ppid=663 pid=860 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.763:143): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.763:144): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"virtiofsd\" pid=861 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.763:144): arch=c000003e syscall=1 success=yes exit=2866 a0=7 a1=55ad801a1870 a2=b32 a3=0 items=0 ppid=663 pid=861 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.763:144): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.766:145): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vivaldi-bin\" pid=862 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.766:145): arch=c000003e syscall=1 success=yes exit=2914 a0=7 a1=55ad801a1870 a2=b62 a3=0 items=0 ppid=663 pid=862 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.766:145): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.766:146): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"vpnns\" pid=863 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.766:146): arch=c000003e syscall=1 success=yes exit=2754 a0=7 a1=55ad801a1870 a2=ac2 a3=0 items=0 ppid=663 pid=863 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.766:146): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.766:147): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"wpcom\" pid=864 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.766:147): arch=c000003e syscall=1 success=yes exit=2922 a0=7 a1=55ad801a1870 a2=b6a a3=0 items=0 ppid=663 pid=864 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.766:147): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882646.769:148): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep\" pid=865 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.769:148): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep//helper\" pid=865 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882646.769:148): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"zgrep//sed\" pid=865 comm=\"apparmor_parser\"\ntype=SYSCALL msg=audit(1716882646.769:148): arch=c000003e syscall=1 success=yes exit=52642 a0=7 a1=55ad801cf0c0 a2=cda2 a3=0 items=0 ppid=663 pid=865 auid=4294967295 uid=0 gid=0 euid=0 suid=0 fsuid=0 egid=0 sgid=0 fsgid=0 tty=(none) ses=4294967295 comm=\"apparmor_parser\" exe=\"/usr/sbin/apparmor_parser\" subj=unconfined key=(null)\ntype=PROCTITLE msg=audit(1716882646.769:148): proctitle=2F7362696E2F61707061726D6F725F706172736572002D2D7265706C616365002D2D002F6574632F61707061726D6F722E64\ntype=AVC msg=audit(1716882674.119:325): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"unconfined\" name=\"docker-default\" pid=17896 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882677.166:354): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=18084 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882699.986:462): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=18689 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882714.186:478): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=18881 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882716.196:479): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=18887 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882727.287:492): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=19006 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882729.297:493): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=19012 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882744.967:555): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=19616 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882746.980:556): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=19623 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882762.474:584): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=20040 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882764.487:585): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=20046 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882777.244:615): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=20306 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882779.261:616): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=20312 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882793.371:643): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=20470 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882822.659:803): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=22169 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882849.142:878): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=23307 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=term peer=\"runc\"\ntype=AVC msg=audit(1716882851.156:879): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=23313 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716882864.916:909): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=23465 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882949.591:1191): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=25986 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716882999.559:1365): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=27181 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883024.023:1486): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=27902 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716883045.947:1574): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=28684 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883053.747:1617): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"rpm\" name=\"passt\" pid=29117 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883053.787:1618): apparmor=\"STATUS\" operation=\"profile_load\" profile=\"rpm\" name=\"pasta\" pid=29121 comm=\"apparmor_parser\"", result="ok")
[2024-05-28T07:58:14.184803Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="clear\n", json_cmd_token="uLALHmsN", cmd="backend_type_string", lf=1)
[1;34m[2024-05-28T07:58:14.185641Z] [debug] [pid:107057] ||| finished buildah_docker containers (runtime: 24 s)[0m
[1;34m[2024-05-28T07:58:14.186580Z] [debug] [pid:107057] ||| starting buildx tests/containers/buildx.pm[0m
[2024-05-28T07:58:14.187105Z] [debug] [pid:107057] tests/containers/buildx.pm:25 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:58:14.187166Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:58:14.187696Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.187826Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.188249Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YFktncOk", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:14.188353Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244633998590871 seconds: # [0m
[32m[2024-05-28T07:58:14.188619Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.188692Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.188743Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:58:14.189024Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yTZHZFWK", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:58:14.189211Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.189325Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.189703Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="OHuIamaj", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:14.189796Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214634001167724 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:58:14.190035Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:58:14.190116Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.190220Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:14.190580Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="kfLWWHUs", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:14.190652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000182573001438868 seconds: > [0m
[32m[2024-05-28T07:58:14.190887Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:14.191153Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="vYhGoaNy", cmd="backend_type_string")
[2024-05-28T07:58:14.191329Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.191439Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> EOT_n1~0x", timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.191792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_n1~0x", pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="WvhThyia", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.191877Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190762999409344 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:58:14.192123Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:58:14.192203Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.192306Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp="n1~0x-0-")
[2024-05-28T07:58:14.192661Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="yXryBLdq", no_regex=0, record_output=undef, regexp="n1~0x-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.192761Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203684001462534 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:58:14.192994Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:58:14.193078Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.193180Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.193644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HhgHHWjy", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:14.193736Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205433998416993 seconds: # [0m
[32m[2024-05-28T07:58:14.193968Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.194237Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="UQvqAOzy")
[2024-05-28T07:58:14.194405Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.194518Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.194878Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="uemQWJfj", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.194969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208294000913156 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:58:14.195194Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:58:14.195276Z] [debug] [pid:107057] tests/containers/buildx.pm:27 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:14.195389Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", quiet=undef, expect_not_found=0, no_regex=0, record_output=1)
[2024-05-28T07:58:14.195725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", pattern="SCRIPT_FINISHEDn1~0x-\\d+-", buffer_size=undef, json_cmd_token="efGDKyQd", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.198403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00277814800028864 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:58:14.198702Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/tests/containers/buildx.pm line 27
	buildx::run(buildx=HASH(0x55966bd82d78)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(buildx=HASH(0x55966bd82d78)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/tests/containers/buildx.pm line 27
	buildx::run(buildx=HASH(0x55966bd82d78)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(buildx=HASH(0x55966bd82d78)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:58:14.199460Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:14.199556Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:58:14.199642Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:14.199741Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.200070Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="YVQTFAht")
[33m[2024-05-28T07:58:14.200159Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000181953000719659 seconds: # [0m
[32m[2024-05-28T07:58:14.200397Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.200646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="rrKVwpCS", cmd="backend_type_string")
[2024-05-28T07:58:14.200978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3Bn3R-\$?-", json_cmd_token="BQePWail")
[2024-05-28T07:58:14.201146Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:14.201260Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="which docker; echo 3Bn3R-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=140)
[2024-05-28T07:58:14.201631Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="which docker; echo 3Bn3R-\$?-", pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="rVUnhYym", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.201702Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233144000958418 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:58:14.201922Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:58:14.202147Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vmRTFefR", cmd="backend_type_string")
[2024-05-28T07:58:14.202321Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:14.202433Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T07:58:14.202735Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:3Bn3R-\\d+-)", pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="FwfDcLqz", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.203342Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000685121998685645 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:58:14.203570Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:58:14.203663Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:14.203745Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:58:14.203833Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:14.203931Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:58:14.204274Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TfrioRVk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.204365Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199074000192923 seconds: # [0m
[32m[2024-05-28T07:58:14.204599Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.204849Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="iOfqdxSh", cmd="backend_type_string")
[2024-05-28T07:58:14.205176Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="hZrgOULO")
[2024-05-28T07:58:14.205343Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:14.205456Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=173, timeout=90)
[2024-05-28T07:58:14.205766Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, record_output=undef, json_cmd_token="HYvaVcaw", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.205840Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162893000378972 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:58:14.206067Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:58:14.206301Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="qzxrjihU")
[2024-05-28T07:58:14.206477Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:14.206590Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.206896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="IoLlDOhl", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T07:58:14.207677Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000859095000123489 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:58:14.207964Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:58:14.208075Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:14.208163Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:14.208251Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:14.208347Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:58:14.208732Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UiuDRvzy", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.208805Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162652000653907 seconds: # [0m
[32m[2024-05-28T07:58:14.209070Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.209372Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="mrfOHIgS")
[2024-05-28T07:58:14.209791Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YhCfnxiR", text="; echo cQEK7-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:14.210002Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:14.210143Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=223, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:14.210575Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="CmPnutlS", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.210657Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196672999663861 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:58:14.210923Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:58:14.211210Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ptdCwPcn")
[2024-05-28T07:58:14.211417Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:14.211530Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/cQEK7-\d+-/u)
[2024-05-28T07:58:14.211883Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tLROjFLs", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:58:14.211963Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158812999870861 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:58:14.212240Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:58:14.212348Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.212437Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:58:14.212522Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.212620Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.212984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="cMDCSGeH", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:14.213044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00014733300122316 seconds: # [0m
[32m[2024-05-28T07:58:14.213297Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.213582Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QXHXVuZN", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T07:58:14.213981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 9wqGK-\$?-", cmd="backend_type_string", json_cmd_token="BSTCDeKL")
[2024-05-28T07:58:14.214180Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.214293Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=162)
[2024-05-28T07:58:14.214657Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="nMtoFRfd")
[33m[2024-05-28T07:58:14.214731Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163022001288482 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:58:14.214986Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:58:14.215264Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vmzqPOJz", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:14.215472Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.215585Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/9wqGK-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T07:58:14.215963Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="VRAsYTyE", no_regex=0, record_output=undef, regexp="(?^u:9wqGK-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.551789Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.335862427999018 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:58:14.552505Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:58:14.552707Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.552826Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:14.552941Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.553067Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.553712Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="EPLsajFD", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:14.553826Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274164000074961 seconds: # [0m
[32m[2024-05-28T07:58:14.554217Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.554657Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-enabled docker", cmd="backend_type_string", json_cmd_token="XUhYYolq")
[2024-05-28T07:58:14.555152Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", cmd="backend_type_string", json_cmd_token="WpRzzmfZ")
[2024-05-28T07:58:14.555432Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.555590Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=166, timeout=90, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:58:14.556060Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="nlVCHcQe", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[33m[2024-05-28T07:58:14.556163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225382998905843 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:58:14.556511Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:58:14.556929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fhptVxnI")
[2024-05-28T07:58:14.557212Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.557354Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gSlMc-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.557757Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="FnvNvQEd", no_regex=0, record_output=undef, regexp="(?^u:gSlMc-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.563461Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00579877000018314 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:58:14.563821Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:58:14.563949Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.564058Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", quiet=undef, fail_message="", timeout=180)
[2024-05-28T07:58:14.564163Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.564282Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:58:14.564687Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="urkIpmkm", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:14.564778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205162999918684 seconds: # [0m
[32m[2024-05-28T07:58:14.565053Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.565338Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", cmd="backend_type_string", json_cmd_token="kIQkXSZC")
[2024-05-28T07:58:14.565716Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ukt~P-\$?-", json_cmd_token="BNIhrmFg")
[2024-05-28T07:58:14.565914Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.566054Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=161, timeout=90)
[2024-05-28T07:58:14.566419Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="weKApZSQ", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:14.566509Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199142999917967 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:58:14.566773Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:58:14.567043Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BigPjXGl", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:14.567247Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.567384Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/Ukt~P-\d+-/u)
[2024-05-28T07:58:14.567738Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=180, expect_not_found=0, quiet=undef, json_cmd_token="erAkEtHL", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)")
[33m[2024-05-28T07:58:14.577317Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00966132699977607 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:58:14.577591Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:58:14.577692Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.577774Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:58:14.577869Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.577972Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.578338Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="TjDcYUyr", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:14.578425Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019448300008662 seconds: # [0m
[32m[2024-05-28T07:58:14.578664Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.578929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hzfqRRWo", text="systemctl --no-pager is-active docker", cmd="backend_type_string")
[2024-05-28T07:58:14.579282Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", cmd="backend_type_string", json_cmd_token="uEPmOhIu")
[2024-05-28T07:58:14.579457Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.579570Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-")
[2024-05-28T07:58:14.579922Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kTvqyFvc", buffer_size=165, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:14.580019Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197762999960105 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:58:14.580264Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:58:14.580530Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="bDVrPQKY", cmd="backend_type_string")
[2024-05-28T07:58:14.580736Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.580873Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/0ysj5-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:58:14.581226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:0ysj5-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="ilTeEkSH")
[33m[2024-05-28T07:58:14.586527Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00539207300062117 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:58:14.586819Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:58:14.586945Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.587047Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", fail_message="", quiet=undef, timeout=120)
[2024-05-28T07:58:14.587150Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.587272Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.587636Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TtuvLiNF")
[33m[2024-05-28T07:58:14.587721Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194444000953808 seconds: # [0m
[32m[2024-05-28T07:58:14.587981Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.588273Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="Axzeogws", text="systemctl --no-pager status docker", cmd="backend_type_string")
[2024-05-28T07:58:14.588630Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0aWkO-\$?-", json_cmd_token="AoOhaXwl")
[2024-05-28T07:58:14.588822Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.588960Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=162)
[2024-05-28T07:58:14.589319Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="rCGzrsUE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.589417Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206803999390104 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:58:14.589674Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:58:14.589936Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CeeOnGMp", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:14.590140Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:14.590279Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0aWkO-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=120, buffer_size=undef)
[2024-05-28T07:58:14.590625Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:0aWkO-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=120, quiet=undef, expect_not_found=0, json_cmd_token="ohGDbeyU", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)")
[33m[2024-05-28T07:58:14.599859Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 50 loops & 0.0093234609994397 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:58:14.600231Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:58:14.600395Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.600531Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.600915Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="KNIXMnjO")
[33m[2024-05-28T07:58:14.601006Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200373999177827 seconds: # [0m
[32m[2024-05-28T07:58:14.601270Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.601357Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.601417Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:58:14.601691Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="yXgchbOK")
[2024-05-28T07:58:14.601895Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.602031Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.602423Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="NvFykpWR")
[33m[2024-05-28T07:58:14.602515Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209123998502037 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:58:14.602811Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:58:14.602913Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.603038Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.603412Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LJGyufaT", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:58:14.603486Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183963000381482 seconds: > [0m
[32m[2024-05-28T07:58:14.603750Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:14.604040Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string", json_cmd_token="GWybgKhc")
[2024-05-28T07:58:14.604279Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.604452Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_XA0Gw")
[2024-05-28T07:58:14.604815Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_XA0Gw", pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="kiFTBMZU", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.604902Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019299399900774 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:58:14.605169Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:58:14.605267Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.605391Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="XA0Gw-0-")
[2024-05-28T07:58:14.605750Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="XA0Gw-0-", pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="ZBIjoQHu", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.605843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193982999917353 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:58:14.606099Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:58:14.606201Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.606326Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.606642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qvkahBfk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.606700Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00014524300058838 seconds: # [0m
[32m[2024-05-28T07:58:14.606951Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.607199Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="pTEtiokn", cmd="backend_type_string")
[2024-05-28T07:58:14.607380Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.607517Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:58:14.607835Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="QextTFeb", buffer_size=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:14.607916Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168972999745165 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:58:14.608259Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:58:14.608375Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:14.608515Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.608854Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="sEPIHDQJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.651290Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0424988329996268 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:58:14.651765Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:58:14.652111Z] [debug] [pid:107057] tests/containers/buildx.pm:28 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:58:14.652314Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 1\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: runc io.containerd.runc.v2 oci\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 27\n  Goroutines: 52\n  System Time: 2024-05-28T03:58:14.639774159-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:58:14.652503Z] [debug] [pid:107057] tests/containers/buildx.pm:30 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:14.652621Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rpm -q docker-buildx", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:14.652725Z] [debug] [pid:107057] tests/containers/buildx.pm:30 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:14.652845Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T07:58:14.653286Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="hDvkzykP", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.653377Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189062999197631 seconds: # [0m
[32m[2024-05-28T07:58:14.653673Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.653960Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q docker-buildx", json_cmd_token="ugAyXsgM")
[2024-05-28T07:58:14.654365Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ~9Ms3-\$?-", json_cmd_token="xOKJdrpJ", cmd="backend_type_string")
[2024-05-28T07:58:14.654642Z] [debug] [pid:107057] tests/containers/buildx.pm:30 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:14.654817Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=148, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="rpm -q docker-buildx; echo ~9Ms3-\$?-")
[2024-05-28T07:58:14.655222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "rpm -q docker-buildx; echo ~9Ms3-\$?-"
  ], buffer_size=148, json_cmd_token="FyhzSpbz", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rpm -q docker-buildx; echo ~9Ms3-\$?-")
[33m[2024-05-28T07:58:14.655313Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204302999918582 seconds: rpm -q docker-buildx; echo ~9Ms3-$?-[0m
[32m[2024-05-28T07:58:14.655593Z] [debug] [pid:107057] >>> testapi::wait_serial: rpm -q docker-buildx; echo ~9Ms3-$?-: ok[0m
[2024-05-28T07:58:14.655881Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bXqUmrIm", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:14.656103Z] [debug] [pid:107057] tests/containers/buildx.pm:30 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:14.656239Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/~9Ms3-\d+-/u)
[2024-05-28T07:58:14.656793Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:~9Ms3-\\d+-)", buffer_size=undef, json_cmd_token="GlTHFmyU", no_regex=0, record_output=undef, regexp="(?^u:~9Ms3-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.663273Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00657732400031819 seconds: ~9Ms3-0-[0m
[32m[2024-05-28T07:58:14.663582Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~9Ms3-\d+-): ok[0m
[2024-05-28T07:58:14.663716Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.663833Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.664244Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="dAQblQXd", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.664347Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226293999730842 seconds: # [0m
[32m[2024-05-28T07:58:14.664602Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.664682Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.664744Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:58:14.665112Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="cMAFbbxW", cmd="backend_type_string")
[2024-05-28T07:58:14.665320Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.665442Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-")
[2024-05-28T07:58:14.665821Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="IIclfepO")
[33m[2024-05-28T07:58:14.665912Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208003999432549 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:58:14.666152Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:58:14.666234Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.666344Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> ")
[2024-05-28T07:58:14.666698Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="vRUsLeVI")
[33m[2024-05-28T07:58:14.666770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184324000656488 seconds: > [0m
[32m[2024-05-28T07:58:14.666998Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:14.667396Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string", json_cmd_token="WYlPKNuZ")
[2024-05-28T07:58:14.667646Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.667764Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> EOT_XA0Gw")
[2024-05-28T07:58:14.668151Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="bGFUzKtw", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], regexp="> EOT_XA0Gw", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:14.668237Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199093999981415 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:58:14.668485Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:58:14.668564Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.668674Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="XA0Gw-0-", no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:58:14.669013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="vBVSMaBO", no_regex=0, record_output=undef, regexp="XA0Gw-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:14.669111Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187662999451277 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:58:14.669382Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:58:14.669464Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.669572Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.669919Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="ughRrLYE", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:14.669993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173942999026622 seconds: # [0m
[32m[2024-05-28T07:58:14.670226Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.670496Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="YmhEpgyi")
[2024-05-28T07:58:14.670705Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.670827Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:58:14.671205Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="yrtHAWFG", buffer_size=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ])
[33m[2024-05-28T07:58:14.671282Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170012999660685 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:58:14.671520Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:58:14.671612Z] [debug] [pid:107057] tests/containers/buildx.pm:32 called testapi::script_output
[2024-05-28T07:58:14.671742Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.672259Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="otcCWmJA")
[33m[2024-05-28T07:58:14.713188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.041050357000131 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:58:14.713581Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:58:14.713801Z] [debug] [pid:107057] tests/containers/buildx.pm:33 called testapi::record_info
[2024-05-28T07:58:14.713978Z] [debug] [pid:107057] <<< testapi::record_info(title="Docker info post-install", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 1\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: runc io.containerd.runc.v2 oci\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 27\n  Goroutines: 52\n  System Time: 2024-05-28T03:58:14.701559976-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:58:14.714160Z] [debug] [pid:107057] tests/containers/buildx.pm:36 called testapi::assert_script_run
[2024-05-28T07:58:14.714263Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"FROM busybox\\nEXPOSE 5000\" > Dockerfile", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:14.714359Z] [debug] [pid:107057] tests/containers/buildx.pm:36 called testapi::assert_script_run
[2024-05-28T07:58:14.714480Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:58:14.714897Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VPXQDlli")
[33m[2024-05-28T07:58:14.714990Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211474000025191 seconds: # [0m
[32m[2024-05-28T07:58:14.715269Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.715566Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"FROM busybox\\nEXPOSE 5000\" > Dockerfile", json_cmd_token="smkWFtIy", cmd="backend_type_string")
[2024-05-28T07:58:14.715944Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo HIRNJ-\$?-", json_cmd_token="PvxfELwP")
[2024-05-28T07:58:14.716152Z] [debug] [pid:107057] tests/containers/buildx.pm:36 called testapi::assert_script_run
[2024-05-28T07:58:14.716296Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="echo -e \"FROM busybox\\nEXPOSE 5000\" > Dockerfile; echo HIRNJ-\$?-", buffer_size=176, timeout=90)
[2024-05-28T07:58:14.716669Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e \"FROM busybox\\nEXPOSE 5000\" > Dockerfile; echo HIRNJ-\$?-", no_regex=1, record_output=undef, json_cmd_token="yZhCzHSw", buffer_size=176, pattern=[
    "echo -e \"FROM busybox\\nEXPOSE 5000\" > Dockerfile; echo HIRNJ-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:14.716763Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205772999834153 seconds: echo -e "FROM busybox\nEXPOSE 5000" > Dockerfile; echo HIRNJ-$?-[0m
[32m[2024-05-28T07:58:14.717028Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "FROM busybox\nEXPOSE 5000" > Dockerfile; echo HIRNJ-$?-: ok[0m
[2024-05-28T07:58:14.717275Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HpSJMhfb")
[2024-05-28T07:58:14.717466Z] [debug] [pid:107057] tests/containers/buildx.pm:36 called testapi::assert_script_run
[2024-05-28T07:58:14.717606Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/HIRNJ-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:14.718006Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:HIRNJ-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:HIRNJ-\\d+-)", buffer_size=undef, json_cmd_token="gMsaxLUw")
[33m[2024-05-28T07:58:14.718090Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165843001013855 seconds: HIRNJ-0-[0m
[32m[2024-05-28T07:58:14.718357Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:HIRNJ-\d+-): ok[0m
[2024-05-28T07:58:14.718469Z] [debug] [pid:107057] tests/containers/buildx.pm:38 called testapi::assert_script_run
[2024-05-28T07:58:14.718570Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker buildx build -t test_buildx .", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:14.718662Z] [debug] [pid:107057] tests/containers/buildx.pm:38 called testapi::assert_script_run
[2024-05-28T07:58:14.718782Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:14.719098Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XzYPTjyu", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:14.719158Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00015016199904494 seconds: # [0m
[32m[2024-05-28T07:58:14.719407Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:14.719645Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker buildx build -t test_buildx .", cmd="backend_type_string", json_cmd_token="dhKstJRN")
[2024-05-28T07:58:14.719951Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fITydDZp", text="; echo Ie1qI-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:14.720136Z] [debug] [pid:107057] tests/containers/buildx.pm:38 called testapi::assert_script_run
[2024-05-28T07:58:14.720278Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=164, regexp="docker buildx build -t test_buildx .; echo Ie1qI-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:14.720592Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker buildx build -t test_buildx .; echo Ie1qI-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker buildx build -t test_buildx .; echo Ie1qI-\$?-"
  ], buffer_size=164, json_cmd_token="gTBdUdKT")
[33m[2024-05-28T07:58:14.720668Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166502999491058 seconds: docker buildx build -t test_buildx .; echo Ie1qI-$?-[0m
[32m[2024-05-28T07:58:14.720917Z] [debug] [pid:107057] >>> testapi::wait_serial: docker buildx build -t test_buildx .; echo Ie1qI-$?-: ok[0m
[2024-05-28T07:58:14.721151Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="RUobblbY", cmd="backend_type_string")
[2024-05-28T07:58:14.721338Z] [debug] [pid:107057] tests/containers/buildx.pm:38 called testapi::assert_script_run
[2024-05-28T07:58:14.721477Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/Ie1qI-\d+-/u)
[2024-05-28T07:58:14.721791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pbnpuxJy", buffer_size=undef, pattern="(?^u:Ie1qI-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:Ie1qI-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:58:16.445674Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 308 loops & 1.72386719499991 seconds: Ie1qI-0-[0m
[32m[2024-05-28T07:58:16.446524Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ie1qI-\d+-): ok[0m
[2024-05-28T07:58:16.446780Z] [debug] [pid:107057] tests/containers/buildx.pm:39 called testapi::assert_script_run
[2024-05-28T07:58:16.446958Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d -p 54321:5000 --name test_buildx test_buildx", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:16.447125Z] [debug] [pid:107057] tests/containers/buildx.pm:39 called testapi::assert_script_run
[2024-05-28T07:58:16.447325Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:58:16.447925Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kDPCaQZT", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:16.448042Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025860399910016 seconds: # [0m
[32m[2024-05-28T07:58:16.448431Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:16.448789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d -p 54321:5000 --name test_buildx test_buildx", json_cmd_token="TvIMSXsJ", cmd="backend_type_string")
[2024-05-28T07:58:16.449266Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo bEHHe-\$?-", json_cmd_token="WJcbqmzm", cmd="backend_type_string")
[2024-05-28T07:58:16.449547Z] [debug] [pid:107057] tests/containers/buildx.pm:39 called testapi::assert_script_run
[2024-05-28T07:58:16.449777Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=186, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run -d -p 54321:5000 --name test_buildx test_buildx; echo bEHHe-\$?-")
[2024-05-28T07:58:16.450218Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker run -d -p 54321:5000 --name test_buildx test_buildx; echo bEHHe-\$?-"
  ], buffer_size=186, json_cmd_token="gSiunOtM", no_regex=1, record_output=undef, regexp="docker run -d -p 54321:5000 --name test_buildx test_buildx; echo bEHHe-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:16.450316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216544000068097 seconds: docker run -d -p 54321:5000 --name test_buildx test_buildx; echo bEHHe-$?-[0m
[32m[2024-05-28T07:58:16.450695Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d -p 54321:5000 --name test_buildx test_buildx; echo bEHHe-$?-: ok[0m
[2024-05-28T07:58:16.451016Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SfoaZZVP", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:16.451303Z] [debug] [pid:107057] tests/containers/buildx.pm:39 called testapi::assert_script_run
[2024-05-28T07:58:16.451533Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/bEHHe-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:58:16.451934Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:bEHHe-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="HkwiCpgJ", buffer_size=undef, pattern="(?^u:bEHHe-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:17.050499Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.598577783999644 seconds: bEHHe-0-[0m
[32m[2024-05-28T07:58:17.051192Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:bEHHe-\d+-): ok[0m
[2024-05-28T07:58:17.051449Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.051604Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ")
[2024-05-28T07:58:17.052267Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="jNnAcMdC", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T07:58:17.052387Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287835000563064 seconds: # [0m
[32m[2024-05-28T07:58:17.052646Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:17.052740Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.052809Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptG~F57.sh :\n \"cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-\$?-\" \n")
[2024-05-28T07:58:17.053193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-\$?-\n", json_cmd_token="kcBimBgL")
[2024-05-28T07:58:17.053464Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.053623Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-\$?-")
[2024-05-28T07:58:17.054080Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-\$?-", pattern=[
    "cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-\$?-"
  ], buffer_size=undef, json_cmd_token="xIXGaidz", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:17.054189Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239283999690088 seconds: cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-$?-[0m
[32m[2024-05-28T07:58:17.054364Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptG~F57.sh << 'EOT_G~F57'; echo G~F57-$?-: ok[0m
[2024-05-28T07:58:17.054470Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.054599Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.055035Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="LDoZAXIN", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:58:17.055123Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000213764000363881 seconds: > [0m
[32m[2024-05-28T07:58:17.055297Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:17.055647Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bnNIreFx", text="docker build --help\nEOT_G~F57\n", cmd="backend_type_string")
[2024-05-28T07:58:17.055861Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.055995Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_G~F57", timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.056447Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_G~F57", pattern=[
    "> EOT_G~F57"
  ], buffer_size=undef, json_cmd_token="ftzFWWHM", quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:17.056555Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233224000112386 seconds: > EOT_G~F57[0m
[32m[2024-05-28T07:58:17.056743Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_G~F57: ok[0m
[2024-05-28T07:58:17.056834Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.056955Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="G~F57-0-", record_output=undef, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:17.057379Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DAoUvshq", buffer_size=undef, pattern="G~F57-0-", expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="G~F57-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T07:58:17.057735Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000455798000984942 seconds: G~F57-0-[0m
[32m[2024-05-28T07:58:17.057918Z] [debug] [pid:107057] >>> testapi::wait_serial: G~F57-0-: ok[0m
[2024-05-28T07:58:17.058011Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.058131Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.058560Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="IWnhtqzY", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T07:58:17.058664Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229334000323433 seconds: # [0m
[32m[2024-05-28T07:58:17.058870Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:17.059227Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-\$?-\n", json_cmd_token="WRBCndQN")
[2024-05-28T07:58:17.059441Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.059573Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.059959Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-\$?-"
  ], buffer_size=undef, json_cmd_token="nGHkVceR", record_output=undef, no_regex=1, regexp="echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:17.060060Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020324300021457 seconds: echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-$?-[0m
[32m[2024-05-28T07:58:17.060276Z] [debug] [pid:107057] >>> testapi::wait_serial: echo G~F57; bash -oe pipefail /tmp/scriptG~F57.sh ; echo SCRIPT_FINISHEDG~F57-$?-: ok[0m
[2024-05-28T07:58:17.060351Z] [debug] [pid:107057] tests/containers/buildx.pm:41 called testapi::validate_script_output
[2024-05-28T07:58:17.060451Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDG~F57-\\d+-", expect_not_found=0, no_regex=0, quiet=1, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.060787Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDG~F57-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHEDG~F57-\\d+-", buffer_size=undef, json_cmd_token="sBBnDmWN")
[33m[2024-05-28T07:58:17.262958Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 86 loops & 0.20216012399942 seconds: SCRIPT_FINISHEDG~F57-0-[0m
[32m[2024-05-28T07:58:17.263520Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDG~F57-\d+-: ok[0m
[2024-05-28T07:58:17.265210Z] [debug] [pid:107057] tests/containers/buildx.pm:42 called testapi::assert_script_run
[2024-05-28T07:58:17.265387Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -t test_buildx .", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:17.265527Z] [debug] [pid:107057] tests/containers/buildx.pm:42 called testapi::assert_script_run
[2024-05-28T07:58:17.265692Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:17.266222Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QqivuByb", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:17.266314Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218114000745118 seconds: # [0m
[32m[2024-05-28T07:58:17.266646Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:17.266969Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker build -t test_buildx .", json_cmd_token="UCwidFAK")
[2024-05-28T07:58:17.267400Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 1bJiE-\$?-", cmd="backend_type_string", json_cmd_token="MzcbuskS")
[2024-05-28T07:58:17.267637Z] [debug] [pid:107057] tests/containers/buildx.pm:42 called testapi::assert_script_run
[2024-05-28T07:58:17.267827Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker build -t test_buildx .; echo 1bJiE-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=157, timeout=90)
[2024-05-28T07:58:17.268224Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker build -t test_buildx .; echo 1bJiE-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="sJACUDka", buffer_size=157, pattern=[
    "docker build -t test_buildx .; echo 1bJiE-\$?-"
  ])
[33m[2024-05-28T07:58:17.340384Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0722449639997649 seconds: docker build -t test_buildx .; echo 1bJiE-$?-[0m
[32m[2024-05-28T07:58:17.340794Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -t test_buildx .; echo 1bJiE-$?-: ok[0m
[2024-05-28T07:58:17.341215Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XZtaxOEH", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:17.341500Z] [debug] [pid:107057] tests/containers/buildx.pm:42 called testapi::assert_script_run
[2024-05-28T07:58:17.341628Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/1bJiE-\d+-/u)
[2024-05-28T07:58:17.342131Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:1bJiE-\\d+-)", buffer_size=undef, json_cmd_token="xzZFgorv", no_regex=0, record_output=undef, regexp="(?^u:1bJiE-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:17.973125Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 82 loops & 0.631026822999047 seconds: 1bJiE-0-[0m
[32m[2024-05-28T07:58:17.973943Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1bJiE-\d+-): ok[0m
[2024-05-28T07:58:17.974183Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:46 called testapi::script_run
[2024-05-28T07:58:17.974364Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker rm -vf test_buildx", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:17.974516Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:46 called testapi::script_run
[2024-05-28T07:58:17.974700Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:17.975327Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dRhYLATJ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:17.975427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258604000919149 seconds: # [0m
[32m[2024-05-28T07:58:17.975816Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:17.976239Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker rm -vf test_buildx", cmd="backend_type_string", json_cmd_token="PFpJKvrm")
[2024-05-28T07:58:17.976788Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo adpo7-\$?-", json_cmd_token="SchQZpCn")
[2024-05-28T07:58:17.977043Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:46 called testapi::script_run
[2024-05-28T07:58:17.977235Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -vf test_buildx; echo adpo7-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=153)
[2024-05-28T07:58:17.977648Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LargJeuG", buffer_size=153, pattern=[
    "docker rm -vf test_buildx; echo adpo7-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker rm -vf test_buildx; echo adpo7-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:17.977742Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214423000215902 seconds: docker rm -vf test_buildx; echo adpo7-$?-[0m
[32m[2024-05-28T07:58:17.978053Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -vf test_buildx; echo adpo7-$?-: ok[0m
[2024-05-28T07:58:17.978343Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MdnXWbVk")
[2024-05-28T07:58:17.978586Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:46 called testapi::script_run
[2024-05-28T07:58:17.978775Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/adpo7-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:58:17.979153Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="wUNBiZlj", buffer_size=undef, pattern="(?^u:adpo7-\\d+-)", regexp="(?^u:adpo7-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:58:17.994456Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0153806050002459 seconds: adpo7-0-[0m
[32m[2024-05-28T07:58:17.994836Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:adpo7-\d+-): ok[0m
[2024-05-28T07:58:17.994971Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:47 called testapi::script_run
[2024-05-28T07:58:17.995097Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker rmi test_buildx", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:17.995200Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:47 called testapi::script_run
[2024-05-28T07:58:17.995320Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:17.995825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ppvvBuRM", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:17.995939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237473999732174 seconds: # [0m
[32m[2024-05-28T07:58:17.996242Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:17.996638Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TJrjxRvQ", text="docker rmi test_buildx", cmd="backend_type_string")
[2024-05-28T07:58:17.997163Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 1~maw-\$?-", json_cmd_token="Mflpettj", cmd="backend_type_string")
[2024-05-28T07:58:17.997403Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:47 called testapi::script_run
[2024-05-28T07:58:17.997544Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rmi test_buildx; echo 1~maw-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=150)
[2024-05-28T07:58:17.997914Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YDhWwvIA", buffer_size=150, pattern=[
    "docker rmi test_buildx; echo 1~maw-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker rmi test_buildx; echo 1~maw-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:17.998007Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020219299949531 seconds: docker rmi test_buildx; echo 1~maw-$?-[0m
[32m[2024-05-28T07:58:17.998277Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rmi test_buildx; echo 1~maw-$?-: ok[0m
[2024-05-28T07:58:17.998552Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YTnoUfyy", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:17.998753Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:47 called testapi::script_run
[2024-05-28T07:58:17.998891Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/1~maw-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:17.999252Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:1~maw-\\d+-)", pattern="(?^u:1~maw-\\d+-)", buffer_size=undef, json_cmd_token="LPTxgaQs", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.009702Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0105428119986755 seconds: 1~maw-0-[0m
[32m[2024-05-28T07:58:18.010001Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1~maw-\d+-): ok[0m
[2024-05-28T07:58:18.010114Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:48 called testapi::script_run
[2024-05-28T07:58:18.010223Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image prune -f", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:58:18.010321Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:48 called testapi::script_run
[2024-05-28T07:58:18.010441Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T07:58:18.010816Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UsvlPSbi", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:18.010902Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019831399913528 seconds: # [0m
[32m[2024-05-28T07:58:18.011174Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.011620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker image prune -f", cmd="backend_type_string", json_cmd_token="NjzfObts")
[2024-05-28T07:58:18.012124Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo _qfTc-\$?-", json_cmd_token="GhNncbjj")
[2024-05-28T07:58:18.012376Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:48 called testapi::script_run
[2024-05-28T07:58:18.012514Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=149, regexp="docker image prune -f; echo _qfTc-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:58:18.012873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LTnMsbul", buffer_size=149, pattern=[
    "docker image prune -f; echo _qfTc-\$?-"
  ], regexp="docker image prune -f; echo _qfTc-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.012962Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197302999367821 seconds: docker image prune -f; echo _qfTc-$?-[0m
[32m[2024-05-28T07:58:18.013224Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image prune -f; echo _qfTc-$?-: ok[0m
[2024-05-28T07:58:18.013486Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ekSosTrh", cmd="backend_type_string")
[2024-05-28T07:58:18.013686Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:48 called testapi::script_run
[2024-05-28T07:58:18.013825Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/_qfTc-\d+-/u)
[2024-05-28T07:58:18.014177Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:_qfTc-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="qkUaKCsP", buffer_size=undef, pattern="(?^u:_qfTc-\\d+-)")
[33m[2024-05-28T07:58:18.023627Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00954504500077746 seconds: _qfTc-0-[0m
[32m[2024-05-28T07:58:18.023914Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_qfTc-\d+-): ok[0m
[2024-05-28T07:58:18.024034Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:49 called testapi::script_run
[2024-05-28T07:58:18.024147Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rm -f Dockerfile", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:18.024244Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:49 called testapi::script_run
[2024-05-28T07:58:18.024363Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T07:58:18.024729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="lBvzQJwu", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.024815Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194062999071321 seconds: # [0m
[32m[2024-05-28T07:58:18.025077Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.025346Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="asVVfhPF", text="rm -f Dockerfile", cmd="backend_type_string")
[2024-05-28T07:58:18.025700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo jnsxr-\$?-", json_cmd_token="xHUalhGd")
[2024-05-28T07:58:18.025897Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:49 called testapi::script_run
[2024-05-28T07:58:18.026035Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=144, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="rm -f Dockerfile; echo jnsxr-\$?-")
[2024-05-28T07:58:18.026394Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm -f Dockerfile; echo jnsxr-\$?-", pattern=[
    "rm -f Dockerfile; echo jnsxr-\$?-"
  ], buffer_size=144, json_cmd_token="XUSenYIw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.026482Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193803000001935 seconds: rm -f Dockerfile; echo jnsxr-$?-[0m
[32m[2024-05-28T07:58:18.026738Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -f Dockerfile; echo jnsxr-$?-: ok[0m
[2024-05-28T07:58:18.027Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xymHdaTF", cmd="backend_type_string")
[2024-05-28T07:58:18.027195Z] [debug] [pid:107057] tests/containers/buildx.pm:60 called buildx::cleanup -> tests/containers/buildx.pm:49 called testapi::script_run
[2024-05-28T07:58:18.027352Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jnsxr-\d+-/u)
[2024-05-28T07:58:18.027818Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZAZNlJEo", buffer_size=undef, pattern="(?^u:jnsxr-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=30, regexp="(?^u:jnsxr-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T07:58:18.028568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000890854998942814 seconds: jnsxr-0-[0m
[32m[2024-05-28T07:58:18.028836Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jnsxr-\d+-): ok[0m
[2024-05-28T07:58:18.029137Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, text="cd\n", json_cmd_token="lwVDZeQC", cmd="backend_type_string")
[2024-05-28T07:58:18.029336Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:18.029451Z] [debug] [pid:107057] <<< testapi::script_run(cmd="test -f /var/log/audit/audit.log", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:58:18.029552Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:18.029670Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.030014Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="uEsntiSS", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:18.030099Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00018673399972613 seconds: # [0m
[32m[2024-05-28T07:58:18.030357Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.030620Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f /var/log/audit/audit.log", json_cmd_token="btgrNAvU")
[2024-05-28T07:58:18.030968Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MzwPsRnK", text="; echo UfVk_-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:18.031162Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:18.031299Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", timeout=90, buffer_size=160)
[2024-05-28T07:58:18.031659Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="NkBDMrnX", buffer_size=160, pattern=[
    "test -f /var/log/audit/audit.log; echo UfVk_-\$?-"
  ])
[33m[2024-05-28T07:58:18.031745Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193732999832719 seconds: test -f /var/log/audit/audit.log; echo UfVk_-$?-[0m
[32m[2024-05-28T07:58:18.032019Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f /var/log/audit/audit.log; echo UfVk_-$?-: ok[0m
[2024-05-28T07:58:18.032291Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="vxURpjKq")
[2024-05-28T07:58:18.032483Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T07:58:18.032595Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/UfVk_-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T07:58:18.032899Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:UfVk_-\\d+-)", pattern="(?^u:UfVk_-\\d+-)", buffer_size=undef, json_cmd_token="CHfhFzUA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.032980Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159751998580759 seconds: UfVk_-0-[0m
[32m[2024-05-28T07:58:18.033205Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UfVk_-\d+-): ok[0m
[2024-05-28T07:58:18.033338Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.033444Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T07:58:18.033747Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mCYfkaLV", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T07:58:18.033806Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142802000482334 seconds: # [0m
[32m[2024-05-28T07:58:18.034027Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.034099Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.034149Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptOSm16.sh :\n \"cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\" \n")
[2024-05-28T07:58:18.034381Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\n", json_cmd_token="inSSVqga")
[2024-05-28T07:58:18.034548Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.034667Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-")
[2024-05-28T07:58:18.034971Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-"
  ], buffer_size=undef, json_cmd_token="pAFfUwEg", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.035041Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156352998601506 seconds: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-[0m
[32m[2024-05-28T07:58:18.035269Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-: ok[0m
[2024-05-28T07:58:18.035351Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.035453Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> ")
[2024-05-28T07:58:18.035750Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="bNJJxXxN", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.035807Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000139552999826265 seconds: > [0m
[32m[2024-05-28T07:58:18.036036Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:18.036272Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="ausearch -m avc -r\nEOT_OSm16\n", cmd="backend_type_string", json_cmd_token="qCwXcBJi")
[2024-05-28T07:58:18.036441Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.036549Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_OSm16", buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.036847Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="drqyEXYI", buffer_size=undef, pattern=[
    "> EOT_OSm16"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_OSm16", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:18.036917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000154602999828057 seconds: > EOT_OSm16[0m
[32m[2024-05-28T07:58:18.037137Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_OSm16: ok[0m
[2024-05-28T07:58:18.037219Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.037320Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp="OSm16-0-")
[2024-05-28T07:58:18.037616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="OSm16-0-", pattern="OSm16-0-", buffer_size=undef, json_cmd_token="LsYEsveB", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.037893Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000352686000042013 seconds: OSm16-0-[0m
[32m[2024-05-28T07:58:18.038124Z] [debug] [pid:107057] >>> testapi::wait_serial: OSm16-0-: ok[0m
[2024-05-28T07:58:18.038212Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.038314Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.038619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XummovqN", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.038689Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156072999743628 seconds: # [0m
[32m[2024-05-28T07:58:18.038907Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.039140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-\n", json_cmd_token="kuZHJWKs")
[2024-05-28T07:58:18.039305Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.039416Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-")
[2024-05-28T07:58:18.039724Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YXvHjDOy", buffer_size=undef, pattern=[
    "echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:18.039798Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157882999701542 seconds: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-[0m
[32m[2024-05-28T07:58:18.040029Z] [debug] [pid:107057] >>> testapi::wait_serial: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-: ok[0m
[2024-05-28T07:58:18.040117Z] [debug] [pid:107057] tests/containers/buildx.pm:61 called consoletest::post_run_hook -> lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T07:58:18.040220Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDOSm16-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=300)
[2024-05-28T07:58:18.040523Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dcJXKrtb", buffer_size=undef, pattern="SCRIPT_FINISHEDOSm16-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=300, regexp="SCRIPT_FINISHEDOSm16-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:58:18.069138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1251 loops & 0.0286788339999475 seconds: SCRIPT_FINISHEDOSm16-0-[0m
[32m[2024-05-28T07:58:18.071062Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDOSm16-\d+-: ok[0m
[2024-05-28T07:58:18.080787Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="fDyAdJsN", text="clear\n", cmd="backend_type_string")
[1;34m[2024-05-28T07:58:18.081420Z] [debug] [pid:107057] ||| finished buildx containers (runtime: 4 s)[0m
[1;34m[2024-05-28T07:58:18.082339Z] [debug] [pid:107057] ||| starting rootless_docker tests/containers/rootless_docker.pm[0m
[2024-05-28T07:58:18.082927Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:30 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:58:18.082989Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:58:18.083480Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.083596Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:58:18.083967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="pRpfopHy", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T07:58:18.084073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219753999772365 seconds: # [0m
[32m[2024-05-28T07:58:18.084337Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.084411Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.084463Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T07:58:18.084730Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="SFIpRBQm", cmd="backend_type_string")
[2024-05-28T07:58:18.084909Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.085021Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.085389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="BHlrsRZF", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[33m[2024-05-28T07:58:18.085480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204604000828112 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T07:58:18.085720Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T07:58:18.085801Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.085904Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.086252Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="MdDgitxW")
[33m[2024-05-28T07:58:18.086323Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178173000676907 seconds: > [0m
[32m[2024-05-28T07:58:18.086552Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:18.086819Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jOGOwyxd", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T07:58:18.086995Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.087106Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.087446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_n1~0x", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="CrzzdsXB", buffer_size=undef, pattern=[
    "> EOT_n1~0x"
  ])
[33m[2024-05-28T07:58:18.087530Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189592999959132 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T07:58:18.087759Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T07:58:18.087839Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.087942Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="n1~0x-0-")
[2024-05-28T07:58:18.088291Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="n1~0x-0-", pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="xavFjLNN", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.088388Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193713998669409 seconds: n1~0x-0-[0m
[32m[2024-05-28T07:58:18.088621Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T07:58:18.088704Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.088807Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.089173Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SHqPwcZm", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.089243Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179974000275251 seconds: # [0m
[32m[2024-05-28T07:58:18.089467Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.089693Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="PEiiOPjn")
[2024-05-28T07:58:18.089851Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.089965Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:18.090263Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="PznmdCsd")
[33m[2024-05-28T07:58:18.090345Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171263000083854 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T07:58:18.090562Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T07:58:18.090645Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:33 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T07:58:18.090749Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T07:58:18.091038Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="neIpEyXz", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T07:58:18.093310Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00234180099869263 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T07:58:18.093542Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/tests/containers/rootless_docker.pm line 33
	rootless_docker::run(rootless_docker=HASH(0x55966c04a510)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(rootless_docker=HASH(0x55966c04a510)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/tests/containers/rootless_docker.pm line 33
	rootless_docker::run(rootless_docker=HASH(0x55966c04a510)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(rootless_docker=HASH(0x55966c04a510)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T07:58:18.094226Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:18.094323Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:58:18.094408Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:18.094507Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.094805Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zWDUTyPb", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.094876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158053000632208 seconds: # [0m
[32m[2024-05-28T07:58:18.095096Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.095318Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="yWegGKHB", cmd="backend_type_string")
[2024-05-28T07:58:18.095611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3Bn3R-\$?-", json_cmd_token="qQURhIjT", cmd="backend_type_string")
[2024-05-28T07:58:18.095767Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:18.095880Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-")
[2024-05-28T07:58:18.096178Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="hlxMabgz", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.096252Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163333001182764 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T07:58:18.096476Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T07:58:18.096697Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="mqMiByWN", cmd="backend_type_string")
[2024-05-28T07:58:18.096862Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T07:58:18.096975Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/3Bn3R-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:18.097262Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:3Bn3R-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="TMJPIJUM", buffer_size=undef, pattern="(?^u:3Bn3R-\\d+-)")
[33m[2024-05-28T07:58:18.097886Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000700811999195139 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T07:58:18.098111Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T07:58:18.098205Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:18.098288Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:18.098377Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:18.098475Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:58:18.098781Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kwdzCZuN", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T07:58:18.098850Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155342000653036 seconds: # [0m
[32m[2024-05-28T07:58:18.099070Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.099302Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="VcxkKaHU")
[2024-05-28T07:58:18.099612Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="SENXtwAw")
[2024-05-28T07:58:18.099773Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:18.099887Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=173, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-")
[2024-05-28T07:58:18.100201Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="elcSZPzY", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ])
[33m[2024-05-28T07:58:18.100275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160442999913357 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T07:58:18.100503Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T07:58:18.100733Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NbzclgXu", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:18.100906Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T07:58:18.101018Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/p9uJo-\d+-/u)
[2024-05-28T07:58:18.101314Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OFySPnil", buffer_size=undef, pattern="(?^u:p9uJo-\\d+-)", regexp="(?^u:p9uJo-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.102123Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000882645999809029 seconds: p9uJo-0-[0m
[32m[2024-05-28T07:58:18.102350Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T07:58:18.102445Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:18.102530Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:18.102611Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:18.102709Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.103015Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mEIyVfsK", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.103085Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155652000103146 seconds: # [0m
[32m[2024-05-28T07:58:18.103306Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.103542Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="jIIYEcia")
[2024-05-28T07:58:18.103854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo cQEK7-\$?-", json_cmd_token="UFSzgQQO")
[2024-05-28T07:58:18.104024Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:18.104143Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=223, timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T07:58:18.104461Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, no_regex=1, json_cmd_token="PILxryHb", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.104536Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164082999617676 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T07:58:18.104767Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T07:58:18.104999Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sMroAhrc", cmd="backend_type_string")
[2024-05-28T07:58:18.105173Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T07:58:18.105286Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cQEK7-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.105592Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:cQEK7-\\d+-)", buffer_size=undef, json_cmd_token="TSpYXQzP", no_regex=0, record_output=undef, regexp="(?^u:cQEK7-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.105671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015598299978592 seconds: cQEK7-0-[0m
[32m[2024-05-28T07:58:18.105896Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T07:58:18.106003Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.106085Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:18.106168Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.106265Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:58:18.106566Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="HpCTPLXk", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.106624Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142721999509376 seconds: # [0m
[32m[2024-05-28T07:58:18.106852Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.107088Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager enable docker", json_cmd_token="KEIEGqRR")
[2024-05-28T07:58:18.107400Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9wqGK-\$?-", json_cmd_token="CNmgpHdj")
[2024-05-28T07:58:18.107566Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.107679Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-")
[2024-05-28T07:58:18.107985Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, json_cmd_token="AiYqnmfy", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.108068Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169192999237566 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T07:58:18.108296Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T07:58:18.108529Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vGqZIxPq", cmd="backend_type_string")
[2024-05-28T07:58:18.108706Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.108826Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/9wqGK-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:18.109129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="yBZRovnO", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.444166Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.335076643999855 seconds: 9wqGK-0-[0m
[32m[2024-05-28T07:58:18.444631Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T07:58:18.444780Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.444891Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:58:18.444999Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.445122Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T07:58:18.445672Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="MnggTwCH", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.445778Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234454000747064 seconds: # [0m
[32m[2024-05-28T07:58:18.446115Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.446521Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="onggCEMr", text="systemctl --no-pager is-enabled docker", cmd="backend_type_string")
[2024-05-28T07:58:18.447142Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gSlMc-\$?-", json_cmd_token="kaDxwCgc")
[2024-05-28T07:58:18.447444Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.447573Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, buffer_size=166)
[2024-05-28T07:58:18.448103Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="ciuxPXAG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[33m[2024-05-28T07:58:18.448215Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027216399939789 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T07:58:18.448559Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T07:58:18.448942Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WASrGseq", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:18.449210Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.449339Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gSlMc-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.449768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="LJYyCDVx", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:gSlMc-\\d+-)")
[33m[2024-05-28T07:58:18.455896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00622455700067803 seconds: gSlMc-0-[0m
[32m[2024-05-28T07:58:18.456262Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T07:58:18.456402Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.456504Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", timeout=180, quiet=undef, fail_message="")
[2024-05-28T07:58:18.456606Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.456722Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T07:58:18.457182Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="AIyxlQlv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.457289Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229173998377519 seconds: # [0m
[32m[2024-05-28T07:58:18.457541Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.457863Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", cmd="backend_type_string", json_cmd_token="XNpRLotA")
[2024-05-28T07:58:18.458318Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", cmd="backend_type_string", json_cmd_token="IkqzRhdv")
[2024-05-28T07:58:18.458503Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.458620Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=161, timeout=90)
[2024-05-28T07:58:18.458985Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], buffer_size=161, json_cmd_token="vUWwERug", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.459083Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217253998926026 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T07:58:18.459322Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T07:58:18.459579Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DCSgYzph")
[2024-05-28T07:58:18.459770Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.459884Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/Ukt~P-\d+-/u, timeout=180, buffer_size=undef)
[2024-05-28T07:58:18.460228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=180, regexp="(?^u:Ukt~P-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="aLxQlSVR", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.472114Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0119612859998597 seconds: Ukt~P-0-[0m
[32m[2024-05-28T07:58:18.472445Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T07:58:18.472598Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.472717Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:18.472851Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.473008Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.473464Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="QsgqtEcp", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.473569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226754000323126 seconds: # [0m
[32m[2024-05-28T07:58:18.473869Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.474204Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", cmd="backend_type_string", json_cmd_token="beqmUhqc")
[2024-05-28T07:58:18.474595Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QcbwtLBw", text="; echo 0ysj5-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:18.474813Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.474978Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T07:58:18.475347Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="VzAtDqEk", buffer_size=165, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.475442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207813000088208 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T07:58:18.475718Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T07:58:18.475997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="sgIWhgPJ")
[2024-05-28T07:58:18.476238Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.476402Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/0ysj5-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T07:58:18.476752Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="yGhqlSlp", record_output=undef, no_regex=0, regexp="(?^u:0ysj5-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.483851Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00716093399933015 seconds: 0ysj5-0-[0m
[32m[2024-05-28T07:58:18.484186Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T07:58:18.484359Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.484475Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", timeout=120, fail_message="", quiet=undef)
[2024-05-28T07:58:18.484582Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.484741Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.485142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TudHhgen", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.485239Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216483000258449 seconds: # [0m
[32m[2024-05-28T07:58:18.485504Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.485764Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager status docker", cmd="backend_type_string", json_cmd_token="ebwsOapq")
[2024-05-28T07:58:18.486184Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0aWkO-\$?-", json_cmd_token="qPYPjFCQ", cmd="backend_type_string")
[2024-05-28T07:58:18.486405Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.486544Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T07:58:18.487027Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="wqYpQgve", buffer_size=162, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.487153Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000309635001030983 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T07:58:18.487405Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T07:58:18.487707Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="UZqxUuRU")
[2024-05-28T07:58:18.487909Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:58:18.488036Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, regexp=qr/0aWkO-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T07:58:18.488515Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=120, regexp="(?^u:0aWkO-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="jASIjxxS", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.498854Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 50 loops & 0.0104984009994951 seconds: 0aWkO-0-[0m
[32m[2024-05-28T07:58:18.499247Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T07:58:18.499406Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.499541Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T07:58:18.499894Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RKMOALlY", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.499970Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171863001014572 seconds: # [0m
[32m[2024-05-28T07:58:18.500247Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.500343Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.500426Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T07:58:18.500811Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ifmUEqEn", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", cmd="backend_type_string")
[2024-05-28T07:58:18.501082Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.501267Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-")
[2024-05-28T07:58:18.501656Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="kyjCmbfe", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.501747Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019956399955845 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T07:58:18.502015Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T07:58:18.502123Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.502251Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:18.502606Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="UEuuosXD", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T07:58:18.502676Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000173972999618854 seconds: > [0m
[32m[2024-05-28T07:58:18.502937Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:18.503208Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker info\nEOT_XA0Gw\n", json_cmd_token="ttnLFzWQ")
[2024-05-28T07:58:18.503433Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.503625Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> EOT_XA0Gw")
[2024-05-28T07:58:18.504114Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_XA0Gw", pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="vJsZPiGC", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.504236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279575000604382 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T07:58:18.504531Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T07:58:18.504630Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.504755Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="XA0Gw-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.505103Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="xElWGpfp", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="XA0Gw-0-")
[33m[2024-05-28T07:58:18.505197Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190843000382301 seconds: XA0Gw-0-[0m
[32m[2024-05-28T07:58:18.505460Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T07:58:18.505562Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.505688Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T07:58:18.506039Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DeNuqCge", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:18.506108Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000174112999957288 seconds: # [0m
[32m[2024-05-28T07:58:18.506359Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.506628Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", json_cmd_token="cyDnHuqo")
[2024-05-28T07:58:18.506828Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.506966Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.507324Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="JDnsQkCH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.507414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197973000467755 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T07:58:18.507684Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T07:58:18.507783Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T07:58:18.507911Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-")
[2024-05-28T07:58:18.508272Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="bTEKkhsM", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.547149Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0389633320010034 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T07:58:18.547562Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:58:18.547779Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:34 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T07:58:18.547944Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 1\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 33\n  Goroutines: 83\n  System Time: 2024-05-28T03:58:18.536971707-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:58:18.548157Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:38 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:18.548272Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rpm -q docker-rootless-extras", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:58:18.548376Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:38 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:18.548499Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.548940Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XeTRuCQc", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.549021Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180343000465655 seconds: # [0m
[32m[2024-05-28T07:58:18.549353Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.549693Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rpm -q docker-rootless-extras", json_cmd_token="igwenBpn", cmd="backend_type_string")
[2024-05-28T07:58:18.550127Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ScYCwYWa", text="; echo SuLP1-\$?-", cmd="backend_type_string")
[2024-05-28T07:58:18.550377Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:38 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:18.550516Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=157, regexp="rpm -q docker-rootless-extras; echo SuLP1-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T07:58:18.550922Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="rpm -q docker-rootless-extras; echo SuLP1-\$?-", pattern=[
    "rpm -q docker-rootless-extras; echo SuLP1-\$?-"
  ], buffer_size=157, json_cmd_token="UeCzEqPt", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.550998Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166302999787149 seconds: rpm -q docker-rootless-extras; echo SuLP1-$?-[0m
[32m[2024-05-28T07:58:18.551316Z] [debug] [pid:107057] >>> testapi::wait_serial: rpm -q docker-rootless-extras; echo SuLP1-$?-: ok[0m
[2024-05-28T07:58:18.551648Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SqUkjVhY")
[2024-05-28T07:58:18.551898Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:38 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:58:18.552059Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/SuLP1-\d+-/u)
[2024-05-28T07:58:18.552426Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="FWAoqEGG", buffer_size=undef, pattern="(?^u:SuLP1-\\d+-)", regexp="(?^u:SuLP1-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30)
[33m[2024-05-28T07:58:18.556816Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0044595470008062 seconds: SuLP1-0-[0m
[32m[2024-05-28T07:58:18.557114Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:SuLP1-\d+-): ok[0m
[2024-05-28T07:58:18.557277Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.557396Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.557891Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OJsKnolz", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.558012Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282824999885634 seconds: # [0m
[32m[2024-05-28T07:58:18.558475Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.558594Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.558675Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptajiDD.sh :\n \"cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-\$?-\" \n")
[2024-05-28T07:58:18.559033Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-\$?-\n", json_cmd_token="QGDtNDVL", cmd="backend_type_string")
[2024-05-28T07:58:18.559283Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.559461Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.559928Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-\$?-"
  ], buffer_size=undef, json_cmd_token="UnbkclCA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-\$?-")
[33m[2024-05-28T07:58:18.560069Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269064999883994 seconds: cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-$?-[0m
[32m[2024-05-28T07:58:18.560460Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptajiDD.sh << 'EOT_ajiDD'; echo ajiDD-$?-: ok[0m
[2024-05-28T07:58:18.560592Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.560763Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> ")
[2024-05-28T07:58:18.561258Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PsyqcHLs", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:18.561343Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000221494001380051 seconds: > [0m
[32m[2024-05-28T07:58:18.561651Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:58:18.561978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="awk -F':' '\$1 == \"bernhard\" {print \$2}' /etc/subuid\nEOT_ajiDD\n", json_cmd_token="vBdpLuBE", cmd="backend_type_string")
[2024-05-28T07:58:18.562249Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.562444Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_ajiDD", timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.562908Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZuxzxZFG", buffer_size=undef, pattern=[
    "> EOT_ajiDD"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_ajiDD", record_output=undef, no_regex=1)
[33m[2024-05-28T07:58:18.563016Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229264000154217 seconds: > EOT_ajiDD[0m
[32m[2024-05-28T07:58:18.563366Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_ajiDD: ok[0m
[2024-05-28T07:58:18.563501Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.563681Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="ajiDD-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:18.564119Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="ajiDD-0-", buffer_size=undef, json_cmd_token="erAnYbCn", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="ajiDD-0-")
[33m[2024-05-28T07:58:18.564224Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226434000069275 seconds: ajiDD-0-[0m
[32m[2024-05-28T07:58:18.564621Z] [debug] [pid:107057] >>> testapi::wait_serial: ajiDD-0-: ok[0m
[2024-05-28T07:58:18.564717Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.564830Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T07:58:18.565226Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="tUofaVEO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.565299Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184603999514366 seconds: # [0m
[32m[2024-05-28T07:58:18.565557Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.565967Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-\$?-\n", json_cmd_token="bXIPaxzI")
[2024-05-28T07:58:18.566198Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.566371Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.566700Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VUVidwUV", buffer_size=undef, pattern=[
    "echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T07:58:18.566775Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016589299957559 seconds: echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-$?-[0m
[32m[2024-05-28T07:58:18.567070Z] [debug] [pid:107057] >>> testapi::wait_serial: echo ajiDD; bash -oe pipefail /tmp/scriptajiDD.sh ; echo SCRIPT_FINISHEDajiDD-$?-: ok[0m
[2024-05-28T07:58:18.567198Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:42 called rootless_docker::get_user_subuid -> tests/containers/rootless_docker.pm:71 called testapi::script_output
[2024-05-28T07:58:18.567384Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDajiDD-\\d+-")
[2024-05-28T07:58:18.567752Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDajiDD-\\d+-", buffer_size=undef, json_cmd_token="OTfRQlIY", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDajiDD-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.570307Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00264569600039977 seconds: SCRIPT_FINISHEDajiDD-0-[0m
[32m[2024-05-28T07:58:18.570599Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDajiDD-\d+-: ok[0m
[2024-05-28T07:58:18.570714Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:49 called testapi::assert_script_run
[2024-05-28T07:58:18.570808Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="grep bernhard /etc/subuid", timeout=90, fail_message="subuid range not assigned for bernhard", quiet=undef)
[2024-05-28T07:58:18.570891Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:49 called testapi::assert_script_run
[2024-05-28T07:58:18.570999Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T07:58:18.571352Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="oAkDQmMY", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.571428Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172643000041717 seconds: # [0m
[32m[2024-05-28T07:58:18.571666Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.571902Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OpLuLzyR", text="grep bernhard /etc/subuid", cmd="backend_type_string")
[2024-05-28T07:58:18.572271Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 4468S-\$?-", json_cmd_token="UOqJafBX")
[2024-05-28T07:58:18.572452Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:49 called testapi::assert_script_run
[2024-05-28T07:58:18.572566Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=153, regexp="grep bernhard /etc/subuid; echo 4468S-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T07:58:18.572897Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="fgZnwBiF", buffer_size=153, pattern=[
    "grep bernhard /etc/subuid; echo 4468S-\$?-"
  ], regexp="grep bernhard /etc/subuid; echo 4468S-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T07:58:18.572977Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172742998984177 seconds: grep bernhard /etc/subuid; echo 4468S-$?-[0m
[32m[2024-05-28T07:58:18.573231Z] [debug] [pid:107057] >>> testapi::wait_serial: grep bernhard /etc/subuid; echo 4468S-$?-: ok[0m
[2024-05-28T07:58:18.573499Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NYqxvBmq", text="\n", cmd="backend_type_string")
[2024-05-28T07:58:18.573703Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:49 called testapi::assert_script_run
[2024-05-28T07:58:18.573826Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/4468S-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.574228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:4468S-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="xbwABORE", buffer_size=undef, pattern="(?^u:4468S-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.575106Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000984686999800033 seconds: 4468S-0-[0m
[32m[2024-05-28T07:58:18.575407Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:4468S-\d+-): ok[0m
[2024-05-28T07:58:18.575509Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:50 called testapi::assert_script_run
[2024-05-28T07:58:18.575600Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="grep bernhard /etc/subgid", timeout=90, quiet=undef, fail_message="subgid range not assigned for bernhard")
[2024-05-28T07:58:18.575682Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:50 called testapi::assert_script_run
[2024-05-28T07:58:18.575785Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T07:58:18.576127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GtQCuhAZ")
[33m[2024-05-28T07:58:18.576207Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183693000508356 seconds: # [0m
[32m[2024-05-28T07:58:18.576440Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.576675Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="grep bernhard /etc/subgid", json_cmd_token="VcdCUpYz", cmd="backend_type_string")
[2024-05-28T07:58:18.577021Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo mwFfC-\$?-", json_cmd_token="ItFzhgbl", cmd="backend_type_string")
[2024-05-28T07:58:18.577193Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:50 called testapi::assert_script_run
[2024-05-28T07:58:18.577309Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=153, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="grep bernhard /etc/subgid; echo mwFfC-\$?-")
[2024-05-28T07:58:18.577639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="grep bernhard /etc/subgid; echo mwFfC-\$?-", pattern=[
    "grep bernhard /etc/subgid; echo mwFfC-\$?-"
  ], buffer_size=153, json_cmd_token="CKZCsXJk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T07:58:18.577718Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172423000549315 seconds: grep bernhard /etc/subgid; echo mwFfC-$?-[0m
[32m[2024-05-28T07:58:18.578Z] [debug] [pid:107057] >>> testapi::wait_serial: grep bernhard /etc/subgid; echo mwFfC-$?-: ok[0m
[2024-05-28T07:58:18.578256Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="wXLunDkH", cmd="backend_type_string")
[2024-05-28T07:58:18.578435Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:50 called testapi::assert_script_run
[2024-05-28T07:58:18.578551Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/mwFfC-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T07:58:18.578871Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:mwFfC-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="oqHDRzmr", buffer_size=undef, pattern="(?^u:mwFfC-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.579733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000942796001254464 seconds: mwFfC-0-[0m
[32m[2024-05-28T07:58:18.579968Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:mwFfC-\d+-): ok[0m
[2024-05-28T07:58:18.580071Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:55 called testapi::assert_script_run
[2024-05-28T07:58:18.580156Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf /tmp/script*", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:58:18.580239Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:55 called testapi::assert_script_run
[2024-05-28T07:58:18.580335Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T07:58:18.580667Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QAwTzPZW", expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.580745Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168143000337295 seconds: # [0m
[32m[2024-05-28T07:58:18.580995Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.581247Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -rf /tmp/script*", cmd="backend_type_string", json_cmd_token="vAxnLqze")
[2024-05-28T07:58:18.581581Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo axoXg-\$?-", cmd="backend_type_string", json_cmd_token="FRfxiVHX")
[2024-05-28T07:58:18.581749Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:55 called testapi::assert_script_run
[2024-05-28T07:58:18.581871Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="rm -rf /tmp/script*; echo axoXg-\$?-", timeout=90, buffer_size=147)
[2024-05-28T07:58:18.582190Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="rm -rf /tmp/script*; echo axoXg-\$?-", no_regex=1, record_output=undef, json_cmd_token="APEsXWqC", buffer_size=147, pattern=[
    "rm -rf /tmp/script*; echo axoXg-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T07:58:18.582268Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166493000506307 seconds: rm -rf /tmp/script*; echo axoXg-$?-[0m
[32m[2024-05-28T07:58:18.582502Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf /tmp/script*; echo axoXg-$?-: ok[0m
[2024-05-28T07:58:18.582789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="yDLivVAz", cmd="backend_type_string")
[2024-05-28T07:58:18.583030Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:55 called testapi::assert_script_run
[2024-05-28T07:58:18.583208Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/axoXg-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T07:58:18.583673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:axoXg-\\d+-)", buffer_size=undef, json_cmd_token="cEyqBTpB", record_output=undef, no_regex=0, regexp="(?^u:axoXg-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.584776Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00122478100092849 seconds: axoXg-0-[0m
[32m[2024-05-28T07:58:18.585053Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:axoXg-\d+-): ok[0m
[2024-05-28T07:58:18.585189Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:56 called utils::ensure_serialdev_permissions -> lib/utils.pm:1594 called testapi::assert_script_run
[2024-05-28T07:58:18.585283Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,\$(stat -c %G /dev/ttyS0) bernhard", quiet=undef, fail_message="", timeout=120)
[2024-05-28T07:58:18.585376Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:56 called utils::ensure_serialdev_permissions -> lib/utils.pm:1594 called testapi::assert_script_run
[2024-05-28T07:58:18.585483Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T07:58:18.585822Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="zoNGsztH", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T07:58:18.585901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170203000379843 seconds: # [0m
[32m[2024-05-28T07:58:18.586143Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:58:18.586509Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,\$(stat -c %G /dev/ttyS0) bernhard", json_cmd_token="EwQGjRlm", cmd="backend_type_string")
[2024-05-28T07:58:18.587050Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo avWL9-\$?-", json_cmd_token="WCErGiOV")
[2024-05-28T07:58:18.587258Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:56 called utils::ensure_serialdev_permissions -> lib/utils.pm:1594 called testapi::assert_script_run
[2024-05-28T07:58:18.587379Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=216, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,\$(stat -c %G /dev/ttyS0) bernhard; echo avWL9-\$?-")
[2024-05-28T07:58:18.587768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,\$(stat -c %G /dev/ttyS0) bernhard; echo avWL9-\$?-"
  ], buffer_size=216, json_cmd_token="FVDKeFTJ", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,\$(stat -c %G /dev/ttyS0) bernhard; echo avWL9-\$?-")
[33m[2024-05-28T07:58:18.587869Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223474000449642 seconds: chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,$(stat -c %G /dev/ttyS0) bernhard; echo avWL9-$?-[0m
[32m[2024-05-28T07:58:18.588122Z] [debug] [pid:107057] >>> testapi::wait_serial: chown bernhard /dev/ttyS0 && usermod -a -G tty,dialout,$(stat -c %G /dev/ttyS0) bernhard; echo avWL9-$?-: ok[0m
[2024-05-28T07:58:18.588403Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AgBgiqua", cmd="backend_type_string")
[2024-05-28T07:58:18.588597Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:56 called utils::ensure_serialdev_permissions -> lib/utils.pm:1594 called testapi::assert_script_run
[2024-05-28T07:58:18.588709Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/avWL9-\d+-/u, buffer_size=undef, timeout=120)
[2024-05-28T07:58:18.589062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fLnACyCC", buffer_size=undef, pattern="(?^u:avWL9-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=120, regexp="(?^u:avWL9-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T07:58:18.608881Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0198261610003101 seconds: avWL9-0-[0m
[32m[2024-05-28T07:58:18.609626Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:avWL9-\d+-): ok[0m
[2024-05-28T07:58:18.609856Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console
[2024-05-28T07:58:18.609954Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="user-console")
[37m[2024-05-28T07:58:19.022361Z] [debug] [pid:107057] activate_console, console: user-console, type: console[0m
[2024-05-28T07:58:19.022656Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:857 called testapi::wait_still_screen
[2024-05-28T07:58:19.022812Z] [debug] [pid:107057] <<< testapi::wait_still_screen(stilltime=1, similarity_level=47, timeout=30)
[32m[2024-05-28T07:58:20.495570Z] [debug] [pid:107057] >>> testapi::wait_still_screen: detected same image for 1 seconds (1.46529102325439 s elapsed), last detected similarity is 50.4372371212676[0m
[2024-05-28T07:58:20.495747Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:862 called testapi::assert_screen
[2024-05-28T07:58:20.495890Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch=[
    "tty4-selected",
    "text-logged-in-bernhard"
  ], timeout=60)
[32m[2024-05-28T07:58:20.585687Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found tty4-selected-20180514, similarity 1.00 @ 73/95[0m
[2024-05-28T07:58:20.587576Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:864 called testapi::enter_cmd
[2024-05-28T07:58:20.587722Z] [debug] [pid:107057] <<< testapi::type_string(string="bernhard\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:20.892407Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:865 called susedistribution::handle_password_prompt -> lib/susedistribution.pm:70 called testapi::assert_screen
[2024-05-28T07:58:20.892534Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch="password-prompt", timeout=60)
[32m[2024-05-28T07:58:21.635479Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found password-prompt-20141126, similarity 1.00 @ 0/112[0m
[2024-05-28T07:58:21.636390Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:865 called susedistribution::handle_password_prompt -> lib/susedistribution.pm:79 called testapi::type_password
[2024-05-28T07:58:21.636564Z] [debug] [pid:107057] <<< testapi::type_string(string="[masked]", max_interval=100, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:22.842410Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:865 called susedistribution::handle_password_prompt -> lib/susedistribution.pm:81 called testapi::send_key
[2024-05-28T07:58:22.842649Z] [debug] [pid:107057] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:58:23.110912Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:876 called testapi::assert_screen
[2024-05-28T07:58:23.111091Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch="text-logged-in-bernhard", timeout=60)
[37m[2024-05-28T07:58:23.114241Z] [debug] [pid:107247] no match: 59.9s, best candidate: text-logged-in-bernhard-20151205 (0.00)[0m
[32m[2024-05-28T07:58:24.166872Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found text-logged-in-bernhard-20181207, similarity 1.00 @ 1/146[0m
[2024-05-28T07:58:24.167734Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:879 called testapi::assert_screen
[2024-05-28T07:58:24.167841Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch="user-console", timeout=30)
[32m[2024-05-28T07:58:25.234278Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found user-console-standard_prompt-20191208, similarity 1.00 @ 143/145[0m
[2024-05-28T07:58:25.235180Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:933 called distribution::script_run
[2024-05-28T07:58:25.235325Z] [debug] [pid:107057] <<< testapi::type_string(string="setterm -blank 0", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:25.775907Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:933 called distribution::script_run
[2024-05-28T07:58:25.776136Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo YpuUt-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:26.888656Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:933 called distribution::script_run
[2024-05-28T07:58:26.888885Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/YpuUt-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=30, buffer_size=undef)
[32m[2024-05-28T07:58:27.944769Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YpuUt-\d+-): ok[0m
[2024-05-28T07:58:27.945015Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:57 called testapi::select_console -> lib/susedistribution.pm:997 called testapi::assert_screen
[2024-05-28T07:58:27.945134Z] [debug] [pid:107057] <<< testapi::assert_screen(mustmatch="user-console", timeout=30, no_wait=1)
[32m[2024-05-28T07:58:28.011310Z] [debug] [pid:107057] >>> testapi::_handle_found_needle: found user-console-standard_prompt-20191208, similarity 1.00 @ 143/161[0m
[2024-05-28T07:58:28.012326Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:60 called testapi::assert_script_run
[2024-05-28T07:58:28.012461Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="dockerd-rootless-setuptool.sh install", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:28.012560Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:60 called testapi::assert_script_run
[2024-05-28T07:58:28.012658Z] [debug] [pid:107057] <<< testapi::type_string(string="dockerd-rootless-setuptool.sh install", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:29.261290Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:60 called testapi::assert_script_run
[2024-05-28T07:58:29.261614Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo O9BIr-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:30.392671Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:60 called testapi::assert_script_run
[2024-05-28T07:58:30.392898Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/O9BIr-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[32m[2024-05-28T07:58:37.457906Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:O9BIr-\d+-): ok[0m
[2024-05-28T07:58:37.458081Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:61 called testapi::assert_script_run
[2024-05-28T07:58:37.458200Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --user enable --now docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:58:37.458291Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:61 called testapi::assert_script_run
[2024-05-28T07:58:37.458387Z] [debug] [pid:107057] <<< testapi::type_string(string="systemctl --user enable --now docker", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:38.671754Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:61 called testapi::assert_script_run
[2024-05-28T07:58:38.672076Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo sT4er-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:39.767740Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:61 called testapi::assert_script_run
[2024-05-28T07:58:39.767966Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/sT4er-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[32m[2024-05-28T07:58:41.825080Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:sT4er-\d+-): ok[0m
[2024-05-28T07:58:41.825292Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:41.825432Z] [debug] [pid:107057] <<< testapi::type_string(string="cat - > /tmp/scriptXA0Gw.sh;", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:42.838292Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:42.838474Z] [debug] [pid:107057] <<< testapi::type_string(string="\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:42.872785Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:42.872935Z] [debug] [pid:107057] <<< testapi::type_string(string="docker info\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:43.277761Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:43.277878Z] [debug] [pid:107057] <<< testapi::send_key(key="ctrl-d", wait_screen_change=0)
[2024-05-28T07:58:43.614315Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:43.614599Z] [debug] [pid:107057] <<< testapi::type_string(string="(echo XA0Gw; bash -eox pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-) | tee /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:47.569478Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::script_output
[2024-05-28T07:58:47.569710Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, quiet=undef, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[32m[2024-05-28T07:58:49.629918Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T07:58:49.630144Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:62 called testapi::record_info
[2024-05-28T07:58:49.630306Z] [debug] [pid:107057] <<< testapi::record_info(title="docker info", output="Client:\n Version:    26.1.0-ce\n Context:    rootless\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: false\n  userxattr: true\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  seccomp\n   Profile: builtin\n  rootless\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: 85bc2713-2b77-4bb6-bd0a-06a5614117d5\n Docker Root Dir: /home/bernhard/.local/share/docker\n Debug Mode: false\n Experimental: false\n Insecure Registries:\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T07:58:49.630499Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:58:49.630611Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed:latest | grep 'registry.opensuse.org/opensuse/tumbleweed:latest'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T07:58:49.630716Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:58:49.630818Z] [debug] [pid:107057] <<< testapi::type_string(string="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/opensuse/tumbleweed:latest | grep 'registry.opensuse.org/opensuse/tumbleweed:latest'", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:54.907841Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:58:54.908065Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo ZHaos-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:58:56.023981Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T07:58:56.024214Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ZHaos-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[32m[2024-05-28T07:58:58.077423Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZHaos-\d+-): ok[0m
[2024-05-28T07:58:58.077663Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:58:58.077807Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed:latest", die_on_timeout=1, timeout=423, output="", quiet=undef)
[2024-05-28T07:58:58.077915Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:58:58.078012Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  420 docker pull registry.opensuse.org/opensuse/tumbleweed:latest", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:00.559800Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:59:00.560039Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo drJLO-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:01.688940Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:171 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:59:01.689153Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/drJLO-\d+-/u, timeout=423, buffer_size=undef)
[32m[2024-05-28T07:59:06.742768Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:drJLO-\d+-): ok[0m
[2024-05-28T07:59:06.743009Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:06.743149Z] [debug] [pid:107057] <<< testapi::type_string(string="cat - > /tmp/scripthZgU~.sh;", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:07.754939Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:07.755146Z] [debug] [pid:107057] <<< testapi::type_string(string="\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:07.789548Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:07.789698Z] [debug] [pid:107057] <<< testapi::type_string(string="docker images -q\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:08.366788Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:08.366957Z] [debug] [pid:107057] <<< testapi::send_key(key="ctrl-d", wait_screen_change=0)
[2024-05-28T07:59:08.702225Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:08.702442Z] [debug] [pid:107057] <<< testapi::type_string(string="(echo hZgU~; bash -eox pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-) | tee /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:12.657748Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T07:59:12.657997Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[32m[2024-05-28T07:59:14.717956Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T07:59:14.718135Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:172 called containers::engine::check_image_in_host -> lib/containers/engine.pm:285 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T07:59:14.718240Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="e2e64034402d", result="ok")
[2024-05-28T07:59:14.718427Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:14.718524Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed:latest /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed:latest\"'", timeout=300, quiet=undef, fail_message="")
[2024-05-28T07:59:14.718630Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:14.718731Z] [debug] [pid:107057] <<< testapi::type_string(string="docker container create --name testing registry.opensuse.org/opensuse/tumbleweed:latest /bin/sh -c '/bin/uname -r; /bin/echo \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed:latest\"'", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:21.250855Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:21.251083Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo ~_2je-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:22.366582Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:173 called containers::engine::create_container -> lib/containers/engine.pm:75 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:22.366807Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/~_2je-\d+-/u, buffer_size=undef, timeout=300)
[32m[2024-05-28T07:59:24.421810Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~_2je-\d+-): ok[0m
[2024-05-28T07:59:24.422105Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:24.422271Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container start testing", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:59:24.422428Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:24.422567Z] [debug] [pid:107057] <<< testapi::type_string(string="docker container start testing", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:25.435254Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:25.435515Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo tKbhY-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:26.547615Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:86 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:26.547880Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/tKbhY-\d+-/u)
[32m[2024-05-28T07:59:28.605010Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:tKbhY-\d+-): ok[0m
[2024-05-28T07:59:28.605182Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:175 called containers::engine::start_container -> lib/containers/engine.pm:87 called testapi::record_info
[2024-05-28T07:59:28.605289Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container started", output="", result="ok")
[2024-05-28T07:59:28.605455Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:28.605542Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker wait testing", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:59:28.605646Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:28.605740Z] [debug] [pid:107057] <<< testapi::type_string(string="docker wait testing", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:29.246644Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:29.246869Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo OCuz7-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:30.360269Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:100 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:30.360487Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/OCuz7-\d+-/u, buffer_size=undef, timeout=90)
[32m[2024-05-28T07:59:32.417060Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OCuz7-\d+-): ok[0m
[2024-05-28T07:59:32.417236Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:176 called containers::engine::halt_container -> lib/containers/engine.pm:101 called testapi::record_info
[2024-05-28T07:59:32.417342Z] [debug] [pid:107057] <<< testapi::record_info(title="testing container is blocked.", output="", result="ok")
[2024-05-28T07:59:32.417511Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:32.417601Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker container logs testing | tee /var/tmp/container_logs.txt", fail_message="", quiet=undef, timeout=90)
[2024-05-28T07:59:32.417704Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:32.417800Z] [debug] [pid:107057] <<< testapi::type_string(string="docker container logs testing | tee /var/tmp/container_logs.txt", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:34.576241Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:34.576457Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo LKnws-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:35.688686Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:177 called containers::engine::get_container_logs -> lib/containers/engine.pm:256 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:35.688949Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/LKnws-\d+-/u, buffer_size=undef, timeout=90)
[32m[2024-05-28T07:59:37.745181Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LKnws-\d+-): ok[0m
[2024-05-28T07:59:37.745378Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:37.745500Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f testing", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:59:37.745624Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:37.745732Z] [debug] [pid:107057] <<< testapi::type_string(string="docker rm -f testing", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:38.421012Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:38.421230Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo jxDgA-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:39.533366Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:178 called containers::engine::remove_container -> lib/containers/engine.pm:271 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T07:59:39.533591Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/jxDgA-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[32m[2024-05-28T07:59:41.588434Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jxDgA-\d+-): ok[0m
[2024-05-28T07:59:41.588612Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:59:41.588745Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:59:41.588843Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:59:41.588942Z] [debug] [pid:107057] <<< testapi::type_string(string="grep \"`uname -r`\" '/var/tmp/container_logs.txt'", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:43.225326Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:59:43.225713Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo oWo0H-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:44.341325Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:179 called testapi::script_run
[2024-05-28T07:59:44.341544Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/oWo0H-\d+-/u)
[32m[2024-05-28T07:59:46.396666Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oWo0H-\d+-): ok[0m
[2024-05-28T07:59:46.396832Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:59:46.396960Z] [debug] [pid:107057] <<< testapi::script_run(cmd="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed:latest\" '/var/tmp/container_logs.txt'", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T07:59:46.397056Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:59:46.397164Z] [debug] [pid:107057] <<< testapi::type_string(string="grep \"Heartbeat from registry.opensuse.org/opensuse/tumbleweed:latest\" '/var/tmp/container_logs.txt'", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:49.859175Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:59:49.859374Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo 9SmrX-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:50.978533Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:183 called testapi::script_run
[2024-05-28T07:59:50.978771Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/9SmrX-\d+-/u, timeout=30, buffer_size=undef)
[32m[2024-05-28T07:59:53.039995Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9SmrX-\d+-): ok[0m
[2024-05-28T07:59:53.040183Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:59:53.040304Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -f /var/tmp/container_logs.txt", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:59:53.040400Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:59:53.040498Z] [debug] [pid:107057] <<< testapi::type_string(string="rm -f /var/tmp/container_logs.txt", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:54.172013Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:59:54.172334Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo NBm8O-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:55.302642Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:64 called containers::common::test_container_image -> lib/containers/common.pm:187 called testapi::assert_script_run
[2024-05-28T07:59:55.302866Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/NBm8O-\d+-/u)
[32m[2024-05-28T07:59:57.356123Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NBm8O-\d+-): ok[0m
[2024-05-28T07:59:57.356293Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:55 called testapi::record_info
[2024-05-28T07:59:57.356405Z] [debug] [pid:107057] <<< testapi::record_info(title="Run image", output="Base:       registry.opensuse.org/opensuse/tumbleweed:latest\nDockerfile: Dockerfile\nRuntime:    docker", result="ok")
[2024-05-28T07:59:57.356562Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:59:57.356648Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /var/tmp/containerapp/BuildTest", timeout=90, quiet=undef, fail_message="")
[2024-05-28T07:59:57.356743Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:59:57.356841Z] [debug] [pid:107057] <<< testapi::type_string(string="mkdir -p /var/tmp/containerapp/BuildTest", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:58.744107Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:59:58.744433Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo p5rNj-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T07:59:59.840816Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:56 called testapi::assert_script_run
[2024-05-28T07:59:59.841045Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p5rNj-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:00:01.902655Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p5rNj-\d+-): ok[0m
[2024-05-28T08:00:01.902872Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T08:00:01.903003Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:00:01.903105Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T08:00:01.903210Z] [debug] [pid:107057] <<< testapi::type_string(string="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/Dockerfile -o /var/tmp/containerapp/BuildTest/Dockerfile", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:06.246015Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T08:00:06.246228Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo XjmYl-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:07.363103Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:57 called testapi::assert_script_run
[2024-05-28T08:00:07.363353Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/XjmYl-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:00:07.537454Z] [info] [pid:107049] Test data requested: opensuse/data/containers/Dockerfile
[32m[2024-05-28T08:00:09.422337Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XjmYl-\d+-): ok[0m
[2024-05-28T08:00:09.422548Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T08:00:09.422680Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:00:09.422782Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T08:00:09.422883Z] [debug] [pid:107057] <<< testapi::type_string(string="curl -fv http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/index.html -o /var/tmp/containerapp/BuildTest/index.html", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:13.657777Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T08:00:13.657979Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo pR4F~-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:14.794532Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:63 called testapi::assert_script_run
[2024-05-28T08:00:14.794749Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/pR4F~-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:00:14.969775Z] [info] [pid:107049] Test data requested: opensuse/data/containers/index.html
[32m[2024-05-28T08:00:16.848446Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:pR4F~-\d+-): ok[0m
[2024-05-28T08:00:16.848629Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:00:16.848749Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:00:16.848849Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:00:16.848949Z] [debug] [pid:107057] <<< testapi::type_string(string="sed -E 's/baseimage_var/registry.opensuse.org\\/opensuse\\/tumbleweed:latest/' -i /var/tmp/containerapp/BuildTest/Dockerfile", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:21.076721Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:00:21.076960Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo 4SuUc-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:22.189828Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:65 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:00:22.190054Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/4SuUc-\d+-/u, buffer_size=undef, timeout=90)
[32m[2024-05-28T08:00:24.245193Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:4SuUc-\d+-): ok[0m
[2024-05-28T08:00:24.245513Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:00:24.245724Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", quiet=undef, output="", timeout=603, die_on_timeout=1)
[2024-05-28T08:00:24.245893Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:00:24.246075Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  600 docker build -f /var/tmp/containerapp/BuildTest/Dockerfile /var/tmp/containerapp/BuildTest", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:27.802219Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:00:27.802481Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo YasyF-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:28.918763Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:00:28.918981Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/YasyF-\d+-/u, timeout=603, buffer_size=undef)
[32m[2024-05-28T08:00:50.018133Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YasyF-\d+-): ok[0m
[2024-05-28T08:00:50.018330Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:00:50.018450Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", quiet=undef, fail_message="", timeout=600)
[2024-05-28T08:00:50.018555Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:00:50.018654Z] [debug] [pid:107057] <<< testapi::type_string(string="docker build -f /var/tmp/containerapp/BuildTest/Dockerfile -t myapp /var/tmp/containerapp/BuildTest", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:53.443409Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:00:53.443640Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo Ob1IB-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:54.575578Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:00:54.575869Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/Ob1IB-\d+-/u, timeout=600, buffer_size=undef)
[32m[2024-05-28T08:00:56.642382Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ob1IB-\d+-): ok[0m
[2024-05-28T08:00:56.642577Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:68 called containers::engine::build -> lib/containers/engine.pm:121 called testapi::record_info
[2024-05-28T08:00:56.642698Z] [debug] [pid:107057] <<< testapi::record_info(title="Build OK", output="Image myapp created", result="ok")
[2024-05-28T08:00:56.642867Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T08:00:56.642961Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf /var/tmp/containerapp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:00:56.643062Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T08:00:56.643167Z] [debug] [pid:107057] <<< testapi::type_string(string="rm -rf /var/tmp/containerapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:57.587926Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T08:00:57.588251Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo bg~mc-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:00:58.685050Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:69 called testapi::assert_script_run
[2024-05-28T08:00:58.685233Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/bg~mc-\d+-/u)
[32m[2024-05-28T08:01:00.741591Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:bg~mc-\d+-): ok[0m
[2024-05-28T08:01:00.741778Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T08:01:00.741910Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker images", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:01:00.742008Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T08:01:00.742108Z] [debug] [pid:107057] <<< testapi::type_string(string="docker images", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:01.180962Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T08:01:01.181170Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo JwzWK-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:02.309365Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:70 called testapi::script_run
[2024-05-28T08:01:02.309562Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/JwzWK-\d+-/u)
[32m[2024-05-28T08:01:04.363981Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JwzWK-\d+-): ok[0m
[2024-05-28T08:01:04.364194Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T08:01:04.364327Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker images --all | grep myapp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:01:04.364427Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T08:01:04.364526Z] [debug] [pid:107057] <<< testapi::type_string(string="docker images --all | grep myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:05.463721Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T08:01:05.464012Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo OXcPK-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:06.611946Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:71 called testapi::assert_script_run
[2024-05-28T08:01:06.612179Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/OXcPK-\d+-/u, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:01:08.667870Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OXcPK-\d+-): ok[0m
[2024-05-28T08:01:08.668072Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T08:01:08.668198Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:01:08.668296Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T08:01:08.668395Z] [debug] [pid:107057] <<< testapi::type_string(string="docker run --rm --entrypoint 'printenv' myapp WORLD_VAR | grep Arda", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:11.114727Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T08:01:11.114933Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo J2Gy8-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:12.228241Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:79 called testapi::assert_script_run
[2024-05-28T08:01:12.228439Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/J2Gy8-\d+-/u, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:01:15.287710Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:J2Gy8-\d+-): ok[0m
[2024-05-28T08:01:15.287893Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T08:01:15.288035Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name myapp -p 8888:80 myapp", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:01:15.288144Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T08:01:15.288248Z] [debug] [pid:107057] <<< testapi::type_string(string="docker run -d --name myapp -p 8888:80 myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:16.753928Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T08:01:16.754146Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo Sve9L-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:17.865813Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:80 called testapi::assert_script_run
[2024-05-28T08:01:17.866038Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Sve9L-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:01:19.913832Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Sve9L-\d+-): ok[0m
[2024-05-28T08:01:19.914028Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:19.914154Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 docker ps -a | grep myapp", die_on_timeout=1, timeout=33, output="", quiet=undef)
[2024-05-28T08:01:19.914255Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:19.914353Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  30 docker ps -a | grep myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:21.180636Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:21.180853Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo V3Z8M-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:22.313383Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:81 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:22.313607Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/V3Z8M-\d+-/u, buffer_size=undef, timeout=33)
[32m[2024-05-28T08:01:24.377458Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:V3Z8M-\d+-): ok[0m
[2024-05-28T08:01:24.377637Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T08:01:24.377762Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker logs myapp", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:01:24.377874Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T08:01:24.377985Z] [debug] [pid:107057] <<< testapi::type_string(string="docker logs myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:24.952817Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T08:01:24.953022Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo Y4_U5-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:26.081565Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:82 called testapi::assert_script_run
[2024-05-28T08:01:26.081803Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Y4_U5-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[32m[2024-05-28T08:01:28.136486Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Y4_U5-\d+-): ok[0m
[2024-05-28T08:01:28.136671Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:28.136805Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", output="", quiet=undef, die_on_timeout=1, timeout=33)
[2024-05-28T08:01:28.136907Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:28.137009Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  30 curl http://localhost:8888/ | grep \"The test shall pass\"", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:30.532378Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:30.532603Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo 1ysZ5-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:31.627501Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:85 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:01:31.627723Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=33, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/1ysZ5-\d+-/u)
[32m[2024-05-28T08:01:33.681980Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:1ysZ5-\d+-): ok[0m
[2024-05-28T08:01:33.682175Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T08:01:33.682294Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker stop myapp", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:01:33.682394Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T08:01:33.682491Z] [debug] [pid:107057] <<< testapi::type_string(string="docker stop myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:34.257918Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T08:01:34.258173Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo B_bVb-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:35.388779Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:88 called testapi::assert_script_run
[2024-05-28T08:01:35.389026Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/B_bVb-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[32m[2024-05-28T08:01:37.453649Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:B_bVb-\d+-): ok[0m
[2024-05-28T08:01:37.453853Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T08:01:37.453986Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm myapp", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:01:37.454091Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T08:01:37.454192Z] [debug] [pid:107057] <<< testapi::type_string(string="docker rm myapp", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:37.962059Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T08:01:37.962375Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo hgRWd-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:39.076473Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:65 called containers::container_images::build_and_run_image -> lib/containers/container_images.pm:89 called testapi::assert_script_run
[2024-05-28T08:01:39.076828Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/hgRWd-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[32m[2024-05-28T08:01:41.137440Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:hgRWd-\d+-): ok[0m
[2024-05-28T08:01:41.137611Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:205 called testapi::record_info
[2024-05-28T08:01:41.137731Z] [debug] [pid:107057] <<< testapi::record_info(title="zypper tests", output="Basic zypper commands in the container.", result="ok")
[2024-05-28T08:01:41.138043Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:41.138141Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/current_script > /tmp/scriptcQ5gX.sh", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:01:41.138236Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:41.138335Z] [debug] [pid:107057] <<< testapi::type_string(string="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/current_script > /tmp/scriptcQ5gX.sh", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:44.256256Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:44.256487Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo rR~dL-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:45.385496Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:45.385716Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/rR~dL-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:01:47.449812Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rR~dL-\d+-): ok[0m
[2024-05-28T08:01:47.449993Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:47.450118Z] [debug] [pid:107057] <<< testapi::script_run(cmd="clear", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:01:47.450219Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:47.450317Z] [debug] [pid:107057] <<< testapi::type_string(string="clear", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:47.620541Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:47.620735Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo JgRME-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:48.768636Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:48.768869Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/JgRME-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[32m[2024-05-28T08:01:50.823468Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JgRME-\d+-): ok[0m
[2024-05-28T08:01:50.823667Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:50.823826Z] [debug] [pid:107057] <<< testapi::type_string(string="(echo cQ5gX; bash -eox pipefail /tmp/scriptcQ5gX.sh ; echo SCRIPT_FINISHEDcQ5gX-\$?-) | tee /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:54.715055Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:214 called utils::script_output_retry -> lib/utils.pm:2002 called (eval) -> lib/utils.pm:2002 called testapi::script_output
[2024-05-28T08:01:54.715293Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDcQ5gX-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=270)
[32m[2024-05-28T08:01:56.786700Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDcQ5gX-\d+-: ok[0m
[2024-05-28T08:01:56.787537Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:01:56.787723Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/current_script > /tmp/script3YnXh.sh", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:01:56.787884Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:01:56.788064Z] [debug] [pid:107057] <<< testapi::type_string(string="curl -f -v http://10.0.2.2:20093/qmOIFUDjtvl43McN/current_script > /tmp/script3YnXh.sh", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:01:59.905629Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:01:59.905847Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo Pndxg-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:01.000760Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:01.000982Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/Pndxg-\d+-/u, timeout=90, buffer_size=undef)
[32m[2024-05-28T08:02:02.061392Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Pndxg-\d+-): ok[0m
[2024-05-28T08:02:02.061572Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:02.061700Z] [debug] [pid:107057] <<< testapi::script_run(cmd="clear", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T08:02:02.061804Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:02.061903Z] [debug] [pid:107057] <<< testapi::type_string(string="clear", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:02.232097Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:02.232348Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo JgRME-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:03.379898Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:03.380139Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/JgRME-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[32m[2024-05-28T08:02:05.433817Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JgRME-\d+-): ok[0m
[2024-05-28T08:02:05.434015Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:05.434192Z] [debug] [pid:107057] <<< testapi::type_string(string="(echo 3YnXh; bash -eox pipefail /tmp/script3YnXh.sh ; echo SCRIPT_FINISHED3YnXh-\$?-) | tee /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:09.325803Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:217 called utils::validate_script_output_retry -> lib/utils.pm:2054 called (eval) -> lib/utils.pm:2054 called testapi::validate_script_output
[2024-05-28T08:02:09.326025Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHED3YnXh-\\d+-", record_output=1, quiet=1, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=188)
[32m[2024-05-28T08:02:11.327502Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED3YnXh-\d+-: ok[0m
[2024-05-28T08:02:11.328891Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T08:02:11.329046Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed:latest bash", timeout=300, fail_message="", quiet=undef)
[2024-05-28T08:02:11.329163Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T08:02:11.329283Z] [debug] [pid:107057] <<< testapi::type_string(string="docker run -t -d --name 'refreshed' --entrypoint '' registry.opensuse.org/opensuse/tumbleweed:latest bash", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:14.882826Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T08:02:14.883057Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo wvfWR-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:15.995565Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:218 called testapi::assert_script_run
[2024-05-28T08:02:15.995801Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/wvfWR-\d+-/u, buffer_size=undef, timeout=300)
[32m[2024-05-28T08:02:18.059069Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wvfWR-\d+-): ok[0m
[2024-05-28T08:02:18.059269Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:18.059407Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref", die_on_timeout=1, timeout=603, output="", quiet=undef)
[2024-05-28T08:02:18.059509Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:18.059608Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  600 docker exec refreshed zypper -nv --gpg-auto-import-keys ref", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:20.492086Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:20.492262Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo YXUCv-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:21.639393Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:219 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:21.639634Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/YXUCv-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=603)
[32m[2024-05-28T08:02:46.751737Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:YXUCv-\d+-): ok[0m
[2024-05-28T08:02:46.751928Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T08:02:46.752052Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker commit refreshed refreshed-image", fail_message="", quiet=undef, timeout=120)
[2024-05-28T08:02:46.752153Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T08:02:46.752250Z] [debug] [pid:107057] <<< testapi::type_string(string="docker commit refreshed refreshed-image", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:48.066171Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T08:02:48.066384Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo 3RQnV-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:49.195885Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:220 called testapi::assert_script_run
[2024-05-28T08:02:49.196128Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=120, buffer_size=undef, regexp=qr/3RQnV-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[32m[2024-05-28T08:02:51.249471Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3RQnV-\d+-): ok[0m
[2024-05-28T08:02:51.249648Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T08:02:51.249796Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -f refreshed", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:02:51.249916Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T08:02:51.250017Z] [debug] [pid:107057] <<< testapi::type_string(string="docker rm -f refreshed", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:51.992484Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T08:02:51.992710Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo zr5Hs-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:53.088973Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:221 called testapi::assert_script_run
[2024-05-28T08:02:53.089194Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/zr5Hs-\d+-/u)
[32m[2024-05-28T08:02:55.146069Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:zr5Hs-\d+-): ok[0m
[2024-05-28T08:02:55.146281Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:55.146413Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref", timeout=303, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:02:55.146516Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:55.146618Z] [debug] [pid:107057] <<< testapi::type_string(string="timeout  300 docker run -i --rm --entrypoint '' refreshed-image zypper -nv ref", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:57.775408Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:57.775642Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo LYAmH-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:02:58.922422Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:66 called containers::container_images::test_zypper_on_container -> lib/containers/container_images.pm:222 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:02:58.922646Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/LYAmH-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=303)
[32m[2024-05-28T08:03:02.992711Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:LYAmH-\d+-): ok[0m
[2024-05-28T08:03:02.992901Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:77 called testapi::script_run
[2024-05-28T08:03:02.993030Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker system prune -f", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:03:02.993128Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:77 called testapi::script_run
[2024-05-28T08:03:02.993225Z] [debug] [pid:107057] <<< testapi::type_string(string="docker system prune -f", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:03:03.736432Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:77 called testapi::script_run
[2024-05-28T08:03:03.736766Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo JsA8W-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:03:04.866247Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:77 called testapi::script_run
[2024-05-28T08:03:04.866467Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/JsA8W-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=30)
[32m[2024-05-28T08:03:06.936762Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:JsA8W-\d+-): ok[0m
[2024-05-28T08:03:06.936936Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:78 called testapi::script_run
[2024-05-28T08:03:06.937065Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rootlesskit rm -rf ~/.local/share/docker", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:03:06.937163Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:78 called testapi::script_run
[2024-05-28T08:03:06.937261Z] [debug] [pid:107057] <<< testapi::type_string(string="rootlesskit rm -rf ~/.local/share/docker", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:03:08.305445Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:78 called testapi::script_run
[2024-05-28T08:03:08.305673Z] [debug] [pid:107057] <<< testapi::type_string(string="; echo fjaIE-\$?- > /dev/ttyS0\n", max_interval=250, wait_screen_change=0, wait_still_screen=0, timeout=30, similarity_level=47)
[2024-05-28T08:03:09.419626Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:83 called rootless_docker::cleanup -> tests/containers/rootless_docker.pm:78 called testapi::script_run
[2024-05-28T08:03:09.419856Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/fjaIE-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[32m[2024-05-28T08:03:11.478292Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:fjaIE-\d+-): ok[0m
[2024-05-28T08:03:11.478470Z] [debug] [pid:107057] tests/containers/rootless_docker.pm:84 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:03:11.478563Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[1;34m[2024-05-28T08:03:11.482540Z] [debug] [pid:107057] ||| finished rootless_docker containers (runtime: 293 s)[0m
[1;34m[2024-05-28T08:03:11.483915Z] [debug] [pid:107057] ||| starting docker_skopeo tests/containers/skopeo.pm[0m
[2024-05-28T08:03:11.484490Z] [debug] [pid:107057] tests/containers/skopeo.pm:24 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:03:11.484563Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T08:03:11.484983Z] [debug] [pid:107057] tests/containers/skopeo.pm:32 called testapi::record_info
[2024-05-28T08:03:11.485063Z] [debug] [pid:107057] <<< testapi::record_info(title="Installing packages", output="Install required packages", result="ok")
[2024-05-28T08:03:11.485242Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:03:11.485337Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rpm -q skopeo jq", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T08:03:11.485780Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:03:11.485894Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:11.486362Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lsKeZnlZ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:11.486512Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000338546000421047 seconds: # [0m
[32m[2024-05-28T08:03:11.486772Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:11.487072Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rpm -q skopeo jq", json_cmd_token="XkqKWgSt", cmd="backend_type_string")
[2024-05-28T08:03:11.487507Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gtJrL-\$?-", cmd="backend_type_string", json_cmd_token="yGqqEiXW")
[2024-05-28T08:03:11.487702Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:03:11.487817Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="rpm -q skopeo jq; echo gtJrL-\$?-", timeout=90, buffer_size=144)
[2024-05-28T08:03:11.488217Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "rpm -q skopeo jq; echo gtJrL-\$?-"
  ], buffer_size=144, json_cmd_token="lNWAbmOK", no_regex=1, record_output=undef, regexp="rpm -q skopeo jq; echo gtJrL-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:11.488317Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221063999561011 seconds: rpm -q skopeo jq; echo gtJrL-$?-[0m
[32m[2024-05-28T08:03:11.488560Z] [debug] [pid:107057] >>> testapi::wait_serial: rpm -q skopeo jq; echo gtJrL-$?-: ok[0m
[2024-05-28T08:03:11.488831Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="mzJdMgCq", cmd="backend_type_string")
[2024-05-28T08:03:11.489026Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:03:11.489140Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gtJrL-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T08:03:11.489512Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:gtJrL-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:gtJrL-\\d+-)", buffer_size=undef, json_cmd_token="oerPxLid")
[33m[2024-05-28T08:03:11.499753Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0103324169995176 seconds: gtJrL-1-[0m
[32m[2024-05-28T08:03:11.500093Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gtJrL-\d+-): ok[0m
[2024-05-28T08:03:11.500279Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:03:11.500396Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in skopeo jq | cat; ( exit \${PIPESTATUS[0]} )", quiet=undef, output="", timeout=700, die_on_timeout=1)
[2024-05-28T08:03:11.500502Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:03:11.500635Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:11.501033Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="aadHWskr", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:11.501128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021555300008913 seconds: # [0m
[32m[2024-05-28T08:03:11.501401Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:11.501692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uztAGGlO", text="zypper -n in skopeo jq | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string")
[2024-05-28T08:03:11.502100Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mwzcGCnw", text="; echo jDfVf-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:11.502303Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:03:11.502442Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="zypper -n in skopeo jq | cat; ( exit \${PIPESTATUS[0]} ); echo jDfVf-\$?-", timeout=90, buffer_size=183)
[2024-05-28T08:03:11.502820Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "zypper -n in skopeo jq | cat; ( exit \${PIPESTATUS[0]} ); echo jDfVf-\$?-"
  ], buffer_size=183, json_cmd_token="WsrBLksz", record_output=undef, no_regex=1, regexp="zypper -n in skopeo jq | cat; ( exit \${PIPESTATUS[0]} ); echo jDfVf-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:11.502913Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020731299991894 seconds: zypper -n in skopeo jq | cat; ( exit ${PIPESTATUS[0]} ); echo jDfVf-$?-[0m
[32m[2024-05-28T08:03:11.503179Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in skopeo jq | cat; ( exit ${PIPESTATUS[0]} ); echo jDfVf-$?-: ok[0m
[2024-05-28T08:03:11.503450Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="hFWPvRjT", cmd="backend_type_string")
[2024-05-28T08:03:11.503658Z] [debug] [pid:107057] tests/containers/skopeo.pm:33 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:03:11.503794Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jDfVf-\d+-/u, buffer_size=undef, timeout=700)
[2024-05-28T08:03:11.504168Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:jDfVf-\\d+-)", timeout=700, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:jDfVf-\\d+-)", buffer_size=undef, json_cmd_token="vsJkHuqI")
[33m[2024-05-28T08:03:17.583523Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 64 loops & 6.07930829200086 seconds: jDfVf-0-[0m
[32m[2024-05-28T08:03:17.584760Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jDfVf-\d+-): ok[0m
[2024-05-28T08:03:17.585151Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.585404Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:03:17.586472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="eZvADLjw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:17.586679Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000476608998724259 seconds: # [0m
[32m[2024-05-28T08:03:17.587379Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:17.587537Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.587652Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptQHMIN.sh :\n \"cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-\" \n")
[2024-05-28T08:03:17.588427Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-\n", cmd="backend_type_string", json_cmd_token="XQTkrEnF")
[2024-05-28T08:03:17.589002Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.589273Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-")
[2024-05-28T08:03:17.590133Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-", record_output=undef, no_regex=1, json_cmd_token="wxZXPXWn", buffer_size=undef, pattern=[
    "cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:17.590324Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000432986998930573 seconds: cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-$?-[0m
[32m[2024-05-28T08:03:17.590929Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-$?-: ok[0m
[2024-05-28T08:03:17.591116Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.591349Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:17.592175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="xjjqomtf", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:17.592333Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000411757000620128 seconds: > [0m
[32m[2024-05-28T08:03:17.592769Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:17.593115Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KXNzpAsf", text="skopeo --version\nEOT_QHMIN\n", cmd="backend_type_string")
[2024-05-28T08:03:17.593393Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.593540Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_QHMIN", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:03:17.593966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_QHMIN", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_QHMIN"
  ], buffer_size=undef, json_cmd_token="AgilxkIa")
[33m[2024-05-28T08:03:17.594056Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204103000214673 seconds: > EOT_QHMIN[0m
[32m[2024-05-28T08:03:17.594352Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_QHMIN: ok[0m
[2024-05-28T08:03:17.594441Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.594552Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="QHMIN-0-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:03:17.594938Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="uNhUzhgx", buffer_size=undef, pattern="QHMIN-0-", regexp="QHMIN-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:17.595035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191043000086211 seconds: QHMIN-0-[0m
[32m[2024-05-28T08:03:17.595305Z] [debug] [pid:107057] >>> testapi::wait_serial: QHMIN-0-: ok[0m
[2024-05-28T08:03:17.595391Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.595498Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:17.595882Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xVcsiLHo", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:17.595969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192023000636254 seconds: # [0m
[32m[2024-05-28T08:03:17.596227Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:17.596528Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-\n", cmd="backend_type_string", json_cmd_token="dsHVWSFQ")
[2024-05-28T08:03:17.596756Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.596871Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-")
[2024-05-28T08:03:17.597310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-", pattern=[
    "echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-\$?-"
  ], buffer_size=undef, json_cmd_token="ksVPIjCn", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:17.597403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199554000573698 seconds: echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-$?-[0m
[32m[2024-05-28T08:03:17.597655Z] [debug] [pid:107057] >>> testapi::wait_serial: echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-$?-: ok[0m
[2024-05-28T08:03:17.597734Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::script_output
[2024-05-28T08:03:17.597837Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDQHMIN-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:03:17.598209Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="twsrBIhQ", buffer_size=undef, pattern="SCRIPT_FINISHEDQHMIN-\\d+-", regexp="SCRIPT_FINISHEDQHMIN-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:17.613363Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0151793919994816 seconds: SCRIPT_FINISHEDQHMIN-0-[0m
[32m[2024-05-28T08:03:17.613907Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDQHMIN-\d+-: ok[0m
[2024-05-28T08:03:17.614103Z] [debug] [pid:107057] tests/containers/skopeo.pm:35 called testapi::record_info
[2024-05-28T08:03:17.614249Z] [debug] [pid:107057] <<< testapi::record_info(title="skopeo version", output="skopeo version 1.15.0", result="ok")
[2024-05-28T08:03:17.614537Z] [debug] [pid:107057] tests/containers/skopeo.pm:38 called testapi::script_run
[2024-05-28T08:03:17.614720Z] [debug] [pid:107057] <<< testapi::script_run(cmd="mkdir /tmp/test", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:03:17.614877Z] [debug] [pid:107057] tests/containers/skopeo.pm:38 called testapi::script_run
[2024-05-28T08:03:17.615070Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:17.615800Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="USVfkBmo", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:17.615974Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000376625999706448 seconds: # [0m
[32m[2024-05-28T08:03:17.616448Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:17.616993Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir /tmp/test", cmd="backend_type_string", json_cmd_token="fhdqGrjx")
[2024-05-28T08:03:17.617790Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 6F5L1-\$?-", json_cmd_token="rODegLES", cmd="backend_type_string")
[2024-05-28T08:03:17.618168Z] [debug] [pid:107057] tests/containers/skopeo.pm:38 called testapi::script_run
[2024-05-28T08:03:17.618393Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="mkdir /tmp/test; echo 6F5L1-\$?-", buffer_size=143, timeout=90)
[2024-05-28T08:03:17.619130Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="mkdir /tmp/test; echo 6F5L1-\$?-", no_regex=1, record_output=undef, json_cmd_token="FwRdaOtD", buffer_size=143, pattern=[
    "mkdir /tmp/test; echo 6F5L1-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:17.619312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000399796999772661 seconds: mkdir /tmp/test; echo 6F5L1-$?-[0m
[32m[2024-05-28T08:03:17.619742Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir /tmp/test; echo 6F5L1-$?-: ok[0m
[2024-05-28T08:03:17.620226Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="SoaSeCjk")
[2024-05-28T08:03:17.620571Z] [debug] [pid:107057] tests/containers/skopeo.pm:38 called testapi::script_run
[2024-05-28T08:03:17.620684Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/6F5L1-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:03:17.621011Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:6F5L1-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, quiet=undef, expect_not_found=0, json_cmd_token="ZPdkMGQV", buffer_size=undef, pattern="(?^u:6F5L1-\\d+-)")
[33m[2024-05-28T08:03:17.623137Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00218036800106347 seconds: 6F5L1-0-[0m
[32m[2024-05-28T08:03:17.623511Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:6F5L1-\d+-): ok[0m
[2024-05-28T08:03:17.623609Z] [debug] [pid:107057] tests/containers/skopeo.pm:42 called testapi::record_info
[2024-05-28T08:03:17.623695Z] [debug] [pid:107057] <<< testapi::record_info(title="Inspect", output="Inspect a docker repository", result="ok")
[2024-05-28T08:03:17.623861Z] [debug] [pid:107057] tests/containers/skopeo.pm:43 called testapi::assert_script_run
[2024-05-28T08:03:17.623963Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest", timeout=90, quiet=undef, fail_message="Failed to inspect remote image.")
[2024-05-28T08:03:17.624074Z] [debug] [pid:107057] tests/containers/skopeo.pm:43 called testapi::assert_script_run
[2024-05-28T08:03:17.624196Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:03:17.624532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="WWKjvRhu", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:17.624605Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016164200133062 seconds: # [0m
[32m[2024-05-28T08:03:17.624838Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:17.625084Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest", cmd="backend_type_string", json_cmd_token="bofHmWgR")
[2024-05-28T08:03:17.625440Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo R0ssN-\$?-", cmd="backend_type_string", json_cmd_token="YWRNAPwW")
[2024-05-28T08:03:17.625661Z] [debug] [pid:107057] tests/containers/skopeo.pm:43 called testapi::assert_script_run
[2024-05-28T08:03:17.625777Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest; echo R0ssN-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=192)
[2024-05-28T08:03:17.626111Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="HlcGkdNH", buffer_size=192, pattern=[
    "skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest; echo R0ssN-\$?-"
  ], regexp="skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest; echo R0ssN-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:17.626185Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164343000506051 seconds: skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest; echo R0ssN-$?-[0m
[32m[2024-05-28T08:03:17.626420Z] [debug] [pid:107057] >>> testapi::wait_serial: skopeo inspect docker://registry.suse.com/bci/bci-busybox:latest; echo R0ssN-$?-: ok[0m
[2024-05-28T08:03:17.626653Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="PWTouYvp")
[2024-05-28T08:03:17.626852Z] [debug] [pid:107057] tests/containers/skopeo.pm:43 called testapi::assert_script_run
[2024-05-28T08:03:17.626963Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/R0ssN-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:17.627274Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:R0ssN-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="vhWbkuXm", buffer_size=undef, pattern="(?^u:R0ssN-\\d+-)")
[33m[2024-05-28T08:03:18.451266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1200 loops & 0.823930321999796 seconds: R0ssN-0-[0m
[32m[2024-05-28T08:03:18.452398Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:R0ssN-\d+-): ok[0m
[2024-05-28T08:03:18.452619Z] [debug] [pid:107057] tests/containers/skopeo.pm:47 called testapi::record_info
[2024-05-28T08:03:18.452728Z] [debug] [pid:107057] <<< testapi::record_info(title="Pull Image", output="Pull image into a directory", result="ok")
[2024-05-28T08:03:18.453006Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.453149Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:18.453878Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="QFvIcppE", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:18.453980Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000295645000733202 seconds: # [0m
[32m[2024-05-28T08:03:18.454258Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:18.454355Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.454424Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptjsuEX.sh :\n \"cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-\$?-\" \n")
[2024-05-28T08:03:18.454796Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-\$?-\n", cmd="backend_type_string", json_cmd_token="DOmxlbnE")
[2024-05-28T08:03:18.455112Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.455272Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T08:03:18.455696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-\$?-"
  ], buffer_size=undef, json_cmd_token="lqGUdReM", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:18.455773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172932999703335 seconds: cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-$?-[0m
[32m[2024-05-28T08:03:18.456049Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptjsuEX.sh << 'EOT_jsuEX'; echo jsuEX-$?-: ok[0m
[2024-05-28T08:03:18.456165Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.456304Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="> ")
[2024-05-28T08:03:18.456706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="hnrGXYyZ", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T08:03:18.456768Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000153832999785664 seconds: > [0m
[32m[2024-05-28T08:03:18.456979Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:18.457323Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test\nEOT_jsuEX\n", json_cmd_token="gQYeSEDy")
[2024-05-28T08:03:18.457568Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.457714Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_jsuEX", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T08:03:18.458104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_jsuEX", no_regex=1, record_output=undef, json_cmd_token="MIxXqyio", buffer_size=undef, pattern=[
    "> EOT_jsuEX"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T08:03:18.458179Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161601999934646 seconds: > EOT_jsuEX[0m
[32m[2024-05-28T08:03:18.458347Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_jsuEX: ok[0m
[2024-05-28T08:03:18.458450Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.458579Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="jsuEX-0-", no_regex=0, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:18.458902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="jsuEX-0-", buffer_size=undef, json_cmd_token="XQSjqlkm", record_output=undef, no_regex=0, regexp="jsuEX-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:18.459495Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000670561999868369 seconds: jsuEX-0-[0m
[32m[2024-05-28T08:03:18.459661Z] [debug] [pid:107057] >>> testapi::wait_serial: jsuEX-0-: ok[0m
[2024-05-28T08:03:18.459758Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.459881Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=1)
[2024-05-28T08:03:18.460210Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uUjtfhIy", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:18.460283Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161373000082676 seconds: # [0m
[32m[2024-05-28T08:03:18.460435Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:18.460686Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-\$?-\n", json_cmd_token="tBsMNzfR")
[2024-05-28T08:03:18.460851Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.460959Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:03:18.461273Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-\$?-"
  ], buffer_size=undef, json_cmd_token="efMQLsOv", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-\$?-")
[33m[2024-05-28T08:03:18.461348Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164283001140575 seconds: echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-$?-[0m
[32m[2024-05-28T08:03:18.461488Z] [debug] [pid:107057] >>> testapi::wait_serial: echo jsuEX; bash -oe pipefail /tmp/scriptjsuEX.sh ; echo SCRIPT_FINISHEDjsuEX-$?-: ok[0m
[2024-05-28T08:03:18.461564Z] [debug] [pid:107057] tests/containers/skopeo.pm:50 called testapi::validate_script_output
[2024-05-28T08:03:18.461664Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDjsuEX-\\d+-", quiet=1, expect_not_found=0, no_regex=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T08:03:18.462073Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="BTspBjBq", buffer_size=undef, pattern="SCRIPT_FINISHEDjsuEX-\\d+-", regexp="SCRIPT_FINISHEDjsuEX-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.087119Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 24 loops & 0.62500992799869 seconds: SCRIPT_FINISHEDjsuEX-0-[0m
[32m[2024-05-28T08:03:19.087682Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDjsuEX-\d+-: ok[0m
[2024-05-28T08:03:19.089244Z] [debug] [pid:107057] tests/containers/skopeo.pm:53 called testapi::record_info
[2024-05-28T08:03:19.089394Z] [debug] [pid:107057] <<< testapi::record_info(title="Verify files", output="Unpacked contents must include manifest.json and version files.", result="ok")
[2024-05-28T08:03:19.089580Z] [debug] [pid:107057] tests/containers/skopeo.pm:54 called testapi::assert_script_run
[2024-05-28T08:03:19.089688Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="stat /tmp/test/manifest.json", fail_message="manifest.json not present", quiet=undef, timeout=90)
[2024-05-28T08:03:19.089800Z] [debug] [pid:107057] tests/containers/skopeo.pm:54 called testapi::assert_script_run
[2024-05-28T08:03:19.089922Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.090502Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RBhgygIy", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:19.090603Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271765000434243 seconds: # [0m
[32m[2024-05-28T08:03:19.090894Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.091198Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="stat /tmp/test/manifest.json", json_cmd_token="qPJgxoml")
[2024-05-28T08:03:19.091617Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 86GXy-\$?-", json_cmd_token="ShCPXfRs")
[2024-05-28T08:03:19.091848Z] [debug] [pid:107057] tests/containers/skopeo.pm:54 called testapi::assert_script_run
[2024-05-28T08:03:19.092014Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="stat /tmp/test/manifest.json; echo 86GXy-\$?-", timeout=90, buffer_size=156)
[2024-05-28T08:03:19.092395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "stat /tmp/test/manifest.json; echo 86GXy-\$?-"
  ], buffer_size=156, json_cmd_token="bYTZsbeS", record_output=undef, no_regex=1, regexp="stat /tmp/test/manifest.json; echo 86GXy-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.092487Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205512998945778 seconds: stat /tmp/test/manifest.json; echo 86GXy-$?-[0m
[32m[2024-05-28T08:03:19.092738Z] [debug] [pid:107057] >>> testapi::wait_serial: stat /tmp/test/manifest.json; echo 86GXy-$?-: ok[0m
[2024-05-28T08:03:19.093007Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="VLdnEFWG")
[2024-05-28T08:03:19.093200Z] [debug] [pid:107057] tests/containers/skopeo.pm:54 called testapi::assert_script_run
[2024-05-28T08:03:19.093318Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/86GXy-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:03:19.093680Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:86GXy-\\d+-)", pattern="(?^u:86GXy-\\d+-)", buffer_size=undef, json_cmd_token="PJWPYexw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.096038Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 23 loops & 0.00243090199910512 seconds: 86GXy-0-[0m
[32m[2024-05-28T08:03:19.096419Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:86GXy-\d+-): ok[0m
[2024-05-28T08:03:19.096549Z] [debug] [pid:107057] tests/containers/skopeo.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:19.096658Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="stat /tmp/test/version", timeout=90, fail_message="version not present", quiet=undef)
[2024-05-28T08:03:19.096764Z] [debug] [pid:107057] tests/containers/skopeo.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:19.096887Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.097287Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="AmKDVWWp", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:19.097383Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218944000152987 seconds: # [0m
[32m[2024-05-28T08:03:19.097698Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.097978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="stat /tmp/test/version", json_cmd_token="mNfXiLoH", cmd="backend_type_string")
[2024-05-28T08:03:19.098362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo DNZsr-\$?-", cmd="backend_type_string", json_cmd_token="BlJwCmaR")
[2024-05-28T08:03:19.098596Z] [debug] [pid:107057] tests/containers/skopeo.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:19.098751Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="stat /tmp/test/version; echo DNZsr-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=150)
[2024-05-28T08:03:19.099114Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="stat /tmp/test/version; echo DNZsr-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="DZDHlYcf", buffer_size=150, pattern=[
    "stat /tmp/test/version; echo DNZsr-\$?-"
  ])
[33m[2024-05-28T08:03:19.099203Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203362998945522 seconds: stat /tmp/test/version; echo DNZsr-$?-[0m
[32m[2024-05-28T08:03:19.099510Z] [debug] [pid:107057] >>> testapi::wait_serial: stat /tmp/test/version; echo DNZsr-$?-: ok[0m
[2024-05-28T08:03:19.099774Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="IrQpbzTs")
[2024-05-28T08:03:19.100025Z] [debug] [pid:107057] tests/containers/skopeo.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:19.100183Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/DNZsr-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:19.100547Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:DNZsr-\\d+-)", buffer_size=undef, json_cmd_token="bdsKJfaw", no_regex=0, record_output=undef, regexp="(?^u:DNZsr-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.102378Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 23 loops & 0.00192802400124492 seconds: DNZsr-0-[0m
[32m[2024-05-28T08:03:19.102693Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:DNZsr-\d+-): ok[0m
[2024-05-28T08:03:19.102800Z] [debug] [pid:107057] tests/containers/skopeo.pm:59 called testapi::record_info
[2024-05-28T08:03:19.102891Z] [debug] [pid:107057] <<< testapi::record_info(title="Inspect", output="Run inspect locally", result="ok")
[2024-05-28T08:03:19.103058Z] [debug] [pid:107057] tests/containers/skopeo.pm:60 called testapi::assert_script_run
[2024-05-28T08:03:19.103164Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="skopeo inspect dir:/tmp/test", fail_message="Failed to inspect local image.", quiet=undef, timeout=90)
[2024-05-28T08:03:19.103256Z] [debug] [pid:107057] tests/containers/skopeo.pm:60 called testapi::assert_script_run
[2024-05-28T08:03:19.103374Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:19.103737Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qBWDIRIO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:19.103821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193653999303933 seconds: # [0m
[32m[2024-05-28T08:03:19.104095Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.104368Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="skopeo inspect dir:/tmp/test", json_cmd_token="qplITWef", cmd="backend_type_string")
[2024-05-28T08:03:19.104743Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 2KUNu-\$?-", json_cmd_token="ATGycaCm", cmd="backend_type_string")
[2024-05-28T08:03:19.104929Z] [debug] [pid:107057] tests/containers/skopeo.pm:60 called testapi::assert_script_run
[2024-05-28T08:03:19.105066Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=156, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="skopeo inspect dir:/tmp/test; echo 2KUNu-\$?-")
[2024-05-28T08:03:19.105438Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tzhdoBGn", buffer_size=156, pattern=[
    "skopeo inspect dir:/tmp/test; echo 2KUNu-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="skopeo inspect dir:/tmp/test; echo 2KUNu-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:19.105528Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200302998564439 seconds: skopeo inspect dir:/tmp/test; echo 2KUNu-$?-[0m
[32m[2024-05-28T08:03:19.105764Z] [debug] [pid:107057] >>> testapi::wait_serial: skopeo inspect dir:/tmp/test; echo 2KUNu-$?-: ok[0m
[2024-05-28T08:03:19.106017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sWwcqxFl", cmd="backend_type_string")
[2024-05-28T08:03:19.106194Z] [debug] [pid:107057] tests/containers/skopeo.pm:60 called testapi::assert_script_run
[2024-05-28T08:03:19.106305Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/2KUNu-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.106639Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ONzcmKdo", buffer_size=undef, pattern="(?^u:2KUNu-\\d+-)", regexp="(?^u:2KUNu-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.122130Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 108 loops & 0.015569929000776 seconds: 2KUNu-0-[0m
[32m[2024-05-28T08:03:19.122481Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2KUNu-\d+-): ok[0m
[2024-05-28T08:03:19.122595Z] [debug] [pid:107057] tests/containers/skopeo.pm:64 called testapi::assert_script_run
[2024-05-28T08:03:19.122694Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="skopeo inspect --raw dir:/tmp/test", fail_message="Failed to inspect local image.", quiet=undef, timeout=90)
[2024-05-28T08:03:19.122784Z] [debug] [pid:107057] tests/containers/skopeo.pm:64 called testapi::assert_script_run
[2024-05-28T08:03:19.122900Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:19.123242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="nkLnQSLR", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.123319Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171383000633796 seconds: # [0m
[32m[2024-05-28T08:03:19.123584Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.123840Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="skopeo inspect --raw dir:/tmp/test", json_cmd_token="AftjFmHv")
[2024-05-28T08:03:19.124189Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gshWW-\$?-", json_cmd_token="saCfYRzF", cmd="backend_type_string")
[2024-05-28T08:03:19.124372Z] [debug] [pid:107057] tests/containers/skopeo.pm:64 called testapi::assert_script_run
[2024-05-28T08:03:19.124510Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, regexp="skopeo inspect --raw dir:/tmp/test; echo gshWW-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:19.124834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="skopeo inspect --raw dir:/tmp/test; echo gshWW-\$?-", pattern=[
    "skopeo inspect --raw dir:/tmp/test; echo gshWW-\$?-"
  ], buffer_size=162, json_cmd_token="blAGFCjl", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:19.124909Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163922999490751 seconds: skopeo inspect --raw dir:/tmp/test; echo gshWW-$?-[0m
[32m[2024-05-28T08:03:19.125165Z] [debug] [pid:107057] >>> testapi::wait_serial: skopeo inspect --raw dir:/tmp/test; echo gshWW-$?-: ok[0m
[2024-05-28T08:03:19.125406Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="dUmuHTuw")
[2024-05-28T08:03:19.125591Z] [debug] [pid:107057] tests/containers/skopeo.pm:64 called testapi::assert_script_run
[2024-05-28T08:03:19.125727Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/gshWW-\d+-/u)
[2024-05-28T08:03:19.126034Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HHDmKsvv", buffer_size=undef, pattern="(?^u:gshWW-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:gshWW-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:03:19.138428Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.0124569940016954 seconds: gshWW-0-[0m
[32m[2024-05-28T08:03:19.138742Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gshWW-\d+-): ok[0m
[2024-05-28T08:03:19.138855Z] [debug] [pid:107057] tests/containers/skopeo.pm:68 called testapi::assert_script_run
[2024-05-28T08:03:19.138968Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="skopeo inspect --raw dir:/tmp/test | jq '.config.digest'", timeout=90, fail_message="Failed to inspect local image.", quiet=undef)
[2024-05-28T08:03:19.139060Z] [debug] [pid:107057] tests/containers/skopeo.pm:68 called testapi::assert_script_run
[2024-05-28T08:03:19.139178Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:19.139541Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="BsOAYiJC", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.139627Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195443000848172 seconds: # [0m
[32m[2024-05-28T08:03:19.139892Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.140194Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="skopeo inspect --raw dir:/tmp/test | jq '.config.digest'", json_cmd_token="PkYywNpn")
[2024-05-28T08:03:19.140573Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo VVbjs-\$?-", json_cmd_token="VAUsMOaW", cmd="backend_type_string")
[2024-05-28T08:03:19.140758Z] [debug] [pid:107057] tests/containers/skopeo.pm:68 called testapi::assert_script_run
[2024-05-28T08:03:19.140898Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=184, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="skopeo inspect --raw dir:/tmp/test | jq '.config.digest'; echo VVbjs-\$?-")
[2024-05-28T08:03:19.141259Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "skopeo inspect --raw dir:/tmp/test | jq '.config.digest'; echo VVbjs-\$?-"
  ], buffer_size=184, json_cmd_token="RMEEwxDP", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="skopeo inspect --raw dir:/tmp/test | jq '.config.digest'; echo VVbjs-\$?-")
[33m[2024-05-28T08:03:19.141349Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200243999643135 seconds: skopeo inspect --raw dir:/tmp/test | jq '.config.digest'; echo VVbjs-$?-[0m
[32m[2024-05-28T08:03:19.141608Z] [debug] [pid:107057] >>> testapi::wait_serial: skopeo inspect --raw dir:/tmp/test | jq '.config.digest'; echo VVbjs-$?-: ok[0m
[2024-05-28T08:03:19.141870Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LaIlKakp", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:19.142061Z] [debug] [pid:107057] tests/containers/skopeo.pm:68 called testapi::assert_script_run
[2024-05-28T08:03:19.142196Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/VVbjs-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.142541Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="edLifihz", buffer_size=undef, pattern="(?^u:VVbjs-\\d+-)", regexp="(?^u:VVbjs-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.156866Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0144167489997926 seconds: VVbjs-0-[0m
[32m[2024-05-28T08:03:19.157168Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:VVbjs-\d+-): ok[0m
[2024-05-28T08:03:19.157277Z] [debug] [pid:107057] tests/containers/skopeo.pm:74 called testapi::record_info
[2024-05-28T08:03:19.157367Z] [debug] [pid:107057] <<< testapi::record_info(title="Copy images", output="Copy images from remote to dir1, to dir2", result="ok")
[2024-05-28T08:03:19.157534Z] [debug] [pid:107057] tests/containers/skopeo.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:19.157639Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1", timeout=90, fail_message="Failed to copy remote image to directory", quiet=undef)
[2024-05-28T08:03:19.157732Z] [debug] [pid:107057] tests/containers/skopeo.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:19.157850Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:19.158216Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="frWjnvnB", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.158301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019239299945184 seconds: # [0m
[32m[2024-05-28T08:03:19.158564Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.158838Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ERuEIGpY", text="mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1", cmd="backend_type_string")
[2024-05-28T08:03:19.159206Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo _ZDi3-\$?-", json_cmd_token="ngTFFspq", cmd="backend_type_string")
[2024-05-28T08:03:19.159391Z] [debug] [pid:107057] tests/containers/skopeo.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:19.159532Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=235, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1; echo _ZDi3-\$?-")
[2024-05-28T08:03:19.159899Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1; echo _ZDi3-\$?-"
  ], buffer_size=235, json_cmd_token="KdPZCtIh", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1; echo _ZDi3-\$?-")
[33m[2024-05-28T08:03:19.159996Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000208562998523121 seconds: mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1; echo _ZDi3-$?-[0m
[32m[2024-05-28T08:03:19.160276Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /tmp/test/dir1 && skopeo copy docker://registry.suse.com/bci/bci-busybox:latest dir:/tmp/test/dir1; echo _ZDi3-$?-: ok[0m
[2024-05-28T08:03:19.160539Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="LxBGpoMw")
[2024-05-28T08:03:19.160735Z] [debug] [pid:107057] tests/containers/skopeo.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:19.160871Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/_ZDi3-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:19.161216Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:_ZDi3-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="vXvYvzGK", buffer_size=undef, pattern="(?^u:_ZDi3-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.760076Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 27 loops & 0.598838506999527 seconds: _ZDi3-0-[0m
[32m[2024-05-28T08:03:19.761017Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_ZDi3-\d+-): ok[0m
[2024-05-28T08:03:19.761239Z] [debug] [pid:107057] tests/containers/skopeo.pm:84 called testapi::assert_script_run
[2024-05-28T08:03:19.761367Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2", fail_message="Failed to copy local image from one directory to another.", quiet=undef, timeout=90)
[2024-05-28T08:03:19.761483Z] [debug] [pid:107057] tests/containers/skopeo.pm:84 called testapi::assert_script_run
[2024-05-28T08:03:19.761613Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:19.762311Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="fecAyjxQ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.762414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283385001239367 seconds: # [0m
[32m[2024-05-28T08:03:19.762774Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.763158Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2", json_cmd_token="gIjUlZxQ", cmd="backend_type_string")
[2024-05-28T08:03:19.763597Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 74Xwu-\$?-", json_cmd_token="zRfMGJlk")
[2024-05-28T08:03:19.763799Z] [debug] [pid:107057] tests/containers/skopeo.pm:84 called testapi::assert_script_run
[2024-05-28T08:03:19.763948Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=204, timeout=90, regexp="mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2; echo 74Xwu-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:19.764351Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2; echo 74Xwu-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="igOSYupM", buffer_size=204, pattern=[
    "mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2; echo 74Xwu-\$?-"
  ])
[33m[2024-05-28T08:03:19.764450Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215684000067995 seconds: mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2; echo 74Xwu-$?-[0m
[32m[2024-05-28T08:03:19.764732Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /tmp/test/dir2 && skopeo copy dir:/tmp/test/dir1 dir:/tmp/test/dir2; echo 74Xwu-$?-: ok[0m
[2024-05-28T08:03:19.765013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="KfHQzXYs", cmd="backend_type_string")
[2024-05-28T08:03:19.765221Z] [debug] [pid:107057] tests/containers/skopeo.pm:84 called testapi::assert_script_run
[2024-05-28T08:03:19.765363Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/74Xwu-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:19.765730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="sKQqpFfk", buffer_size=undef, pattern="(?^u:74Xwu-\\d+-)", regexp="(?^u:74Xwu-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.793118Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 27 loops & 0.0274819830010529 seconds: 74Xwu-0-[0m
[32m[2024-05-28T08:03:19.793524Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:74Xwu-\d+-): ok[0m
[2024-05-28T08:03:19.793643Z] [debug] [pid:107057] tests/containers/skopeo.pm:90 called testapi::record_info
[2024-05-28T08:03:19.793739Z] [debug] [pid:107057] <<< testapi::record_info(title="Compare images", output="Both extracted copies must be identical.", result="ok")
[2024-05-28T08:03:19.793918Z] [debug] [pid:107057] tests/containers/skopeo.pm:91 called testapi::assert_script_run
[2024-05-28T08:03:19.794026Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="diff -urN /tmp/test/dir1 /tmp/test/dir2", quiet=undef, fail_message="Copied images are not identical.", timeout=90)
[2024-05-28T08:03:19.794121Z] [debug] [pid:107057] tests/containers/skopeo.pm:91 called testapi::assert_script_run
[2024-05-28T08:03:19.794244Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:19.794704Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="RNXiqlKV", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:19.794791Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199743000848684 seconds: # [0m
[32m[2024-05-28T08:03:19.795150Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.795501Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vUtjZDLj", text="diff -urN /tmp/test/dir1 /tmp/test/dir2", cmd="backend_type_string")
[2024-05-28T08:03:19.795976Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo XFGeE-\$?-", cmd="backend_type_string", json_cmd_token="jlGYMHNv")
[2024-05-28T08:03:19.796222Z] [debug] [pid:107057] tests/containers/skopeo.pm:91 called testapi::assert_script_run
[2024-05-28T08:03:19.796372Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=167, regexp="diff -urN /tmp/test/dir1 /tmp/test/dir2; echo XFGeE-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:19.796787Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "diff -urN /tmp/test/dir1 /tmp/test/dir2; echo XFGeE-\$?-"
  ], buffer_size=167, json_cmd_token="XOBPYMaA", record_output=undef, no_regex=1, regexp="diff -urN /tmp/test/dir1 /tmp/test/dir2; echo XFGeE-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.796884Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214244000744657 seconds: diff -urN /tmp/test/dir1 /tmp/test/dir2; echo XFGeE-$?-[0m
[32m[2024-05-28T08:03:19.797182Z] [debug] [pid:107057] >>> testapi::wait_serial: diff -urN /tmp/test/dir1 /tmp/test/dir2; echo XFGeE-$?-: ok[0m
[2024-05-28T08:03:19.797487Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="mlYwcUhb", cmd="backend_type_string")
[2024-05-28T08:03:19.797715Z] [debug] [pid:107057] tests/containers/skopeo.pm:91 called testapi::assert_script_run
[2024-05-28T08:03:19.797856Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/XFGeE-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:19.798242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:XFGeE-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="xqEbtKFS", buffer_size=undef, pattern="(?^u:XFGeE-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.802655Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00451072699979704 seconds: XFGeE-0-[0m
[32m[2024-05-28T08:03:19.802971Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:XFGeE-\d+-): ok[0m
[2024-05-28T08:03:19.803071Z] [debug] [pid:107057] tests/containers/skopeo.pm:94 called testapi::record_info
[2024-05-28T08:03:19.803158Z] [debug] [pid:107057] <<< testapi::record_info(title="Cleanup", output="Delete copied image directories", result="ok")
[2024-05-28T08:03:19.803320Z] [debug] [pid:107057] tests/containers/skopeo.pm:95 called testapi::assert_script_run
[2024-05-28T08:03:19.803424Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm -rf /tmp/test/dir1/ dir2/", timeout=90, quiet=undef, fail_message="Failed to remove temporary files.")
[2024-05-28T08:03:19.803516Z] [debug] [pid:107057] tests/containers/skopeo.pm:95 called testapi::assert_script_run
[2024-05-28T08:03:19.803636Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.804037Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lJgXuIXZ")
[33m[2024-05-28T08:03:19.804129Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212044000363676 seconds: # [0m
[32m[2024-05-28T08:03:19.804443Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.804746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm -rf /tmp/test/dir1/ dir2/", json_cmd_token="lAdDUARD", cmd="backend_type_string")
[2024-05-28T08:03:19.805183Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 8a~Ho-\$?-", json_cmd_token="MOCkwJbh", cmd="backend_type_string")
[2024-05-28T08:03:19.805405Z] [debug] [pid:107057] tests/containers/skopeo.pm:95 called testapi::assert_script_run
[2024-05-28T08:03:19.805542Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="rm -rf /tmp/test/dir1/ dir2/; echo 8a~Ho-\$?-", timeout=90, buffer_size=156)
[2024-05-28T08:03:19.805933Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "rm -rf /tmp/test/dir1/ dir2/; echo 8a~Ho-\$?-"
  ], buffer_size=156, json_cmd_token="CaScrnGu", record_output=undef, no_regex=1, regexp="rm -rf /tmp/test/dir1/ dir2/; echo 8a~Ho-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.806026Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205722999453428 seconds: rm -rf /tmp/test/dir1/ dir2/; echo 8a~Ho-$?-[0m
[32m[2024-05-28T08:03:19.806325Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf /tmp/test/dir1/ dir2/; echo 8a~Ho-$?-: ok[0m
[2024-05-28T08:03:19.806616Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="jUWkpxGs", cmd="backend_type_string")
[2024-05-28T08:03:19.806840Z] [debug] [pid:107057] tests/containers/skopeo.pm:95 called testapi::assert_script_run
[2024-05-28T08:03:19.806975Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/8a~Ho-\d+-/u)
[2024-05-28T08:03:19.807348Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:8a~Ho-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:8a~Ho-\\d+-)", buffer_size=undef, json_cmd_token="yabIfsDE")
[33m[2024-05-28T08:03:19.808596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00134557300043525 seconds: 8a~Ho-0-[0m
[32m[2024-05-28T08:03:19.808891Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:8a~Ho-\d+-): ok[0m
[1;34m[2024-05-28T08:03:19.809240Z] [debug] [pid:107057] ||| finished docker_skopeo containers (runtime: 8 s)[0m
[1;34m[2024-05-28T08:03:19.810163Z] [debug] [pid:107057] ||| starting volumes_docker tests/containers/volumes.pm[0m
[2024-05-28T08:03:19.810835Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.810979Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.811393Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vrepIxft", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.811492Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021659300000465 seconds: # [0m
[32m[2024-05-28T08:03:19.811774Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.811856Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.811907Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T08:03:19.812209Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="TcSlPWiQ")
[2024-05-28T08:03:19.812447Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.812566Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:19.812986Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="oAVJgMlQ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.813083Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217243999941275 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T08:03:19.813347Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T08:03:19.813439Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.813542Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.813856Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="stPYaldX", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.813920Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000152071999764303 seconds: > [0m
[32m[2024-05-28T08:03:19.814160Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:19.814411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RaXKafAA", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T08:03:19.814606Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.814715Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.815027Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="BXgzISgd")
[33m[2024-05-28T08:03:19.815103Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164643000971409 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T08:03:19.815342Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T08:03:19.815430Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.815540Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp="n1~0x-0-")
[2024-05-28T08:03:19.815845Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mOoWfctV", buffer_size=undef, pattern="n1~0x-0-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="n1~0x-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:19.816176Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000408597001296584 seconds: n1~0x-0-[0m
[32m[2024-05-28T08:03:19.816447Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T08:03:19.816547Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.816650Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.816968Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IuACocey", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.817043Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168083000971819 seconds: # [0m
[32m[2024-05-28T08:03:19.817285Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.817530Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="czEYaTUU", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:03:19.817722Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.817836Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.818151Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="tYXAdsYy", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.818230Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170242999956827 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T08:03:19.818471Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T08:03:19.818564Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:03:19.818669Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.818974Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="gRAizoSY", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T08:03:19.821522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.0026217650010949 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T08:03:19.821822Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c6ae168)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(volumes=HASH(0x55966c097468), "docker") called at opensuse/tests/containers/volumes.pm line 22
	volumes::run(volumes=HASH(0x55966c097468), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(volumes=HASH(0x55966c097468)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c6ae168)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(volumes=HASH(0x55966c097468), "docker") called at opensuse/tests/containers/volumes.pm line 22
	volumes::run(volumes=HASH(0x55966c097468), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(volumes=HASH(0x55966c097468)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T08:03:19.822704Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:03:19.822803Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:03:19.822899Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:03:19.822999Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:03:19.823337Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="copdZOoN", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.823414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168152999322047 seconds: # [0m
[32m[2024-05-28T08:03:19.823663Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.823949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", json_cmd_token="WVqHJOOf", cmd="backend_type_string")
[2024-05-28T08:03:19.824362Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lFlsMAav", text="; echo 3Bn3R-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:19.824608Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:03:19.824738Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-")
[2024-05-28T08:03:19.825117Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="KaIQDMMD", no_regex=1, record_output=undef, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:19.825209Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205184000151348 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T08:03:19.825469Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T08:03:19.825745Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="yvtRLahc", cmd="backend_type_string")
[2024-05-28T08:03:19.825968Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:03:19.826082Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/3Bn3R-\d+-/u)
[2024-05-28T08:03:19.826453Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="JGjrHekm", quiet=undef, expect_not_found=0, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:3Bn3R-\\d+-)")
[33m[2024-05-28T08:03:19.827818Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00146304500049155 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T08:03:19.828089Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T08:03:19.828195Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:19.828279Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:19.828367Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:19.828464Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.828841Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="pPeTJSgI", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.828931Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199403999431524 seconds: # [0m
[32m[2024-05-28T08:03:19.829192Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.829483Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="rKQwrTgi", cmd="backend_type_string")
[2024-05-28T08:03:19.829878Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LpVoLwEf", text="; echo p9uJo-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:19.830084Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:19.830199Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=173, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:19.830579Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], buffer_size=173, json_cmd_token="bcWRhnjG")
[33m[2024-05-28T08:03:19.830671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203784000404994 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T08:03:19.830932Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T08:03:19.831204Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KKUQeyoy", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:19.831419Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:19.831538Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.831898Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:p9uJo-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="bPlJRLGI", buffer_size=undef, pattern="(?^u:p9uJo-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:19.832698Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000896456000191392 seconds: p9uJo-0-[0m
[32m[2024-05-28T08:03:19.832963Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T08:03:19.833063Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:19.833147Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:19.833234Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:19.833329Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:19.833700Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ztiJIQiN", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.833788Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196782999410061 seconds: # [0m
[32m[2024-05-28T08:03:19.834041Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.834293Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="nmDwaylX")
[2024-05-28T08:03:19.834632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo cQEK7-\$?-", json_cmd_token="SVBGkqPw")
[2024-05-28T08:03:19.834823Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:19.834941Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", buffer_size=223, timeout=90)
[2024-05-28T08:03:19.835271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="HhaxPmJH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:19.835360Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185224000233575 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T08:03:19.835602Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T08:03:19.835836Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="wnaKMpKT")
[2024-05-28T08:03:19.836051Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:19.836165Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cQEK7-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.836480Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:cQEK7-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:cQEK7-\\d+-)", buffer_size=undef, json_cmd_token="LTyLXoRm")
[33m[2024-05-28T08:03:19.836568Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170011999216513 seconds: cQEK7-0-[0m
[32m[2024-05-28T08:03:19.836807Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T08:03:19.836925Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:19.837007Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:19.837098Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:19.837194Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:03:19.837502Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FFAvKnoX", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:19.837565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00014900300084264 seconds: # [0m
[32m[2024-05-28T08:03:19.837804Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:19.838049Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OCbcSTOP", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T08:03:19.838380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 9wqGK-\$?-", json_cmd_token="iyWuCNBZ", cmd="backend_type_string")
[2024-05-28T08:03:19.838568Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:19.838688Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:19.839004Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="dbSDXShk", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:19.839080Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163402999532991 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T08:03:19.839315Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T08:03:19.839547Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="djLNkwyU", cmd="backend_type_string")
[2024-05-28T08:03:19.839743Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:19.839855Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/9wqGK-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:19.840169Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="CUeAdeyV", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:20.144563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.304409169999417 seconds: 9wqGK-0-[0m
[32m[2024-05-28T08:03:20.145120Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T08:03:20.145307Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.145422Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:20.145545Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.145668Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:20.146132Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="vxzosQeu", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:20.146229Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226903001021128 seconds: # [0m
[32m[2024-05-28T08:03:20.146561Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.146857Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager is-enabled docker", json_cmd_token="difBYwRG")
[2024-05-28T08:03:20.147337Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", json_cmd_token="nJXBvpyy", cmd="backend_type_string")
[2024-05-28T08:03:20.147593Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.147752Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=166, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[2024-05-28T08:03:20.148121Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="tMpVcnka", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[33m[2024-05-28T08:03:20.148206Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189644000784028 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T08:03:20.148528Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T08:03:20.148798Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ajXOdAaH", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:20.149099Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.149255Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gSlMc-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:20.149622Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:gSlMc-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="fWiFKjRY")
[33m[2024-05-28T08:03:20.155855Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00628743900051631 seconds: gSlMc-0-[0m
[32m[2024-05-28T08:03:20.156236Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T08:03:20.156386Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.156494Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", quiet=undef, fail_message="", timeout=180)
[2024-05-28T08:03:20.156609Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.156737Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:20.157186Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BOKCiRfr", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:20.157281Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236924001001171 seconds: # [0m
[32m[2024-05-28T08:03:20.157600Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.157889Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager start docker", json_cmd_token="CcaVrwgo")
[2024-05-28T08:03:20.158287Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", cmd="backend_type_string", json_cmd_token="beLGIOMO")
[2024-05-28T08:03:20.158501Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.158650Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", timeout=90, buffer_size=161)
[2024-05-28T08:03:20.159022Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="gwenFwuX", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ])
[33m[2024-05-28T08:03:20.159115Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206274000447593 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T08:03:20.159379Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T08:03:20.159641Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="FGlwgIJj", cmd="backend_type_string")
[2024-05-28T08:03:20.159856Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.159997Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=180, regexp=qr/Ukt~P-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:20.160388Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:Ukt~P-\\d+-)", buffer_size=undef, json_cmd_token="EpIhxrFW", record_output=undef, no_regex=0, regexp="(?^u:Ukt~P-\\d+-)", timeout=180, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.170228Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00991667100061022 seconds: Ukt~P-0-[0m
[32m[2024-05-28T08:03:20.170572Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T08:03:20.170732Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.170854Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:20.170992Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.171138Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:20.171535Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="NxNMrKDW", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.171625Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020845300059591 seconds: # [0m
[32m[2024-05-28T08:03:20.171898Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.172173Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-active docker", json_cmd_token="CawKerdD", cmd="backend_type_string")
[2024-05-28T08:03:20.172632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", json_cmd_token="CgFhIoGn", cmd="backend_type_string")
[2024-05-28T08:03:20.172893Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.173058Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=165, timeout=90)
[2024-05-28T08:03:20.173467Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="PUlWewIQ", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.173563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206813998374855 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T08:03:20.173853Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T08:03:20.174126Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ViPcXrfv", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:20.174392Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.174550Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0ysj5-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:20.174937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:0ysj5-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:0ysj5-\\d+-)", buffer_size=undef, json_cmd_token="yHQPXKXV")
[33m[2024-05-28T08:03:20.180198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00532032099908974 seconds: 0ysj5-0-[0m
[32m[2024-05-28T08:03:20.180574Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T08:03:20.180734Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.180852Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", timeout=120, fail_message="", quiet=undef)
[2024-05-28T08:03:20.180988Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.181132Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:03:20.181561Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="uggKcZMC", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:20.181657Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211483999009943 seconds: # [0m
[32m[2024-05-28T08:03:20.181942Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.182232Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager status docker", json_cmd_token="mXJUfkol")
[2024-05-28T08:03:20.182648Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0aWkO-\$?-", json_cmd_token="CcDQtEvC", cmd="backend_type_string")
[2024-05-28T08:03:20.182885Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.183045Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T08:03:20.183430Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="KUBWWvSx", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[33m[2024-05-28T08:03:20.183523Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205623999136151 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T08:03:20.183796Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T08:03:20.184090Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AfHJXmuR", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:20.184344Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.184504Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, regexp=qr/0aWkO-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:03:20.184878Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:0aWkO-\\d+-)", timeout=120, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="bhgPEqvo")
[33m[2024-05-28T08:03:20.194278Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.00947748300131934 seconds: 0aWkO-0-[0m
[32m[2024-05-28T08:03:20.194737Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T08:03:20.194933Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.195087Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:20.195522Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sxURetqJ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:20.195612Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020449300063774 seconds: # [0m
[32m[2024-05-28T08:03:20.195914Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.196043Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.196116Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T08:03:20.196440Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="qlaAzbLm")
[2024-05-28T08:03:20.196698Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.196854Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:20.197283Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LIpPsDfw", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:20.197388Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216734000787255 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T08:03:20.197689Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T08:03:20.197815Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.197963Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="> ")
[2024-05-28T08:03:20.198349Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="jhJtJmew", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:20.198420Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181032999535091 seconds: > [0m
[32m[2024-05-28T08:03:20.198697Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:20.198991Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", json_cmd_token="zrLjIexd", cmd="backend_type_string")
[2024-05-28T08:03:20.199225Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.199379Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_XA0Gw", timeout=90, buffer_size=undef)
[2024-05-28T08:03:20.199731Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_XA0Gw", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_XA0Gw"
  ], buffer_size=undef, json_cmd_token="VmGBNYaq")
[33m[2024-05-28T08:03:20.199807Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016443300046376 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T08:03:20.200092Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T08:03:20.200219Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.200367Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="XA0Gw-0-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:03:20.200744Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="XA0Gw-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="rDluFNmK", buffer_size=undef, pattern="XA0Gw-0-")
[33m[2024-05-28T08:03:20.200828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176372999703744 seconds: XA0Gw-0-[0m
[32m[2024-05-28T08:03:20.201107Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T08:03:20.201240Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.201390Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:20.201740Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FhjmHDhH", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.201800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148721999721602 seconds: # [0m
[32m[2024-05-28T08:03:20.202071Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.202345Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="WPZQwiEX")
[2024-05-28T08:03:20.202577Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.202739Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:03:20.203108Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="AeiOPKtp")
[33m[2024-05-28T08:03:20.203188Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172873000337859 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T08:03:20.203465Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T08:03:20.203593Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:03:20.203742Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:20.204097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="IGyVbUZu", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.253876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0498384380007337 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T08:03:20.254284Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T08:03:20.254564Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T08:03:20.254772Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 1\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: runc io.containerd.runc.v2 oci\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 26\n  Goroutines: 52\n  System Time: 2024-05-28T04:03:20.240886501-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T08:03:20.255051Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.255206Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:20.255603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HUMVwURN", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:20.255697Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211462998777279 seconds: # [0m
[32m[2024-05-28T08:03:20.255979Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.256102Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.256172Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T08:03:20.256465Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="taDOhaIz", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:03:20.256693Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.256850Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[2024-05-28T08:03:20.257188Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="XINeOOej", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[33m[2024-05-28T08:03:20.257277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001815430005081 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T08:03:20.257534Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T08:03:20.257660Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.257807Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:20.258125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="AbmkCxBL")
[33m[2024-05-28T08:03:20.258185Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000150522999319946 seconds: > [0m
[32m[2024-05-28T08:03:20.258436Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:20.258682Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UKWZIsBA", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string")
[2024-05-28T08:03:20.258892Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.259045Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_Y2gW_")
[2024-05-28T08:03:20.259389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_Y2gW_", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="yHRiPiYR")
[33m[2024-05-28T08:03:20.259464Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173972999618854 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T08:03:20.259716Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T08:03:20.259840Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.259985Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp="Y2gW_-0-", buffer_size=undef, timeout=90)
[2024-05-28T08:03:20.260304Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="Y2gW_-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="Y2gW_-0-", buffer_size=undef, json_cmd_token="fmrfLKdc")
[33m[2024-05-28T08:03:20.260464Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022178399922268 seconds: Y2gW_-0-[0m
[32m[2024-05-28T08:03:20.260737Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T08:03:20.260868Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.261013Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:20.261329Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oGWdXpBl", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:20.261403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162682999871322 seconds: # [0m
[32m[2024-05-28T08:03:20.261654Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.261899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string", json_cmd_token="DjZkjNNy")
[2024-05-28T08:03:20.262110Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.262265Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:20.262599Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PyALsChi", buffer_size=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:20.262683Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183963000381482 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T08:03:20.262939Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T08:03:20.263066Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:03:20.263212Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, quiet=undef, expect_not_found=0, no_regex=0, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T08:03:20.263518Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="CLKlbIwh")
[33m[2024-05-28T08:03:20.265640Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00218268699973123 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T08:03:20.265924Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T08:03:20.266076Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T08:03:20.266187Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T08:03:20.266396Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.266510Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:20.266641Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.266778Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T08:03:20.267196Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZGPtlPFr")
[33m[2024-05-28T08:03:20.267271Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016558300012548 seconds: # [0m
[32m[2024-05-28T08:03:20.267524Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:20.267765Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager restart docker", json_cmd_token="WQyORrOc")
[2024-05-28T08:03:20.268112Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo yoQuJ-\$?-", json_cmd_token="gQesOkqL")
[2024-05-28T08:03:20.268337Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.268500Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=163)
[2024-05-28T08:03:20.268823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", no_regex=1, record_output=undef, json_cmd_token="YubhHmJd", buffer_size=163, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:20.268901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167963000421878 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T08:03:20.269154Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T08:03:20.269390Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QiqApPuP")
[2024-05-28T08:03:20.269620Z] [debug] [pid:107057] tests/containers/volumes.pm:22 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:03:20.269777Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/yoQuJ-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:20.270092Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:yoQuJ-\\d+-)", buffer_size=undef, json_cmd_token="AqhNTaql", no_regex=0, record_output=undef, regexp="(?^u:yoQuJ-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:22.728876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.45877066199864 seconds: yoQuJ-0-[0m
[32m[2024-05-28T08:03:22.729539Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T08:03:22.729724Z] [debug] [pid:107057] tests/containers/volumes.pm:24 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:03:22.729800Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T08:03:22.730493Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.730659Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:03:22.731117Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="jobtULCa", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:22.731225Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265124999714317 seconds: # [0m
[32m[2024-05-28T08:03:22.731506Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:22.731609Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.731683Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script9BNIM.sh :\n \"cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-\" \n")
[2024-05-28T08:03:22.731994Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-\n", cmd="backend_type_string", json_cmd_token="ItdAfLuT")
[2024-05-28T08:03:22.732215Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.732352Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-")
[2024-05-28T08:03:22.732738Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-"
  ], buffer_size=undef, json_cmd_token="nSfwJzIh", no_regex=1, record_output=undef, regexp="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:22.732834Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211063999813632 seconds: cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-$?-[0m
[32m[2024-05-28T08:03:22.733104Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-$?-: ok[0m
[2024-05-28T08:03:22.733213Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.733339Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> ")
[2024-05-28T08:03:22.733701Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="QHNGqRuw", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:03:22.733773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180633000127273 seconds: > [0m
[32m[2024-05-28T08:03:22.734035Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:03:22.734310Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker --version\nEOT_9BNIM\n", cmd="backend_type_string", json_cmd_token="MWzsdDph")
[2024-05-28T08:03:22.734503Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.734657Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_9BNIM", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:22.735023Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="iuDpcvzg", buffer_size=undef, pattern=[
    "> EOT_9BNIM"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_9BNIM", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:22.735110Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192932999198092 seconds: > EOT_9BNIM[0m
[32m[2024-05-28T08:03:22.735367Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_9BNIM: ok[0m
[2024-05-28T08:03:22.735465Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.735602Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="9BNIM-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:03:22.735979Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="9BNIM-0-", record_output=undef, no_regex=0, json_cmd_token="ASoOePpR", buffer_size=undef, pattern="9BNIM-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:22.736374Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000489549000121769 seconds: 9BNIM-0-[0m
[32m[2024-05-28T08:03:22.736642Z] [debug] [pid:107057] >>> testapi::wait_serial: 9BNIM-0-: ok[0m
[2024-05-28T08:03:22.736743Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.736865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:22.737223Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kMOwSPVs", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:22.737306Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189522999789915 seconds: # [0m
[32m[2024-05-28T08:03:22.737562Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:22.737842Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-\n", cmd="backend_type_string", json_cmd_token="kazQKENs")
[2024-05-28T08:03:22.738054Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.738188Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-")
[2024-05-28T08:03:22.738550Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-", pattern=[
    "echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-"
  ], buffer_size=undef, json_cmd_token="SItPztop", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:22.738639Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197833998754504 seconds: echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-$?-[0m
[32m[2024-05-28T08:03:22.738870Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-$?-: ok[0m
[2024-05-28T08:03:22.738952Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:03:22.739052Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHED9BNIM-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T08:03:22.739404Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHED9BNIM-\\d+-", buffer_size=undef, json_cmd_token="aXjkSyCC", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHED9BNIM-\\d+-")
[33m[2024-05-28T08:03:22.749907Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105698320003285 seconds: SCRIPT_FINISHED9BNIM-0-[0m
[32m[2024-05-28T08:03:22.750231Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED9BNIM-\d+-: ok[0m
[2024-05-28T08:03:22.750373Z] [debug] [pid:107057] tests/containers/volumes.pm:29 called containers::utils::get_docker_version -> lib/containers/utils.pm:33 called testapi::record_info
[2024-05-28T08:03:22.750466Z] [debug] [pid:107057] <<< testapi::record_info(title="Docker version", output="26.1.0", result="ok")
[2024-05-28T08:03:22.750648Z] [debug] [pid:107057] tests/containers/volumes.pm:45 called testapi::assert_script_run
[2024-05-28T08:03:22.750747Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p test_dir", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:22.750843Z] [debug] [pid:107057] tests/containers/volumes.pm:45 called testapi::assert_script_run
[2024-05-28T08:03:22.750962Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:22.751366Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TdYrvUzr", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:22.751457Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210252999750082 seconds: # [0m
[32m[2024-05-28T08:03:22.751730Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:22.752026Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aefAwYUN", text="mkdir -p test_dir", cmd="backend_type_string")
[2024-05-28T08:03:22.752411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EqmgYyZF", text="; echo qYls7-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:22.752611Z] [debug] [pid:107057] tests/containers/volumes.pm:45 called testapi::assert_script_run
[2024-05-28T08:03:22.752750Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=145, regexp="mkdir -p test_dir; echo qYls7-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:22.753121Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="mkdir -p test_dir; echo qYls7-\$?-", pattern=[
    "mkdir -p test_dir; echo qYls7-\$?-"
  ], buffer_size=145, json_cmd_token="wwScXpam", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:22.753214Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202933999389643 seconds: mkdir -p test_dir; echo qYls7-$?-[0m
[32m[2024-05-28T08:03:22.753479Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p test_dir; echo qYls7-$?-: ok[0m
[2024-05-28T08:03:22.753755Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="RjnJlIrH", cmd="backend_type_string")
[2024-05-28T08:03:22.753953Z] [debug] [pid:107057] tests/containers/volumes.pm:45 called testapi::assert_script_run
[2024-05-28T08:03:22.754092Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/qYls7-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:22.754474Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:qYls7-\\d+-)", pattern="(?^u:qYls7-\\d+-)", buffer_size=undef, json_cmd_token="bqDfNkZQ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:22.755241Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000869964998855721 seconds: qYls7-0-[0m
[32m[2024-05-28T08:03:22.755512Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:qYls7-\d+-): ok[0m
[2024-05-28T08:03:22.755620Z] [debug] [pid:107057] tests/containers/volumes.pm:48 called testapi::assert_script_run
[2024-05-28T08:03:22.755723Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\\nVOLUME /test_dir' > test_dir/Dockerfile", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:22.755814Z] [debug] [pid:107057] tests/containers/volumes.pm:48 called testapi::assert_script_run
[2024-05-28T08:03:22.755932Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:22.756306Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="lUEAskph", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:22.756396Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200092999875778 seconds: # [0m
[32m[2024-05-28T08:03:22.756652Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:22.756933Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\\nVOLUME /test_dir' > test_dir/Dockerfile", json_cmd_token="rHrzbVUI", cmd="backend_type_string")
[2024-05-28T08:03:22.757288Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YtPVnvXA", text="; echo 9N_Is-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:22.757456Z] [debug] [pid:107057] tests/containers/volumes.pm:48 called testapi::assert_script_run
[2024-05-28T08:03:22.757571Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=236, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\\nVOLUME /test_dir' > test_dir/Dockerfile; echo 9N_Is-\$?-")
[2024-05-28T08:03:22.757944Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\\nVOLUME /test_dir' > test_dir/Dockerfile; echo 9N_Is-\$?-", record_output=undef, no_regex=1, json_cmd_token="KtiNkZtf", buffer_size=236, pattern=[
    "echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\\nVOLUME /test_dir' > test_dir/Dockerfile; echo 9N_Is-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:22.758047Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000201363998712623 seconds: echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\nVOLUME /test_dir' > test_dir/Dockerfile; echo 9N_Is-$?-[0m
[32m[2024-05-28T08:03:22.758484Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e 'FROM registry.opensuse.org/opensuse/bci/bci-busybox:latest\nVOLUME /test_dir' > test_dir/Dockerfile; echo 9N_Is-$?-: ok[0m
[2024-05-28T08:03:22.758906Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="HbWzFsHJ", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:22.759174Z] [debug] [pid:107057] tests/containers/volumes.pm:48 called testapi::assert_script_run
[2024-05-28T08:03:22.759319Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/9N_Is-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:22.759727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:9N_Is-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:9N_Is-\\d+-)", buffer_size=undef, json_cmd_token="uhcpsGaL")
[33m[2024-05-28T08:03:22.759834Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210954000067431 seconds: 9N_Is-0-[0m
[32m[2024-05-28T08:03:22.760135Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9N_Is-\d+-): ok[0m
[2024-05-28T08:03:22.760256Z] [debug] [pid:107057] tests/containers/volumes.pm:51 called testapi::assert_script_run
[2024-05-28T08:03:22.760361Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -t test_image -f test_dir/Dockerfile test_dir/", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:22.760455Z] [debug] [pid:107057] tests/containers/volumes.pm:51 called testapi::assert_script_run
[2024-05-28T08:03:22.760575Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:22.760963Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="dLdTAlNj", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:22.761039Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018634299885889 seconds: # [0m
[32m[2024-05-28T08:03:22.761320Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:22.761633Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker build -t test_image -f test_dir/Dockerfile test_dir/", json_cmd_token="QotDzIVH", cmd="backend_type_string")
[2024-05-28T08:03:22.762043Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo q2c0l-\$?-", json_cmd_token="QBNKHnAH")
[2024-05-28T08:03:22.762242Z] [debug] [pid:107057] tests/containers/volumes.pm:51 called testapi::assert_script_run
[2024-05-28T08:03:22.762378Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker build -t test_image -f test_dir/Dockerfile test_dir/; echo q2c0l-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=187)
[2024-05-28T08:03:22.762763Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="aLUMonWp", buffer_size=187, pattern=[
    "docker build -t test_image -f test_dir/Dockerfile test_dir/; echo q2c0l-\$?-"
  ], regexp="docker build -t test_image -f test_dir/Dockerfile test_dir/; echo q2c0l-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:22.762859Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020960300025763 seconds: docker build -t test_image -f test_dir/Dockerfile test_dir/; echo q2c0l-$?-[0m
[32m[2024-05-28T08:03:22.763133Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -t test_image -f test_dir/Dockerfile test_dir/; echo q2c0l-$?-: ok[0m
[2024-05-28T08:03:22.763412Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="hRBQxKmn")
[2024-05-28T08:03:22.763619Z] [debug] [pid:107057] tests/containers/volumes.pm:51 called testapi::assert_script_run
[2024-05-28T08:03:22.763757Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/q2c0l-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:22.764131Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:q2c0l-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="SrTPhaQg", buffer_size=undef, pattern="(?^u:q2c0l-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:23.632643Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 291 loops & 0.868533540000499 seconds: q2c0l-0-[0m
[32m[2024-05-28T08:03:23.633446Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:q2c0l-\d+-): ok[0m
[2024-05-28T08:03:23.633618Z] [debug] [pid:107057] tests/containers/volumes.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:23.633719Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name test_container test_image", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:23.633813Z] [debug] [pid:107057] tests/containers/volumes.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:23.633916Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:23.634542Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xvgaJvkB", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:03:23.634644Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270584001555108 seconds: # [0m
[32m[2024-05-28T08:03:23.634963Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:23.635334Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zalIimJt", text="docker run -d --name test_container test_image", cmd="backend_type_string")
[2024-05-28T08:03:23.635879Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo kEkXO-\$?-", json_cmd_token="tQDgyFzR", cmd="backend_type_string")
[2024-05-28T08:03:23.636132Z] [debug] [pid:107057] tests/containers/volumes.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:23.636256Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker run -d --name test_container test_image; echo kEkXO-\$?-", timeout=90, buffer_size=174)
[2024-05-28T08:03:23.636665Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ieLfXstw", buffer_size=174, pattern=[
    "docker run -d --name test_container test_image; echo kEkXO-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker run -d --name test_container test_image; echo kEkXO-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:23.636792Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024338399998669 seconds: docker run -d --name test_container test_image; echo kEkXO-$?-[0m
[32m[2024-05-28T08:03:23.637046Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name test_container test_image; echo kEkXO-$?-: ok[0m
[2024-05-28T08:03:23.637316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wpZkNKFo")
[2024-05-28T08:03:23.637505Z] [debug] [pid:107057] tests/containers/volumes.pm:55 called testapi::assert_script_run
[2024-05-28T08:03:23.637621Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/kEkXO-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:03:23.638014Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:kEkXO-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="oqyzCICL", buffer_size=undef, pattern="(?^u:kEkXO-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:24.279899Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.641856988000654 seconds: kEkXO-0-[0m
[32m[2024-05-28T08:03:24.280716Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:kEkXO-\d+-): ok[0m
[2024-05-28T08:03:24.280948Z] [debug] [pid:107057] tests/containers/volumes.pm:56 called testapi::assert_script_run
[2024-05-28T08:03:24.281076Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volumes-from test_container test_image ls /test_dir", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:24.281188Z] [debug] [pid:107057] tests/containers/volumes.pm:56 called testapi::assert_script_run
[2024-05-28T08:03:24.281316Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:24.281881Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="uQbQCPiT", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:24.281992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026745499962999 seconds: # [0m
[32m[2024-05-28T08:03:24.282292Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:24.282646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --volumes-from test_container test_image ls /test_dir", json_cmd_token="xvxqYcWe", cmd="backend_type_string")
[2024-05-28T08:03:24.283063Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eUfbJeqo", text="; echo 20I2u-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:24.283261Z] [debug] [pid:107057] tests/containers/volumes.pm:56 called testapi::assert_script_run
[2024-05-28T08:03:24.283411Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=197, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker run --rm --volumes-from test_container test_image ls /test_dir; echo 20I2u-\$?-")
[2024-05-28T08:03:24.283794Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run --rm --volumes-from test_container test_image ls /test_dir; echo 20I2u-\$?-", pattern=[
    "docker run --rm --volumes-from test_container test_image ls /test_dir; echo 20I2u-\$?-"
  ], buffer_size=197, json_cmd_token="ULLxbCyO", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:24.283901Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222954000491882 seconds: docker run --rm --volumes-from test_container test_image ls /test_dir; echo 20I2u-$?-[0m
[32m[2024-05-28T08:03:24.284231Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volumes-from test_container test_image ls /test_dir; echo 20I2u-$?-: ok[0m
[2024-05-28T08:03:24.284518Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sPSBLCfr", cmd="backend_type_string")
[2024-05-28T08:03:24.284725Z] [debug] [pid:107057] tests/containers/volumes.pm:56 called testapi::assert_script_run
[2024-05-28T08:03:24.284865Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/20I2u-\d+-/u)
[2024-05-28T08:03:24.285236Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:20I2u-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:20I2u-\\d+-)", buffer_size=undef, json_cmd_token="nBvsxtSi")
[33m[2024-05-28T08:03:25.805565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.52034511900092 seconds: 20I2u-0-[0m
[32m[2024-05-28T08:03:25.806227Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:20I2u-\d+-): ok[0m
[2024-05-28T08:03:25.806410Z] [debug] [pid:107057] tests/containers/volumes.pm:57 called testapi::assert_script_run
[2024-05-28T08:03:25.806525Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -vf test_container", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:25.806634Z] [debug] [pid:107057] tests/containers/volumes.pm:57 called testapi::assert_script_run
[2024-05-28T08:03:25.806759Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:25.807325Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hJERnISq")
[33m[2024-05-28T08:03:25.807442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268504998530261 seconds: # [0m
[32m[2024-05-28T08:03:25.807741Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:25.808051Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YvVPsjBf", text="docker rm -vf test_container", cmd="backend_type_string")
[2024-05-28T08:03:25.808448Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo rWvOZ-\$?-", cmd="backend_type_string", json_cmd_token="ibAEWXkG")
[2024-05-28T08:03:25.808637Z] [debug] [pid:107057] tests/containers/volumes.pm:57 called testapi::assert_script_run
[2024-05-28T08:03:25.808777Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker rm -vf test_container; echo rWvOZ-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=156, timeout=90)
[2024-05-28T08:03:25.809147Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker rm -vf test_container; echo rWvOZ-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker rm -vf test_container; echo rWvOZ-\$?-"
  ], buffer_size=156, json_cmd_token="IkMKfJNb")
[33m[2024-05-28T08:03:25.809251Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022147399977257 seconds: docker rm -vf test_container; echo rWvOZ-$?-[0m
[32m[2024-05-28T08:03:25.809521Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -vf test_container; echo rWvOZ-$?-: ok[0m
[2024-05-28T08:03:25.809808Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="uImyNwug", cmd="backend_type_string")
[2024-05-28T08:03:25.810045Z] [debug] [pid:107057] tests/containers/volumes.pm:57 called testapi::assert_script_run
[2024-05-28T08:03:25.810223Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/rWvOZ-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:25.810588Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YGWijHdc", buffer_size=undef, pattern="(?^u:rWvOZ-\\d+-)", regexp="(?^u:rWvOZ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:25.830099Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0195964080012345 seconds: rWvOZ-0-[0m
[32m[2024-05-28T08:03:25.830463Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rWvOZ-\d+-): ok[0m
[2024-05-28T08:03:25.830584Z] [debug] [pid:107057] tests/containers/volumes.pm:61 called testapi::assert_script_run
[2024-05-28T08:03:25.830693Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="touch test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:25.830791Z] [debug] [pid:107057] tests/containers/volumes.pm:61 called testapi::assert_script_run
[2024-05-28T08:03:25.830913Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:25.831321Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CJzpFEZO", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:25.831413Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215344000025652 seconds: # [0m
[32m[2024-05-28T08:03:25.831696Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:25.831993Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="touch test_dir/test_file", json_cmd_token="eSWXzgAA", cmd="backend_type_string")
[2024-05-28T08:03:25.832407Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lDtVSolS", text="; echo 2vBHH-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:25.832608Z] [debug] [pid:107057] tests/containers/volumes.pm:61 called testapi::assert_script_run
[2024-05-28T08:03:25.832762Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="touch test_dir/test_file; echo 2vBHH-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=152)
[2024-05-28T08:03:25.833178Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="UsxWWpSb", buffer_size=152, pattern=[
    "touch test_dir/test_file; echo 2vBHH-\$?-"
  ], regexp="touch test_dir/test_file; echo 2vBHH-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:25.833277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212973998714006 seconds: touch test_dir/test_file; echo 2vBHH-$?-[0m
[32m[2024-05-28T08:03:25.833544Z] [debug] [pid:107057] >>> testapi::wait_serial: touch test_dir/test_file; echo 2vBHH-$?-: ok[0m
[2024-05-28T08:03:25.833816Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="qfyyKDsZ")
[2024-05-28T08:03:25.834017Z] [debug] [pid:107057] tests/containers/volumes.pm:61 called testapi::assert_script_run
[2024-05-28T08:03:25.834156Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/2vBHH-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T08:03:25.834509Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:2vBHH-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="mSQZLuMS", buffer_size=undef, pattern="(?^u:2vBHH-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:25.835251Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000836314000480343 seconds: 2vBHH-0-[0m
[32m[2024-05-28T08:03:25.835533Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2vBHH-\d+-): ok[0m
[2024-05-28T08:03:25.835644Z] [debug] [pid:107057] tests/containers/volumes.pm:62 called testapi::assert_script_run
[2024-05-28T08:03:25.835750Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run -d --name test_container -v \$PWD/test_dir:/test_dir:Z test_image", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:25.835844Z] [debug] [pid:107057] tests/containers/volumes.pm:62 called testapi::assert_script_run
[2024-05-28T08:03:25.835966Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:03:25.836345Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="QTAaMLZe", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:25.836457Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202553999770316 seconds: # [0m
[32m[2024-05-28T08:03:25.836821Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:25.837190Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run -d --name test_container -v \$PWD/test_dir:/test_dir:Z test_image", json_cmd_token="SbCOCBYY", cmd="backend_type_string")
[2024-05-28T08:03:25.837637Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo T8uOa-\$?-", cmd="backend_type_string", json_cmd_token="vtHjuCjJ")
[2024-05-28T08:03:25.837872Z] [debug] [pid:107057] tests/containers/volumes.pm:62 called testapi::assert_script_run
[2024-05-28T08:03:25.838055Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker run -d --name test_container -v \$PWD/test_dir:/test_dir:Z test_image; echo T8uOa-\$?-", timeout=90, buffer_size=203)
[2024-05-28T08:03:25.838446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker run -d --name test_container -v \$PWD/test_dir:/test_dir:Z test_image; echo T8uOa-\$?-"
  ], buffer_size=203, json_cmd_token="fOlieofq", record_output=undef, no_regex=1, regexp="docker run -d --name test_container -v \$PWD/test_dir:/test_dir:Z test_image; echo T8uOa-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:25.838547Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221063999561011 seconds: docker run -d --name test_container -v $PWD/test_dir:/test_dir:Z test_image; echo T8uOa-$?-[0m
[32m[2024-05-28T08:03:25.838787Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -d --name test_container -v $PWD/test_dir:/test_dir:Z test_image; echo T8uOa-$?-: ok[0m
[2024-05-28T08:03:25.839020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="iquaHWKY", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:25.839187Z] [debug] [pid:107057] tests/containers/volumes.pm:62 called testapi::assert_script_run
[2024-05-28T08:03:25.839301Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/T8uOa-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:25.839603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:T8uOa-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="xPfkpCCr", buffer_size=undef, pattern="(?^u:T8uOa-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:26.414040Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.574429947999306 seconds: T8uOa-0-[0m
[32m[2024-05-28T08:03:26.414677Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:T8uOa-\d+-): ok[0m
[2024-05-28T08:03:26.414880Z] [debug] [pid:107057] tests/containers/volumes.pm:64 called testapi::script_run
[2024-05-28T08:03:26.415015Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker run --rm --volumes-from test_container test_image ls /test_dir/test_file", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T08:03:26.415127Z] [debug] [pid:107057] tests/containers/volumes.pm:64 called testapi::script_run
[2024-05-28T08:03:26.415258Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:26.415876Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="msNEiqYi", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:26.416025Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000326895000398508 seconds: # [0m
[32m[2024-05-28T08:03:26.416425Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:26.416826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lOadjeUs", text="docker run --rm --volumes-from test_container test_image ls /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:26.417241Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo C217q-\$?-", cmd="backend_type_string", json_cmd_token="MsjqEupJ")
[2024-05-28T08:03:26.417438Z] [debug] [pid:107057] tests/containers/volumes.pm:64 called testapi::script_run
[2024-05-28T08:03:26.417580Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --volumes-from test_container test_image ls /test_dir/test_file; echo C217q-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=207, timeout=90)
[2024-05-28T08:03:26.417973Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --volumes-from test_container test_image ls /test_dir/test_file; echo C217q-\$?-"
  ], buffer_size=207, json_cmd_token="iKekmrty", record_output=undef, no_regex=1, regexp="docker run --rm --volumes-from test_container test_image ls /test_dir/test_file; echo C217q-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:26.418073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218674000279862 seconds: docker run --rm --volumes-from test_container test_image ls /test_dir/test_file; echo C217q-$?-[0m
[32m[2024-05-28T08:03:26.418347Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volumes-from test_container test_image ls /test_dir/test_file; echo C217q-$?-: ok[0m
[2024-05-28T08:03:26.418635Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="IfpiKoxU", cmd="backend_type_string")
[2024-05-28T08:03:26.418841Z] [debug] [pid:107057] tests/containers/volumes.pm:64 called testapi::script_run
[2024-05-28T08:03:26.418977Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, regexp=qr/C217q-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:26.419351Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:C217q-\\d+-)", timeout=30, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:C217q-\\d+-)", buffer_size=undef, json_cmd_token="WTPEbUBw")
[33m[2024-05-28T08:03:27.943877Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.52449865099879 seconds: C217q-0-[0m
[32m[2024-05-28T08:03:27.944884Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C217q-\d+-): ok[0m
[2024-05-28T08:03:27.945160Z] [debug] [pid:107057] tests/containers/volumes.pm:73 called testapi::assert_script_run
[2024-05-28T08:03:27.945375Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker rm -vf test_container", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:27.945564Z] [debug] [pid:107057] tests/containers/volumes.pm:73 called testapi::assert_script_run
[2024-05-28T08:03:27.945780Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:27.946836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="cXKRCUeg", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:27.947035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000459658000181662 seconds: # [0m
[32m[2024-05-28T08:03:27.947753Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:27.948730Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yMtdXDwo", text="docker rm -vf test_container", cmd="backend_type_string")
[2024-05-28T08:03:27.949931Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sQjZhyeT", text="; echo rWvOZ-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:27.950505Z] [debug] [pid:107057] tests/containers/volumes.pm:73 called testapi::assert_script_run
[2024-05-28T08:03:27.950785Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker rm -vf test_container; echo rWvOZ-\$?-", buffer_size=156, timeout=90)
[2024-05-28T08:03:27.951767Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker rm -vf test_container; echo rWvOZ-\$?-", pattern=[
    "docker rm -vf test_container; echo rWvOZ-\$?-"
  ], buffer_size=156, json_cmd_token="SDhgzPqH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:27.951967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000443427999925916 seconds: docker rm -vf test_container; echo rWvOZ-$?-[0m
[32m[2024-05-28T08:03:27.952777Z] [debug] [pid:107057] >>> testapi::wait_serial: docker rm -vf test_container; echo rWvOZ-$?-: ok[0m
[2024-05-28T08:03:27.953507Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="RwWLVlSa", cmd="backend_type_string")
[2024-05-28T08:03:27.953782Z] [debug] [pid:107057] tests/containers/volumes.pm:73 called testapi::assert_script_run
[2024-05-28T08:03:27.953926Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/rWvOZ-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:27.954321Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZDLfaXfv", buffer_size=undef, pattern="(?^u:rWvOZ-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:rWvOZ-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:27.968420Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0141555039990635 seconds: rWvOZ-0-[0m
[32m[2024-05-28T08:03:27.969039Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:rWvOZ-\d+-): ok[0m
[2024-05-28T08:03:27.969247Z] [debug] [pid:107057] tests/containers/volumes.pm:76 called testapi::assert_script_run
[2024-05-28T08:03:27.969432Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume \$PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:27.969594Z] [debug] [pid:107057] tests/containers/volumes.pm:76 called testapi::assert_script_run
[2024-05-28T08:03:27.969801Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:27.970635Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ObVrfGGg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:03:27.970796Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000372536000213586 seconds: # [0m
[32m[2024-05-28T08:03:27.971357Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:27.971978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --volume \$PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file", json_cmd_token="yghtNPnK", cmd="backend_type_string")
[2024-05-28T08:03:27.972860Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 6HHoE-\$?-", json_cmd_token="gFEFgeMW")
[2024-05-28T08:03:27.973276Z] [debug] [pid:107057] tests/containers/volumes.pm:76 called testapi::assert_script_run
[2024-05-28T08:03:27.973503Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume \$PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file; echo 6HHoE-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=217, timeout=90)
[2024-05-28T08:03:27.974184Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tdeHAluO", buffer_size=217, pattern=[
    "! docker run --rm --volume \$PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file; echo 6HHoE-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="! docker run --rm --volume \$PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file; echo 6HHoE-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:27.974344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000361236001481302 seconds: ! docker run --rm --volume $PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file; echo 6HHoE-$?-[0m
[32m[2024-05-28T08:03:27.974834Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume $PWD/test_dir:/test_dir:ro,Z test_image rm /test_dir/test_file; echo 6HHoE-$?-: ok[0m
[2024-05-28T08:03:27.975075Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="EzerZDLk", cmd="backend_type_string")
[2024-05-28T08:03:27.975260Z] [debug] [pid:107057] tests/containers/volumes.pm:76 called testapi::assert_script_run
[2024-05-28T08:03:27.975370Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/6HHoE-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:27.975675Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:6HHoE-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="OnVqkPWT", buffer_size=undef, pattern="(?^u:6HHoE-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:29.012690Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 1.03696135899918 seconds: 6HHoE-0-[0m
[32m[2024-05-28T08:03:29.013716Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:6HHoE-\d+-): ok[0m
[2024-05-28T08:03:29.014034Z] [debug] [pid:107057] tests/containers/volumes.pm:77 called testapi::assert_script_run
[2024-05-28T08:03:29.014243Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:29.014429Z] [debug] [pid:107057] tests/containers/volumes.pm:77 called testapi::assert_script_run
[2024-05-28T08:03:29.014651Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:29.015699Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UZXhTOJf", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:29.015906Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000477547999253147 seconds: # [0m
[32m[2024-05-28T08:03:29.016454Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:29.017261Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f test_dir/test_file", json_cmd_token="iOlUsQWx")
[2024-05-28T08:03:29.018182Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", json_cmd_token="JjleiNkB", cmd="backend_type_string")
[2024-05-28T08:03:29.018608Z] [debug] [pid:107057] tests/containers/volumes.pm:77 called testapi::assert_script_run
[2024-05-28T08:03:29.018824Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, buffer_size=154)
[2024-05-28T08:03:29.019673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="kIizklto", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[33m[2024-05-28T08:03:29.019870Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000411187000281643 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:29.020510Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:29.021166Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="HoSsufQZ", cmd="backend_type_string")
[2024-05-28T08:03:29.021547Z] [debug] [pid:107057] tests/containers/volumes.pm:77 called testapi::assert_script_run
[2024-05-28T08:03:29.021741Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:03:29.022191Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BbEkNePd", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:03:29.022294Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203473000510712 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:29.022569Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:29.022680Z] [debug] [pid:107057] tests/containers/volumes.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:29.022783Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:29.022875Z] [debug] [pid:107057] tests/containers/volumes.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:29.022994Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:29.023369Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="xZpIxlLc", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:29.023444Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00017987299906963 seconds: # [0m
[32m[2024-05-28T08:03:29.023704Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:29.024015Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="xKLOvOvd", cmd="backend_type_string")
[2024-05-28T08:03:29.024372Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo wQFvU-\$?-", cmd="backend_type_string", json_cmd_token="HTFbncty")
[2024-05-28T08:03:29.024554Z] [debug] [pid:107057] tests/containers/volumes.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:29.024694Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=249, timeout=90, regexp="! docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo wQFvU-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:29.025030Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="! docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo wQFvU-\$?-", pattern=[
    "! docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo wQFvU-\$?-"
  ], buffer_size=249, json_cmd_token="MWtYxflt", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:29.025126Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0001960429999599 seconds: ! docker run --rm --mount type=bind,source=$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo wQFvU-$?-[0m
[32m[2024-05-28T08:03:29.025421Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=bind,source=$PWD/test_dir,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo wQFvU-$?-: ok[0m
[2024-05-28T08:03:29.025659Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="VGmEwCdC")
[2024-05-28T08:03:29.025852Z] [debug] [pid:107057] tests/containers/volumes.pm:80 called testapi::assert_script_run
[2024-05-28T08:03:29.025986Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/wQFvU-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:29.026293Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="LYloYNCd", buffer_size=undef, pattern="(?^u:wQFvU-\\d+-)", regexp="(?^u:wQFvU-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:30.076548Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.05025912800011 seconds: wQFvU-0-[0m
[32m[2024-05-28T08:03:30.077163Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wQFvU-\d+-): ok[0m
[2024-05-28T08:03:30.077350Z] [debug] [pid:107057] tests/containers/volumes.pm:81 called testapi::assert_script_run
[2024-05-28T08:03:30.077455Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:30.077574Z] [debug] [pid:107057] tests/containers/volumes.pm:81 called testapi::assert_script_run
[2024-05-28T08:03:30.077727Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:30.078243Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XNATnFDg", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:30.078347Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237513999309158 seconds: # [0m
[32m[2024-05-28T08:03:30.078689Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:30.079125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="QjhhWkhB")
[2024-05-28T08:03:30.079634Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", json_cmd_token="cjsscnHw", cmd="backend_type_string")
[2024-05-28T08:03:30.079905Z] [debug] [pid:107057] tests/containers/volumes.pm:81 called testapi::assert_script_run
[2024-05-28T08:03:30.080084Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:30.080546Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="RmFPgzAn")
[33m[2024-05-28T08:03:30.080644Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221574000534019 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:30.080905Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:30.081168Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="gvbUUwQT", cmd="backend_type_string")
[2024-05-28T08:03:30.081366Z] [debug] [pid:107057] tests/containers/volumes.pm:81 called testapi::assert_script_run
[2024-05-28T08:03:30.081496Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/om52N-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:30.081846Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JEsnHWDw", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:30.081936Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195922999409959 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:30.082177Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:30.082272Z] [debug] [pid:107057] tests/containers/volumes.pm:83 called testapi::assert_script_run
[2024-05-28T08:03:30.082357Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:30.082436Z] [debug] [pid:107057] tests/containers/volumes.pm:83 called testapi::assert_script_run
[2024-05-28T08:03:30.082537Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:30.082858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QSGpbsLc", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:30.082921Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000160593001055531 seconds: # [0m
[32m[2024-05-28T08:03:30.083159Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:30.083560Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm test_dir/test_file", cmd="backend_type_string", json_cmd_token="EdcqTwwH")
[2024-05-28T08:03:30.083929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PYmuL-\$?-", cmd="backend_type_string", json_cmd_token="RXGzRLfQ")
[2024-05-28T08:03:30.084111Z] [debug] [pid:107057] tests/containers/volumes.pm:83 called testapi::assert_script_run
[2024-05-28T08:03:30.084226Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=149, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="rm test_dir/test_file; echo PYmuL-\$?-")
[2024-05-28T08:03:30.084581Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="rm test_dir/test_file; echo PYmuL-\$?-", pattern=[
    "rm test_dir/test_file; echo PYmuL-\$?-"
  ], buffer_size=149, json_cmd_token="ECEfiWXN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:30.084666Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195544000234804 seconds: rm test_dir/test_file; echo PYmuL-$?-[0m
[32m[2024-05-28T08:03:30.084896Z] [debug] [pid:107057] >>> testapi::wait_serial: rm test_dir/test_file; echo PYmuL-$?-: ok[0m
[2024-05-28T08:03:30.085138Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DsWAGeXu", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:30.085305Z] [debug] [pid:107057] tests/containers/volumes.pm:83 called testapi::assert_script_run
[2024-05-28T08:03:30.085417Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PYmuL-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:30.085745Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:PYmuL-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="pNvlTszZ", buffer_size=undef, pattern="(?^u:PYmuL-\\d+-)")
[33m[2024-05-28T08:03:30.086448Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000802653999926406 seconds: PYmuL-0-[0m
[32m[2024-05-28T08:03:30.086676Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PYmuL-\d+-): ok[0m
[2024-05-28T08:03:30.086769Z] [debug] [pid:107057] tests/containers/volumes.pm:86 called testapi::assert_script_run
[2024-05-28T08:03:30.086851Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume \$PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:30.086926Z] [debug] [pid:107057] tests/containers/volumes.pm:86 called testapi::assert_script_run
[2024-05-28T08:03:30.087021Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:30.087332Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="aumNgQNw", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:30.087404Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171153000337654 seconds: # [0m
[32m[2024-05-28T08:03:30.087621Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:30.087855Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YcHYfabh", text="docker run --rm --volume \$PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:30.088187Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo VsNQk-\$?-", json_cmd_token="dzmdkaAI", cmd="backend_type_string")
[2024-05-28T08:03:30.088348Z] [debug] [pid:107057] tests/containers/volumes.pm:86 called testapi::assert_script_run
[2024-05-28T08:03:30.088516Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --volume \$PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file; echo VsNQk-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=215, timeout=90)
[2024-05-28T08:03:30.088897Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qjlwBhrg", buffer_size=215, pattern=[
    "docker run --rm --volume \$PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file; echo VsNQk-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker run --rm --volume \$PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file; echo VsNQk-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:30.088989Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194202999409754 seconds: docker run --rm --volume $PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file; echo VsNQk-$?-[0m
[32m[2024-05-28T08:03:30.089222Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume $PWD/test_dir:/test_dir:Z test_image touch /test_dir/test_file; echo VsNQk-$?-: ok[0m
[2024-05-28T08:03:30.089453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="cmwwlaiU", cmd="backend_type_string")
[2024-05-28T08:03:30.089617Z] [debug] [pid:107057] tests/containers/volumes.pm:86 called testapi::assert_script_run
[2024-05-28T08:03:30.089730Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/VsNQk-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:03:30.090043Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:VsNQk-\\d+-)", buffer_size=undef, json_cmd_token="LUoupobX", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:VsNQk-\\d+-)")
[33m[2024-05-28T08:03:31.113919Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.02387867399921 seconds: VsNQk-0-[0m
[32m[2024-05-28T08:03:31.114601Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:VsNQk-\d+-): ok[0m
[2024-05-28T08:03:31.114810Z] [debug] [pid:107057] tests/containers/volumes.pm:87 called testapi::assert_script_run
[2024-05-28T08:03:31.114934Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:31.115045Z] [debug] [pid:107057] tests/containers/volumes.pm:87 called testapi::assert_script_run
[2024-05-28T08:03:31.115172Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:03:31.115778Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UvByepCU", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:31.115888Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265293998381821 seconds: # [0m
[32m[2024-05-28T08:03:31.116210Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:31.116535Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="SOqmuHTS", cmd="backend_type_string")
[2024-05-28T08:03:31.116949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="ubqhPgYU")
[2024-05-28T08:03:31.117153Z] [debug] [pid:107057] tests/containers/volumes.pm:87 called testapi::assert_script_run
[2024-05-28T08:03:31.117291Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:03:31.117675Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="NoZGEznn", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ])
[33m[2024-05-28T08:03:31.117773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212384000406018 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:31.118069Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:31.118356Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zgWkofnA", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:31.118567Z] [debug] [pid:107057] tests/containers/volumes.pm:87 called testapi::assert_script_run
[2024-05-28T08:03:31.118705Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/om52N-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:03:31.119075Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="NzLgvpZE", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:31.119179Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002061440009129 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:31.119462Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:31.119597Z] [debug] [pid:107057] tests/containers/volumes.pm:89 called testapi::assert_script_run
[2024-05-28T08:03:31.119718Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="rm test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:31.119839Z] [debug] [pid:107057] tests/containers/volumes.pm:89 called testapi::assert_script_run
[2024-05-28T08:03:31.119992Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:31.121233Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="noPnAurw", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:31.121430Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000490738999360474 seconds: # [0m
[32m[2024-05-28T08:03:31.122211Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:31.123040Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="rm test_dir/test_file", json_cmd_token="aAkBSpRx", cmd="backend_type_string")
[2024-05-28T08:03:31.123971Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AzuExBrf", text="; echo PYmuL-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:31.124421Z] [debug] [pid:107057] tests/containers/volumes.pm:89 called testapi::assert_script_run
[2024-05-28T08:03:31.124634Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm test_dir/test_file; echo PYmuL-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=149, timeout=90)
[2024-05-28T08:03:31.125392Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="rm test_dir/test_file; echo PYmuL-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "rm test_dir/test_file; echo PYmuL-\$?-"
  ], buffer_size=149, json_cmd_token="DUAoTHvA")
[33m[2024-05-28T08:03:31.125588Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00042220700015605 seconds: rm test_dir/test_file; echo PYmuL-$?-[0m
[32m[2024-05-28T08:03:31.126019Z] [debug] [pid:107057] >>> testapi::wait_serial: rm test_dir/test_file; echo PYmuL-$?-: ok[0m
[2024-05-28T08:03:31.126577Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="MtXeqVzl")
[2024-05-28T08:03:31.126935Z] [debug] [pid:107057] tests/containers/volumes.pm:89 called testapi::assert_script_run
[2024-05-28T08:03:31.127129Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PYmuL-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:31.127852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:PYmuL-\\d+-)", buffer_size=undef, json_cmd_token="ToJmLYhW", no_regex=0, record_output=undef, regexp="(?^u:PYmuL-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:31.128876Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00125425099940912 seconds: PYmuL-0-[0m
[32m[2024-05-28T08:03:31.129185Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PYmuL-\d+-): ok[0m
[2024-05-28T08:03:31.129315Z] [debug] [pid:107057] tests/containers/volumes.pm:92 called testapi::assert_script_run
[2024-05-28T08:03:31.129422Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:31.129524Z] [debug] [pid:107057] tests/containers/volumes.pm:92 called testapi::assert_script_run
[2024-05-28T08:03:31.129644Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:31.130044Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZDHTQubY")
[33m[2024-05-28T08:03:31.130132Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199203001102433 seconds: # [0m
[32m[2024-05-28T08:03:31.130381Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:31.131317Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file", json_cmd_token="DlLcYJKz", cmd="backend_type_string")
[2024-05-28T08:03:31.132344Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo txwRi-\$?-", json_cmd_token="bVJFXBwZ", cmd="backend_type_string")
[2024-05-28T08:03:31.132789Z] [debug] [pid:107057] tests/containers/volumes.pm:92 called testapi::assert_script_run
[2024-05-28T08:03:31.133059Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=241, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file; echo txwRi-\$?-")
[2024-05-28T08:03:31.133698Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file; echo txwRi-\$?-"
  ], buffer_size=241, json_cmd_token="OYsktPhE", no_regex=1, record_output=undef, regexp="docker run --rm --mount type=bind,source=\$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file; echo txwRi-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:31.133885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000365775998943718 seconds: docker run --rm --mount type=bind,source=$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file; echo txwRi-$?-[0m
[32m[2024-05-28T08:03:31.134434Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=bind,source=$PWD/test_dir,destination=/test_dir test_image touch /test_dir/test_file; echo txwRi-$?-: ok[0m
[2024-05-28T08:03:31.134860Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HGLrkGtU")
[2024-05-28T08:03:31.135178Z] [debug] [pid:107057] tests/containers/volumes.pm:92 called testapi::assert_script_run
[2024-05-28T08:03:31.135397Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/txwRi-\d+-/u)
[2024-05-28T08:03:31.135916Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="iCljgjqJ", buffer_size=undef, pattern="(?^u:txwRi-\\d+-)", regexp="(?^u:txwRi-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:32.112091Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.976233013998353 seconds: txwRi-0-[0m
[32m[2024-05-28T08:03:32.112775Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:txwRi-\d+-): ok[0m
[2024-05-28T08:03:32.112957Z] [debug] [pid:107057] tests/containers/volumes.pm:93 called testapi::assert_script_run
[2024-05-28T08:03:32.113073Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:32.113182Z] [debug] [pid:107057] tests/containers/volumes.pm:93 called testapi::assert_script_run
[2024-05-28T08:03:32.113307Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.113858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dUlDWqcv", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:32.113966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260765000348329 seconds: # [0m
[32m[2024-05-28T08:03:32.114251Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.114555Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="DziZnXDl")
[2024-05-28T08:03:32.114952Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", json_cmd_token="XkKScEpP", cmd="backend_type_string")
[2024-05-28T08:03:32.115149Z] [debug] [pid:107057] tests/containers/volumes.pm:93 called testapi::assert_script_run
[2024-05-28T08:03:32.115294Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:03:32.115678Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="eYNUdIMC")
[33m[2024-05-28T08:03:32.115770Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204194000616553 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:32.116062Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:32.116447Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="lxjiBsgZ")
[2024-05-28T08:03:32.116651Z] [debug] [pid:107057] tests/containers/volumes.pm:93 called testapi::assert_script_run
[2024-05-28T08:03:32.116789Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:03:32.117149Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="MozxPnYP", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:32.117253Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203192999833846 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:32.117527Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:32.117636Z] [debug] [pid:107057] tests/containers/volumes.pm:96 called testapi::assert_script_run
[2024-05-28T08:03:32.117735Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:32.117826Z] [debug] [pid:107057] tests/containers/volumes.pm:96 called testapi::assert_script_run
[2024-05-28T08:03:32.117944Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:32.118304Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IXeAKVRC")
[33m[2024-05-28T08:03:32.118376Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180003999048495 seconds: # [0m
[32m[2024-05-28T08:03:32.118685Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.118958Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", cmd="backend_type_string", json_cmd_token="eUTMpzPN")
[2024-05-28T08:03:32.119316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xsybylXA", text="; echo 0Z~Hp-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:32.119503Z] [debug] [pid:107057] tests/containers/volumes.pm:96 called testapi::assert_script_run
[2024-05-28T08:03:32.119639Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:32.119997Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], buffer_size=160, json_cmd_token="DGJPRnAO", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[33m[2024-05-28T08:03:32.120097Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208082999961334 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:32.120361Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:32.120626Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="KGsvzrjF")
[2024-05-28T08:03:32.120822Z] [debug] [pid:107057] tests/containers/volumes.pm:96 called testapi::assert_script_run
[2024-05-28T08:03:32.120960Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/0Z~Hp-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:32.121310Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tocwLCVH", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:0Z~Hp-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:32.136656Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0154434659998515 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:32.136951Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:32.137061Z] [debug] [pid:107057] tests/containers/volumes.pm:97 called testapi::assert_script_run
[2024-05-28T08:03:32.137163Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume ls --format '{{.Name}}' | grep -Fx test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:32.137262Z] [debug] [pid:107057] tests/containers/volumes.pm:97 called testapi::assert_script_run
[2024-05-28T08:03:32.137383Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.137726Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ChCTDPQx")
[33m[2024-05-28T08:03:32.137802Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017038300029526 seconds: # [0m
[32m[2024-05-28T08:03:32.138058Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.138315Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume ls --format '{{.Name}}' | grep -Fx test_volume", cmd="backend_type_string", json_cmd_token="hpXUrhOZ")
[2024-05-28T08:03:32.138644Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo idLge-\$?-", cmd="backend_type_string", json_cmd_token="MQhQhVLS")
[2024-05-28T08:03:32.138821Z] [debug] [pid:107057] tests/containers/volumes.pm:97 called testapi::assert_script_run
[2024-05-28T08:03:32.138960Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=188, regexp="docker volume ls --format '{{.Name}}' | grep -Fx test_volume; echo idLge-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:32.139284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="EcFpBeLp", buffer_size=188, pattern=[
    "docker volume ls --format '{{.Name}}' | grep -Fx test_volume; echo idLge-\$?-"
  ], regexp="docker volume ls --format '{{.Name}}' | grep -Fx test_volume; echo idLge-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:32.139358Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166012998306542 seconds: docker volume ls --format '{{.Name}}' | grep -Fx test_volume; echo idLge-$?-[0m
[32m[2024-05-28T08:03:32.139614Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume ls --format '{{.Name}}' | grep -Fx test_volume; echo idLge-$?-: ok[0m
[2024-05-28T08:03:32.139855Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LVJqcKaY", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:32.140048Z] [debug] [pid:107057] tests/containers/volumes.pm:97 called testapi::assert_script_run
[2024-05-28T08:03:32.140188Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/idLge-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.140506Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:idLge-\\d+-)", buffer_size=undef, json_cmd_token="lExyLdnS", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:idLge-\\d+-)")
[33m[2024-05-28T08:03:32.151996Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0115419390003808 seconds: idLge-0-[0m
[32m[2024-05-28T08:03:32.152334Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:idLge-\d+-): ok[0m
[2024-05-28T08:03:32.152439Z] [debug] [pid:107057] tests/containers/volumes.pm:98 called testapi::assert_script_run
[2024-05-28T08:03:32.152534Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:32.152617Z] [debug] [pid:107057] tests/containers/volumes.pm:98 called testapi::assert_script_run
[2024-05-28T08:03:32.152722Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:32.153127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mHHuXxfs", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:32.153221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216252999962308 seconds: # [0m
[32m[2024-05-28T08:03:32.153470Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.153750Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume", json_cmd_token="AwcScjwm")
[2024-05-28T08:03:32.154132Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo sxCQb-\$?-", cmd="backend_type_string", json_cmd_token="vRFzPaOU")
[2024-05-28T08:03:32.154354Z] [debug] [pid:107057] tests/containers/volumes.pm:98 called testapi::assert_script_run
[2024-05-28T08:03:32.154489Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume; echo sxCQb-\$?-", buffer_size=205, timeout=90)
[2024-05-28T08:03:32.154856Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume; echo sxCQb-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume; echo sxCQb-\$?-"
  ], buffer_size=205, json_cmd_token="etSEvpTc")
[33m[2024-05-28T08:03:32.154949Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204853000468574 seconds: docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume; echo sxCQb-$?-[0m
[32m[2024-05-28T08:03:32.155202Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume inspect --format '{{.Name}}' test_volume | grep -Fx test_volume; echo sxCQb-$?-: ok[0m
[2024-05-28T08:03:32.155464Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="PwDJwhrk", cmd="backend_type_string")
[2024-05-28T08:03:32.155689Z] [debug] [pid:107057] tests/containers/volumes.pm:98 called testapi::assert_script_run
[2024-05-28T08:03:32.155877Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/sxCQb-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.156255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="kyXPikHY", buffer_size=undef, pattern="(?^u:sxCQb-\\d+-)", regexp="(?^u:sxCQb-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:32.167279Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0111138609991031 seconds: sxCQb-0-[0m
[32m[2024-05-28T08:03:32.167570Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:sxCQb-\d+-): ok[0m
[2024-05-28T08:03:32.167697Z] [debug] [pid:107057] tests/containers/volumes.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:32.167796Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:32.167881Z] [debug] [pid:107057] tests/containers/volumes.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:32.167986Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:32.168367Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="vuYNoLRj", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:32.168464Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201834000108647 seconds: # [0m
[32m[2024-05-28T08:03:32.168714Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.169001Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", cmd="backend_type_string", json_cmd_token="dQUXdPcy")
[2024-05-28T08:03:32.169381Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rrvQEwEq", text="; echo cfnv4-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:32.169581Z] [debug] [pid:107057] tests/containers/volumes.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:32.169710Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=156, regexp="docker volume rm test_volume; echo cfnv4-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:32.170067Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker volume rm test_volume; echo cfnv4-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], buffer_size=156, json_cmd_token="fAssxYaO")
[33m[2024-05-28T08:03:32.170154Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196594000954065 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:32.170406Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:32.170666Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="cctmByHA")
[2024-05-28T08:03:32.170893Z] [debug] [pid:107057] tests/containers/volumes.pm:111 called testapi::assert_script_run
[2024-05-28T08:03:32.171084Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/cfnv4-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.171452Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="lgBJYEdL")
[33m[2024-05-28T08:03:32.181800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0104384400001436 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:32.182110Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:32.182214Z] [debug] [pid:107057] tests/containers/volumes.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:32.182308Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:32.182391Z] [debug] [pid:107057] tests/containers/volumes.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:32.182495Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:32.182857Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="AIlqFltn", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:32.182942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191952998648048 seconds: # [0m
[32m[2024-05-28T08:03:32.183187Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.183453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tLRVbfdK", text="! docker volume inspect test_volume", cmd="backend_type_string")
[2024-05-28T08:03:32.183839Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TO6sl-\$?-", json_cmd_token="YZlzFYvo", cmd="backend_type_string")
[2024-05-28T08:03:32.184054Z] [debug] [pid:107057] tests/containers/volumes.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:32.184182Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:32.184540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="CNfMkDPU")
[33m[2024-05-28T08:03:32.184629Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197042998479446 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:32.184875Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:32.185136Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OAIsthqh", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:32.185364Z] [debug] [pid:107057] tests/containers/volumes.pm:112 called testapi::assert_script_run
[2024-05-28T08:03:32.185547Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:03:32.185914Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lNPXcTmD", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:TO6sl-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:32.195036Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00921180799923604 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:32.195327Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:32.195431Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:32.195523Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:32.195604Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:32.195710Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:32.196068Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="NeXRkIVI", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:32.196154Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198513000214007 seconds: # [0m
[32m[2024-05-28T08:03:32.196400Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.196660Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", cmd="backend_type_string", json_cmd_token="ALdNVaHO")
[2024-05-28T08:03:32.197039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", json_cmd_token="SYFVoogC", cmd="backend_type_string")
[2024-05-28T08:03:32.197245Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:32.197372Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=160, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[2024-05-28T08:03:32.197732Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ysOyXgTi", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:32.197818Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191802999324864 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:32.198066Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:32.198325Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lbneSiOk", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:32.198551Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:32.198737Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/0Z~Hp-\d+-/u)
[2024-05-28T08:03:32.199099Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YDKOrLhv", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)", regexp="(?^u:0Z~Hp-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:32.209354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0103497789987159 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:32.209661Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:32.209766Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:32.209861Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:32.209944Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:32.210047Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:03:32.210382Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TwduQUyq")
[33m[2024-05-28T08:03:32.210457Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016798300021037 seconds: # [0m
[32m[2024-05-28T08:03:32.210695Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:32.210956Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", json_cmd_token="oeMBtWnL")
[2024-05-28T08:03:32.211339Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ~zmdf-\$?-", json_cmd_token="EFGKbSTy")
[2024-05-28T08:03:32.211551Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:32.211679Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=211)
[2024-05-28T08:03:32.212050Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], buffer_size=211, json_cmd_token="whufXOAl", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-")
[33m[2024-05-28T08:03:32.212155Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223173999984283 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:32.212434Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:32.212705Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LOEoADSD", cmd="backend_type_string")
[2024-05-28T08:03:32.212939Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:32.213133Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/~zmdf-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:32.213514Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UgtoIudo", buffer_size=undef, pattern="(?^u:~zmdf-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:~zmdf-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:33.215632Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.0021393499992 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:33.216256Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:33.216423Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:33.216527Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:33.216623Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:33.216732Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T08:03:33.217271Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="hiWvfsdd", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:33.217377Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000258203999692341 seconds: # [0m
[32m[2024-05-28T08:03:33.217652Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:33.217970Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="QjUrvMRk")
[2024-05-28T08:03:33.218450Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="oDThMCsG")
[2024-05-28T08:03:33.218674Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:33.218841Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f test_dir/test_file; echo om52N-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=154)
[2024-05-28T08:03:33.219223Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="test -f test_dir/test_file; echo om52N-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="AYIlrRzz", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ])
[33m[2024-05-28T08:03:33.219314Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202014000024064 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:33.219598Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:33.219868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fpmwbfTT")
[2024-05-28T08:03:33.220082Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:33.220228Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/om52N-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:33.220608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="sQntCQCX", no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:33.220712Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201983999431832 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:33.220980Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:33.221096Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:33.221202Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:33.221297Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:33.221416Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:33.221782Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="NZlHNoCZ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:33.221852Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179053000465501 seconds: # [0m
[32m[2024-05-28T08:03:33.222106Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:33.222379Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string", json_cmd_token="AxbWRsPn")
[2024-05-28T08:03:33.222774Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LFMOSLPG", text="; echo PX65F-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:33.222981Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:33.223122Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=241, timeout=90, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:33.223492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="kFHwlkiG", buffer_size=241, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ])
[33m[2024-05-28T08:03:33.223593Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000210452999453992 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:33.223905Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:33.224182Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XWRbEiil")
[2024-05-28T08:03:33.224398Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:33.224538Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PX65F-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:33.224947Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:PX65F-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="uxeWwRQP", buffer_size=undef, pattern="(?^u:PX65F-\\d+-)")
[33m[2024-05-28T08:03:34.252024Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.02707437900062 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:34.252721Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:34.252910Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:34.253032Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:34.253141Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:34.253265Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:34.253858Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="CQSCkGzI", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:34.253975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278164998235297 seconds: # [0m
[32m[2024-05-28T08:03:34.254267Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:34.254700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eGNxkzvH", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:34.255256Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EPeEmKUf", text="; echo 96mw5-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:34.255509Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:34.255657Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-")
[2024-05-28T08:03:34.256155Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], buffer_size=213, json_cmd_token="tdTeshDI", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-")
[33m[2024-05-28T08:03:34.256268Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266164001004654 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:34.256559Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:34.256911Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lPBjouuf", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:34.257117Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:34.257230Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/96mw5-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:34.257713Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:96mw5-\\d+-)", buffer_size=undef, json_cmd_token="FnpjSlQG", record_output=undef, no_regex=0, regexp="(?^u:96mw5-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:35.230717Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.973055129001295 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:35.231345Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:35.231518Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:35.231635Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:35.231741Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:35.231865Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:35.232446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ztIwMGeD", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:35.232558Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002701840003283 seconds: # [0m
[32m[2024-05-28T08:03:35.232854Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:35.233211Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="DxFkgUYZ", cmd="backend_type_string")
[2024-05-28T08:03:35.233726Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ffFBdptd", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:35.233959Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:35.234095Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, buffer_size=154)
[2024-05-28T08:03:35.234555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="NRXJXBuN")
[33m[2024-05-28T08:03:35.234672Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245823999648564 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:35.234957Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:35.235309Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="gGHxyDxL")
[2024-05-28T08:03:35.235561Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:35.235697Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:35.236161Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JadXZuLT", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:03:35.236286Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250544000664377 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:35.236564Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:35.236673Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:35.236776Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:35.236876Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:35.236993Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:35.237416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HoycVJVs", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:35.237504Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000213002998862066 seconds: # [0m
[32m[2024-05-28T08:03:35.237769Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:35.238121Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="UWtHlXYA", cmd="backend_type_string")
[2024-05-28T08:03:35.238617Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", json_cmd_token="GozBnIHW", cmd="backend_type_string")
[2024-05-28T08:03:35.238839Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:35.238979Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", timeout=90, buffer_size=249)
[2024-05-28T08:03:35.239429Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="MuomHffT", buffer_size=249, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:35.239550Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000251584000579896 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:35.239813Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:35.240095Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="APOUtycq", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:35.240320Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:35.240466Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/TvQhe-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:35.240880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:TvQhe-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="bJOgfmDU", buffer_size=undef, pattern="(?^u:TvQhe-\\d+-)")
[33m[2024-05-28T08:03:36.260706Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 1.01985308400072 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:36.261316Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:36.261490Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:36.261608Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:36.261715Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:36.261838Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:36.262364Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rBURZIdY", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:36.262462Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243964999754098 seconds: # [0m
[32m[2024-05-28T08:03:36.262744Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:36.263045Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume rm test_volume", json_cmd_token="SOhThoiI")
[2024-05-28T08:03:36.263570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wLsZyAec", text="; echo cfnv4-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:36.263793Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:36.263945Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker volume rm test_volume; echo cfnv4-\$?-", timeout=90, buffer_size=156)
[2024-05-28T08:03:36.264371Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CHATdzyU", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ])
[33m[2024-05-28T08:03:36.264475Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224063998757629 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:36.264751Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:36.265039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ZzKCLenX", cmd="backend_type_string")
[2024-05-28T08:03:36.265253Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:36.265400Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cfnv4-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:36.265782Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="iYhrSnIX", buffer_size=undef, pattern="(?^u:cfnv4-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:cfnv4-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:03:36.277265Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0115683889998763 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:36.277574Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:36.277683Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:36.277780Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:36.277872Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:36.277990Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:36.278376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="VXpUdbaI", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:36.278466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206062999495771 seconds: # [0m
[32m[2024-05-28T08:03:36.278733Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:36.279011Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", cmd="backend_type_string", json_cmd_token="pPippbnz")
[2024-05-28T08:03:36.279397Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dJwwyLJJ", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:36.279588Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:36.279721Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", buffer_size=163, timeout=90)
[2024-05-28T08:03:36.280119Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="bPVsUNul")
[33m[2024-05-28T08:03:36.280216Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229823999688961 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:36.280478Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:36.280746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="yqgWUcEm")
[2024-05-28T08:03:36.280947Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:36.281080Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:03:36.281441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:TO6sl-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:TO6sl-\\d+-)", buffer_size=undef, json_cmd_token="gYPdZVAU")
[33m[2024-05-28T08:03:36.291042Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00967872600085684 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:36.291339Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:36.291445Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:36.291541Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:36.291638Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:36.291757Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:36.292138Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="hwdexpfD", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:36.292230Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212803000977146 seconds: # [0m
[32m[2024-05-28T08:03:36.292493Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:36.292766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume create test_volume", json_cmd_token="engqwSyd")
[2024-05-28T08:03:36.293149Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", cmd="backend_type_string", json_cmd_token="WcnazKmz")
[2024-05-28T08:03:36.293337Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:36.293466Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=160)
[2024-05-28T08:03:36.293838Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], buffer_size=160, json_cmd_token="AqCcNaIx", no_regex=1, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:36.293928Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203883000722271 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:36.294181Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:36.294443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kiyXYzlU")
[2024-05-28T08:03:36.294641Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:36.294776Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:36.295136Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0Z~Hp-\\d+-)", pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="NelpxfKj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:36.306818Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0117396120003832 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:36.307338Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:36.307490Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:36.307629Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:36.307756Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:36.307918Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:36.308526Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="lsABQKDn", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:36.308670Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293184999463847 seconds: # [0m
[32m[2024-05-28T08:03:36.309063Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:36.309482Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", json_cmd_token="cztkVHrF", cmd="backend_type_string")
[2024-05-28T08:03:36.310161Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ~zmdf-\$?-", json_cmd_token="UEXUUbfa")
[2024-05-28T08:03:36.310516Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:36.310707Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=211, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-")
[2024-05-28T08:03:36.311295Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], buffer_size=211, json_cmd_token="DZivvigb")
[33m[2024-05-28T08:03:36.311427Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000291365000521182 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:36.311835Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:36.312274Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bjRhVFLQ", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:36.312620Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:36.312809Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/~zmdf-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:36.313332Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:~zmdf-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="SNtGNaSA", buffer_size=undef, pattern="(?^u:~zmdf-\\d+-)")
[33m[2024-05-28T08:03:37.332533Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.01920390400119 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:37.333240Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:37.333430Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:37.333552Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:37.333664Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:37.333795Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:37.334488Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="cYwFAiMy", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:37.334640Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00035171600029571 seconds: # [0m
[32m[2024-05-28T08:03:37.335041Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:37.335355Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UmrtCJHf", text="test -f test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:37.335762Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo om52N-\$?-", json_cmd_token="lghIelsN")
[2024-05-28T08:03:37.335959Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:37.336092Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:03:37.336476Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, json_cmd_token="GGdJJYrR", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:37.336570Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208913999813376 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:37.336812Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:37.337085Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="NfXJpouq")
[2024-05-28T08:03:37.337320Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:37.337433Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:03:37.337792Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="CfxwPGFP")
[33m[2024-05-28T08:03:37.337894Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202924000404892 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:37.338129Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:37.338220Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:37.338305Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:37.338381Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:37.338479Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:37.338836Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="bDvKmZwX", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:37.338907Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000178863001565333 seconds: # [0m
[32m[2024-05-28T08:03:37.339141Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:37.339411Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YGihuOTo", text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:37.339777Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="asExPUcn", text="; echo PX65F-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:37.339946Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:37.340070Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=241)
[2024-05-28T08:03:37.340439Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="PCsMwWPf", buffer_size=241, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:37.340541Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000215013000342879 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:37.340780Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:37.341037Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="SWMwHjDW", cmd="backend_type_string")
[2024-05-28T08:03:37.341227Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:37.341337Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PX65F-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:37.341684Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="kEBxUZqc", no_regex=0, record_output=undef, regexp="(?^u:PX65F-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:38.302717Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.961047382999823 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:38.303402Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:38.303589Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:38.303736Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:38.303854Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:38.303994Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T08:03:38.304628Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OJKsFGOV", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:38.304742Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271515000349609 seconds: # [0m
[32m[2024-05-28T08:03:38.305091Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:38.305470Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", cmd="backend_type_string", json_cmd_token="kIgVBCgH")
[2024-05-28T08:03:38.306011Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="bkVjXuuu", text="; echo 96mw5-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:38.306264Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:38.306406Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=213)
[2024-05-28T08:03:38.306861Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qVCiFyjg", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:38.306955Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217254000745015 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:38.307297Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:38.307648Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BrVqrNkk", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:38.307916Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:38.308061Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/96mw5-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:38.308496Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:96mw5-\\d+-)", buffer_size=undef, json_cmd_token="PCVcQLOL", record_output=undef, no_regex=0, regexp="(?^u:96mw5-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:39.341198Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.03270628599967 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:39.341913Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:39.342101Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:39.342217Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:39.342324Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:39.342447Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T08:03:39.343159Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kAIhEIph", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:39.343327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0003206549990864 seconds: # [0m
[32m[2024-05-28T08:03:39.343879Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:39.344498Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KEBliEeF", text="test -f test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:39.345345Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AQVxJJHx", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:39.345684Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:39.345842Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, regexp="test -f test_dir/test_file; echo om52N-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:39.346391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="sQdTIVlJ", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], regexp="test -f test_dir/test_file; echo om52N-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:39.346502Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250634000622085 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:39.346904Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:39.347453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="yXBQtVie", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:39.347892Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:39.348132Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:39.348664Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="NZMGyqsN", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:39.348790Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000252924999585957 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:39.349140Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:39.349264Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:39.349376Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:39.349474Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:39.349595Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:39.350069Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gxuRIRHU")
[33m[2024-05-28T08:03:39.350159Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000219453000681824 seconds: # [0m
[32m[2024-05-28T08:03:39.350454Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:39.350816Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OFgCnNvi", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:39.351319Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TvQhe-\$?-", json_cmd_token="rDEKFfHM")
[2024-05-28T08:03:39.351551Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:39.351684Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=249, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:39.352160Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="vyuWtOki")
[33m[2024-05-28T08:03:39.352285Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000279175001196563 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:39.352554Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:39.352894Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qiKLIOaV", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:39.353106Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:39.353221Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/TvQhe-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:39.353659Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ziZyVIfN", buffer_size=undef, pattern="(?^u:TvQhe-\\d+-)", regexp="(?^u:TvQhe-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:40.364336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.01072611800009 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:40.364984Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:40.365159Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:40.365275Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:40.365382Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:40.365508Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:40.366055Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="vGzFkIsP", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:40.366154Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000263383999481448 seconds: # [0m
[32m[2024-05-28T08:03:40.366475Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:40.366794Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", json_cmd_token="yPkYGCYA", cmd="backend_type_string")
[2024-05-28T08:03:40.367320Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo cfnv4-\$?-", json_cmd_token="UUwIVBou")
[2024-05-28T08:03:40.367567Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:40.367726Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker volume rm test_volume; echo cfnv4-\$?-", buffer_size=156, timeout=90)
[2024-05-28T08:03:40.368144Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], buffer_size=156, json_cmd_token="kVWHKznG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker volume rm test_volume; echo cfnv4-\$?-")
[33m[2024-05-28T08:03:40.368238Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214644000152475 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:40.368564Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:40.368849Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="NMEnACBf", cmd="backend_type_string")
[2024-05-28T08:03:40.369092Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:40.369249Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/cfnv4-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:40.369607Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UsUEttcA", buffer_size=undef, pattern="(?^u:cfnv4-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:cfnv4-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:40.383146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0136316050011374 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:40.383482Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:40.383608Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:40.383716Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:40.383814Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:40.383935Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:40.384326Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VkfhHeOe", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:40.384414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205264001124306 seconds: # [0m
[32m[2024-05-28T08:03:40.384735Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:40.385017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", cmd="backend_type_string", json_cmd_token="FoRkiWut")
[2024-05-28T08:03:40.385395Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TO6sl-\$?-", json_cmd_token="kFnCfKIR", cmd="backend_type_string")
[2024-05-28T08:03:40.385591Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:40.385736Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:40.386104Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ZiyBeLPD", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:40.386191Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194703001398011 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:40.386472Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:40.386746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fHyfHnZd")
[2024-05-28T08:03:40.386949Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:40.387086Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/TO6sl-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:40.387441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="oLuAqYrY", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", regexp="(?^u:TO6sl-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:40.397293Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00994372099921748 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:40.397584Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:40.397695Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:40.397795Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:40.397886Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:40.398001Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:40.398368Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gBrbgdIX", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:40.398451Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190082999324659 seconds: # [0m
[32m[2024-05-28T08:03:40.398713Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:40.398983Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", json_cmd_token="qJkmUMiv", cmd="backend_type_string")
[2024-05-28T08:03:40.399347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", cmd="backend_type_string", json_cmd_token="hgacFLAd")
[2024-05-28T08:03:40.399530Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:40.399662Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[2024-05-28T08:03:40.400029Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="HHqkHQOY", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:40.400119Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206544000320719 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:40.400382Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:40.400651Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="owQfObVX", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:40.400859Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:40.400991Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:40.401344Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0Z~Hp-\\d+-)", pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="JxvfpdnE", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:40.411964Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0107082249996893 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:40.412831Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:40.413088Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:40.413247Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:40.413392Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:40.413560Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:40.414468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ghbTPnsZ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:40.414664Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000441137999587227 seconds: # [0m
[32m[2024-05-28T08:03:40.415138Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:40.415662Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pJCeDmfG", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:40.416375Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ~zmdf-\$?-", json_cmd_token="iPFurvRU", cmd="backend_type_string")
[2024-05-28T08:03:40.416696Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:40.416908Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=211, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-")
[2024-05-28T08:03:40.417430Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], buffer_size=211, json_cmd_token="SxjnEVKU", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:40.417544Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247323998337379 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:40.417845Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:40.418181Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="VbezCqal")
[2024-05-28T08:03:40.418407Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:40.418560Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/~zmdf-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:40.418996Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:~zmdf-\\d+-)", pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="bEMOUlnz", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:41.392170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.973204141000679 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:41.392883Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:41.393067Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:41.393183Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:41.393292Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:41.393417Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:41.394020Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nVxVjUyD")
[33m[2024-05-28T08:03:41.394117Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026465399969311 seconds: # [0m
[32m[2024-05-28T08:03:41.394500Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:41.394866Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nwEYokZE", text="test -f test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:41.395417Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo om52N-\$?-", json_cmd_token="DaQfcMBq")
[2024-05-28T08:03:41.395718Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:41.395876Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, buffer_size=154)
[2024-05-28T08:03:41.396311Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="yFrnCSMO", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:41.396404Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175133000084315 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:41.396787Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:41.397113Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WneoAXwl", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:41.397331Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:41.397480Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:41.397831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="zOYPyTsK", buffer_size=undef, pattern="(?^u:om52N-\\d+-)")
[33m[2024-05-28T08:03:41.397922Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174603001141804 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:41.398209Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:41.398341Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:41.398452Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:41.398547Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:41.398668Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:41.399010Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FrjdXLEm", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:41.399074Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000154492998262867 seconds: # [0m
[32m[2024-05-28T08:03:41.399338Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:41.399597Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", json_cmd_token="wFkmvYCj")
[2024-05-28T08:03:41.399949Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PX65F-\$?-", cmd="backend_type_string", json_cmd_token="mjyRapUi")
[2024-05-28T08:03:41.400177Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:41.400337Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=241)
[2024-05-28T08:03:41.400843Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="LzTXkjUY", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:41.400983Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000331236000420176 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:41.401409Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:41.401785Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HgjLqjCg")
[2024-05-28T08:03:41.402051Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:41.402245Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PX65F-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:41.402700Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:PX65F-\\d+-)", pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="LvPqAEBJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:42.424091Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.02145485200163 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:42.424826Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:42.425011Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:42.425131Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:42.425240Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:42.425365Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:42.425954Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nxnNeQhc", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:42.426061Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268404999587801 seconds: # [0m
[32m[2024-05-28T08:03:42.426391Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:42.426761Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aFMHEmmY", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:42.427209Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AvSHubrD", text="; echo 96mw5-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:42.427454Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:42.427591Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:42.428040Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], buffer_size=213, json_cmd_token="RdRckozD", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-")
[33m[2024-05-28T08:03:42.428145Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241244000790175 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:42.428475Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:42.428816Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="xrufsUSa")
[2024-05-28T08:03:42.429068Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:42.429204Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/96mw5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:42.429613Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xSyMhEnT", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:03:43.387070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.957417499999792 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:43.388094Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:43.388369Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:43.388563Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:43.388742Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:43.388953Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:43.390009Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="USSUFdIt", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:43.390211Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000460938001197064 seconds: # [0m
[32m[2024-05-28T08:03:43.390548Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:43.390905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="YqCJLxKx")
[2024-05-28T08:03:43.391466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zIPTuveB", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:43.391725Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:43.391847Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f test_dir/test_file; echo om52N-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=154)
[2024-05-28T08:03:43.392276Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="lIKhQZuo", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:43.392362Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192404000699753 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:43.392678Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:43.393001Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EClIANJZ", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:43.393204Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:43.393315Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:03:43.393644Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="VUwbPsiM", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:43.393732Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016965299982985 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:43.393974Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:43.394068Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:43.394153Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:43.394240Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:43.394337Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:43.394663Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="edsUQZjd", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:03:43.394725Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000151491998622078 seconds: # [0m
[32m[2024-05-28T08:03:43.394960Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:43.395213Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="DsVIhfhQ", cmd="backend_type_string")
[2024-05-28T08:03:43.395547Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", cmd="backend_type_string", json_cmd_token="bGRWYGjh")
[2024-05-28T08:03:43.395716Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:43.395828Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=249, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-")
[2024-05-28T08:03:43.396163Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="xjCOCdtR")
[33m[2024-05-28T08:03:43.396256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000186104000022169 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:43.396498Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:43.396740Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="txWQOZbx")
[2024-05-28T08:03:43.396919Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:43.397029Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/TvQhe-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:43.397342Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:TvQhe-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="yRtCfFfN", buffer_size=undef, pattern="(?^u:TvQhe-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:44.413611Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.01621374199931 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:44.414619Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:44.414890Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:44.415088Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:44.415283Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:44.415501Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:44.416591Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="EZXBgvlz", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:44.416788Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00046401799954765 seconds: # [0m
[32m[2024-05-28T08:03:44.417429Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:44.418242Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", cmd="backend_type_string", json_cmd_token="xHqcypOV")
[2024-05-28T08:03:44.419481Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", json_cmd_token="oIJXEPuh", cmd="backend_type_string")
[2024-05-28T08:03:44.420079Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:44.420364Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker volume rm test_volume; echo cfnv4-\$?-", timeout=90, buffer_size=156)
[2024-05-28T08:03:44.421333Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], buffer_size=156, json_cmd_token="BpHArgfx", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker volume rm test_volume; echo cfnv4-\$?-")
[33m[2024-05-28T08:03:44.421532Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000440308000179357 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:44.422405Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:44.422741Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="fKDlRZph")
[2024-05-28T08:03:44.422957Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:44.423074Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/cfnv4-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:03:44.423403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:cfnv4-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="AuZrMdNw")
[33m[2024-05-28T08:03:44.436990Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0136524649988132 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:44.437329Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:44.437446Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:44.437548Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:44.437642Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:44.437760Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:44.438198Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sipjVIQd")
[33m[2024-05-28T08:03:44.438302Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213244000406121 seconds: # [0m
[32m[2024-05-28T08:03:44.438790Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:44.439309Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", cmd="backend_type_string", json_cmd_token="sDkxMwUI")
[2024-05-28T08:03:44.440062Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lCIlJgRw", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:44.440436Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:44.440626Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, buffer_size=163)
[2024-05-28T08:03:44.441255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="pUwNElki", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-")
[33m[2024-05-28T08:03:44.441354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000278465000519645 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:44.441607Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:44.441865Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="FjOIadlw")
[2024-05-28T08:03:44.442052Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:44.442180Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/TO6sl-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:44.442532Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="fyAGDMeO", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", regexp="(?^u:TO6sl-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:44.452315Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00984133899873996 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:44.452700Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:44.452820Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:44.452925Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:44.453019Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:44.453140Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:44.453609Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UnvFDHsx", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:44.453701Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206523000088055 seconds: # [0m
[32m[2024-05-28T08:03:44.454043Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:44.454410Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", cmd="backend_type_string", json_cmd_token="yGGLZVKd")
[2024-05-28T08:03:44.454887Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YLUJzAoh", text="; echo 0Z~Hp-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:44.455099Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:44.455233Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:44.455616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], buffer_size=160, json_cmd_token="MJmEbhza", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[33m[2024-05-28T08:03:44.455709Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201123999431729 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:44.456035Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:44.456439Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MbupVOYS", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:44.456698Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:44.456841Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/0Z~Hp-\d+-/u)
[2024-05-28T08:03:44.457315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:0Z~Hp-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="pNFMvLwA", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)")
[33m[2024-05-28T08:03:44.468678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0114665780001815 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:44.469011Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:44.469149Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:44.469255Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:44.469353Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:44.469502Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:44.470035Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DbonoRCf", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:44.470166Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229784000111977 seconds: # [0m
[32m[2024-05-28T08:03:44.470511Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:44.470896Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rKQuhaHr", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:44.471380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DDuTnTsB", text="; echo ~zmdf-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:44.471643Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:44.471859Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=211, timeout=90, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:03:44.472367Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], buffer_size=211, json_cmd_token="QfeORXvA", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:44.472476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283974000922171 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:44.472839Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:44.473204Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="HUqWZdjk", cmd="backend_type_string")
[2024-05-28T08:03:44.473432Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:44.473572Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/~zmdf-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:44.473952Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="ZsnRmLdC", record_output=undef, no_regex=0, regexp="(?^u:~zmdf-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:45.470872Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.996943269999974 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:45.471553Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:45.471730Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:45.471845Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:45.471953Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:45.472090Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:45.472718Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="KtBaKgok", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:45.472833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271375000011176 seconds: # [0m
[32m[2024-05-28T08:03:45.473170Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:45.473528Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="JLpOYwEi")
[2024-05-28T08:03:45.473980Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xDwoyCDm", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:45.474230Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:45.474365Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-", buffer_size=154, timeout=90)
[2024-05-28T08:03:45.474807Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="arsOOppV", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:45.474900Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206673999855411 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:45.475221Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:45.475555Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="EIXFINAv", cmd="backend_type_string")
[2024-05-28T08:03:45.475811Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:45.475947Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/om52N-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:45.476365Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="GeNIHFsn", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:45.476473Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208053999813274 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:45.476778Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:45.476891Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:45.476992Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:45.477086Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:45.477203Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:45.477571Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DwqDRWxm", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:45.477646Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000186363000466372 seconds: # [0m
[32m[2024-05-28T08:03:45.477910Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:45.478185Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", json_cmd_token="zrYAIvUb", cmd="backend_type_string")
[2024-05-28T08:03:45.478542Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo PX65F-\$?-", json_cmd_token="aFMLsqrd")
[2024-05-28T08:03:45.478727Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:45.478862Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=241, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-")
[2024-05-28T08:03:45.479237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="ELoyrZTa", no_regex=1, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:45.479332Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000215363999814144 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:45.479566Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:45.479800Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="tjHpInfd", cmd="backend_type_string")
[2024-05-28T08:03:45.479969Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:45.480088Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/PX65F-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:03:45.480385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="ojUoVhmq", no_regex=0, record_output=undef, regexp="(?^u:PX65F-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:46.441829Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.961385378001069 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:46.442760Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:46.443029Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:46.443229Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:46.443368Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:46.443493Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:46.444107Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="PbtiJmsq", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:46.444238Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000306894999084761 seconds: # [0m
[32m[2024-05-28T08:03:46.444564Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:46.444850Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", json_cmd_token="pzJeZZHR", cmd="backend_type_string")
[2024-05-28T08:03:46.445231Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 96mw5-\$?-", json_cmd_token="VTAHJPPr", cmd="backend_type_string")
[2024-05-28T08:03:46.445464Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:46.445626Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-")
[2024-05-28T08:03:46.445957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", no_regex=1, record_output=undef, json_cmd_token="sCGQZjeH", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:46.446046Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179402999492595 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:46.446365Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:46.446611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="fxwHVIUt", cmd="backend_type_string")
[2024-05-28T08:03:46.446805Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:46.446951Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/96mw5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:46.447263Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="SuTbXhfz", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:47.485641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.03837063300125 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:47.486344Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:47.486524Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:47.486640Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:47.486747Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:47.486872Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:03:47.488077Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="MxyXBluu", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:47.488339Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000671312000122271 seconds: # [0m
[32m[2024-05-28T08:03:47.488794Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:47.489396Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f test_dir/test_file", json_cmd_token="yJQblbmC")
[2024-05-28T08:03:47.490219Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="YJaZLASo", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:47.490573Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:47.490748Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f test_dir/test_file; echo om52N-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=154)
[2024-05-28T08:03:47.491482Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="vTLPiFud", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[33m[2024-05-28T08:03:47.491631Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000417757000832353 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:47.492083Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:47.492476Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="tltifytT")
[2024-05-28T08:03:47.492795Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:47.492993Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:03:47.493455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="vMKJbkJK", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:47.493563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206873000934138 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:47.493894Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:47.494011Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:47.494118Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:47.494213Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:47.494339Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:47.494791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HOiGUHbO", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:47.494862Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018227299915452 seconds: # [0m
[32m[2024-05-28T08:03:47.495144Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:47.495413Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eMjswiiA", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:47.495746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KHHgZOQl", text="; echo TvQhe-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:47.495909Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:47.496051Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=249, timeout=90)
[2024-05-28T08:03:47.496391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="njbmqMUa")
[33m[2024-05-28T08:03:47.496477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000176453000676702 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:47.496722Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:47.496959Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="nxgkDDUk")
[2024-05-28T08:03:47.497135Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:47.497249Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/TvQhe-\d+-/u)
[2024-05-28T08:03:47.497556Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:TvQhe-\\d+-)", buffer_size=undef, json_cmd_token="XFhkduBQ", no_regex=0, record_output=undef, regexp="(?^u:TvQhe-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:48.459862Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.962243432999458 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:48.460934Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:48.461221Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:48.461415Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:48.461591Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:48.461803Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:03:48.462851Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="QhAauzRN", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:48.463042Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00045076799870003 seconds: # [0m
[32m[2024-05-28T08:03:48.463737Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:48.464531Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", cmd="backend_type_string", json_cmd_token="zEcKzJRJ")
[2024-05-28T08:03:48.465689Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", cmd="backend_type_string", json_cmd_token="fMEyfcSo")
[2024-05-28T08:03:48.466255Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:48.466526Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=156)
[2024-05-28T08:03:48.467432Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="aUNvyxZR", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:48.467534Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000328326001181267 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:48.467940Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:48.468366Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="buBxlnfO")
[2024-05-28T08:03:48.468697Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:48.468864Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/cfnv4-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:48.469345Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="ZJeMONVl")
[33m[2024-05-28T08:03:48.486454Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0172006669999973 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:48.486862Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:48.486986Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:48.487094Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:48.487191Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:48.487312Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:48.487867Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="oyMrvjYf", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:48.488027Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249264001467964 seconds: # [0m
[32m[2024-05-28T08:03:48.488464Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:48.488956Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker volume inspect test_volume", json_cmd_token="KrnumYKS")
[2024-05-28T08:03:48.489551Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TO6sl-\$?-", json_cmd_token="lqiZIHHd")
[2024-05-28T08:03:48.489839Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:48.489988Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, buffer_size=163)
[2024-05-28T08:03:48.490471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="TSezicCr")
[33m[2024-05-28T08:03:48.490586Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000228244000027189 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:48.490970Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:48.491350Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XLvlXDna", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:48.491581Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:48.491722Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:03:48.492123Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:TO6sl-\\d+-)", pattern="(?^u:TO6sl-\\d+-)", buffer_size=undef, json_cmd_token="XiuKcBEC", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:48.501648Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.00960062500053027 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:48.502024Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:48.502139Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:48.502240Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:48.502333Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:48.502449Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:48.502957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="nNIdStPF", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:48.503061Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227974000154063 seconds: # [0m
[32m[2024-05-28T08:03:48.503406Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:48.503821Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", cmd="backend_type_string", json_cmd_token="rHIXAYWF")
[2024-05-28T08:03:48.504376Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", json_cmd_token="fdUwiTkE", cmd="backend_type_string")
[2024-05-28T08:03:48.504591Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:48.504731Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:03:48.505131Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], buffer_size=160, json_cmd_token="YHuqjmHZ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:48.505230Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218904000576003 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:48.505500Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:48.505779Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="XXWokYAL")
[2024-05-28T08:03:48.505980Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:48.506119Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:48.506479Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="fXrcsjon", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:0Z~Hp-\\d+-)")
[33m[2024-05-28T08:03:48.517577Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0111725820006541 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:48.517869Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:48.517962Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:48.518055Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:48.518142Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:48.518238Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:03:48.518671Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PVQXLxcz")
[33m[2024-05-28T08:03:48.518776Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229803999900469 seconds: # [0m
[32m[2024-05-28T08:03:48.519058Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:48.519401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string", json_cmd_token="IupjScvQ")
[2024-05-28T08:03:48.519796Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ~zmdf-\$?-", cmd="backend_type_string", json_cmd_token="XtLABQNf")
[2024-05-28T08:03:48.519996Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:48.520154Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, buffer_size=211)
[2024-05-28T08:03:48.520631Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="gggadIqE", buffer_size=211, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ])
[33m[2024-05-28T08:03:48.520753Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273165000180597 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:48.521055Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:48.521400Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QJYoYvuF", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:48.521619Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:48.521759Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/~zmdf-\d+-/u)
[2024-05-28T08:03:48.522201Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="BbhkYbAB", record_output=undef, no_regex=0, regexp="(?^u:~zmdf-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:49.545821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.02360789700106 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:49.546684Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:49.546864Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:49.546980Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:49.547101Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:49.547228Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:49.548212Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="jKQVfWlI", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:49.548410Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000487307999719633 seconds: # [0m
[32m[2024-05-28T08:03:49.549097Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:49.549836Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="SKoJubgC", cmd="backend_type_string")
[2024-05-28T08:03:49.550972Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="aUVErGnU")
[2024-05-28T08:03:49.551531Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:49.551804Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:49.552751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="vCrrZqeY", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[33m[2024-05-28T08:03:49.552944Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000418416999309557 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:49.553623Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:49.554327Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="qYEczWje")
[2024-05-28T08:03:49.554664Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:49.554813Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:49.555278Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="BjAgDJvV", record_output=undef, no_regex=0, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:49.555378Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194724001630675 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:49.555683Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:49.555780Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:49.555869Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:49.555947Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:49.556058Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:49.556463Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="alBZYrHA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:03:49.556543Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181193001481006 seconds: # [0m
[32m[2024-05-28T08:03:49.556787Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:49.557054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string", json_cmd_token="KeSqamKU")
[2024-05-28T08:03:49.557403Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PX65F-\$?-", json_cmd_token="HQxMfPHg", cmd="backend_type_string")
[2024-05-28T08:03:49.557579Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:49.557699Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=241, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-")
[2024-05-28T08:03:49.558028Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="qppXIxdN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:49.558118Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0001811229994928 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:49.558356Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:49.558595Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xBGgkMJL")
[2024-05-28T08:03:49.558772Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:49.558886Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/PX65F-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:49.559196Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:PX65F-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="oxLwXTcO", buffer_size=undef, pattern="(?^u:PX65F-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:50.505988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.9467799009999 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:50.506715Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:50.506920Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:50.507082Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:50.507213Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:50.507380Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:50.507971Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ddMgLRHP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:50.508105Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00029300499954843 seconds: # [0m
[32m[2024-05-28T08:03:50.508442Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:50.508803Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", json_cmd_token="ryIlGVYp")
[2024-05-28T08:03:50.509307Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 96mw5-\$?-", json_cmd_token="PEiPtUZh")
[2024-05-28T08:03:50.509594Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:50.509742Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=213)
[2024-05-28T08:03:50.510188Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", record_output=undef, no_regex=1, json_cmd_token="WWoTgaTC", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:50.511247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00117185999988578 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:50.511573Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:50.512016Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="BqCyIuWj")
[2024-05-28T08:03:50.512271Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:50.512410Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/96mw5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:50.512895Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="EFcUFoyj", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:51.528403Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.01549606499975 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:51.529291Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:51.529559Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:51.529760Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:51.529997Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:51.530270Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:03:51.531231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AiLbwSQI", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:51.531420Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000419787000282668 seconds: # [0m
[32m[2024-05-28T08:03:51.532192Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:51.532867Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f test_dir/test_file", json_cmd_token="IVNiOtUT")
[2024-05-28T08:03:51.533756Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="xVTdaODh")
[2024-05-28T08:03:51.534192Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:51.534434Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:03:51.535167Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IiHRIZMk", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:51.535320Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000330345999827841 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:51.535683Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:51.536032Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="UyHeQdrD")
[2024-05-28T08:03:51.536278Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:51.536393Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:03:51.536776Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="qUElXqcf", no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:51.536881Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206053000511019 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:51.537132Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:51.537227Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:51.537314Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:51.537390Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:51.537490Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:03:51.537809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="MPNcrYhF", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:51.537869Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000147442000525189 seconds: # [0m
[32m[2024-05-28T08:03:51.538110Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:51.538358Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="xHUEjKZm")
[2024-05-28T08:03:51.538664Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", cmd="backend_type_string", json_cmd_token="sdjWmaOJ")
[2024-05-28T08:03:51.538820Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:51.538938Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=249, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-")
[2024-05-28T08:03:51.539245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="hdbvAPCM", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:51.539329Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000175962999492185 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:51.539566Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:51.539791Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ISPfEDRY")
[2024-05-28T08:03:51.539961Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:51.540082Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/TvQhe-\d+-/u)
[2024-05-28T08:03:51.540378Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:TvQhe-\\d+-)", buffer_size=undef, json_cmd_token="LesqtmAW", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:TvQhe-\\d+-)")
[33m[2024-05-28T08:03:52.541937Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.00150455400035 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:52.542914Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:52.543174Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:52.543357Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:52.543513Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:52.543683Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:52.544632Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="eqyKMaJD", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:52.544817Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000418716999774915 seconds: # [0m
[32m[2024-05-28T08:03:52.545474Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:52.546188Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", json_cmd_token="JyEqtLnO", cmd="backend_type_string")
[2024-05-28T08:03:52.547139Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", cmd="backend_type_string", json_cmd_token="shEouvYR")
[2024-05-28T08:03:52.547572Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:52.547828Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=156, timeout=90, regexp="docker volume rm test_volume; echo cfnv4-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:03:52.548558Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, record_output=undef, json_cmd_token="vpNUANCo", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:52.548716Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000332705998516758 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:52.549263Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:52.549827Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ybHBDsQz")
[2024-05-28T08:03:52.550274Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:52.550512Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/cfnv4-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:52.550902Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="BRLvVNaz", record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:52.570112Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0192332119986531 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:52.570820Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:52.571034Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:52.571221Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:52.571388Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:52.571592Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:03:52.572509Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="qECDKzHV", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:52.572698Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000404417000027024 seconds: # [0m
[32m[2024-05-28T08:03:52.573324Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:52.573941Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker volume inspect test_volume", json_cmd_token="daAcxVid")
[2024-05-28T08:03:52.574734Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TO6sl-\$?-", json_cmd_token="OMzxqHCR", cmd="backend_type_string")
[2024-05-28T08:03:52.575119Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:52.575373Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:52.576180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GEmyArjZ", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:52.576373Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000433007999163237 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:52.576854Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:52.577373Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="rGJIGGJt")
[2024-05-28T08:03:52.577617Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:52.577733Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:03:52.578049Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="SyizJoHv", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", regexp="(?^u:TO6sl-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:52.587522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0094845229996281 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:52.587985Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:52.588170Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:52.588319Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:52.588460Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:52.588650Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:52.589298Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="yotLcpLd", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:52.589457Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000359116000254289 seconds: # [0m
[32m[2024-05-28T08:03:52.589906Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:52.590378Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hTiYumhr", text="docker volume create test_volume", cmd="backend_type_string")
[2024-05-28T08:03:52.591025Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wfNvLpKm", text="; echo 0Z~Hp-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:52.591353Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:52.591588Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:03:52.592329Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="PtKoKHiU", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:52.592509Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000371026000721031 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:52.593060Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:52.593634Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ZVQYyzOg")
[2024-05-28T08:03:52.594045Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:52.594271Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:52.594967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:0Z~Hp-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dSljGkfs", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)")
[33m[2024-05-28T08:03:52.605141Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.010350867998568 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:52.605490Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:52.605602Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:52.605704Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:52.605796Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:52.605911Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:52.606342Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xsqzAozp", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:52.606418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0001715519993013 seconds: # [0m
[32m[2024-05-28T08:03:52.606742Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:52.607077Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", json_cmd_token="EgxgYSUT")
[2024-05-28T08:03:52.607501Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dKjeicNB", text="; echo ~zmdf-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:52.607737Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:52.607886Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, buffer_size=211)
[2024-05-28T08:03:52.608293Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uELhlvNc", buffer_size=211, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:52.608370Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169042999914382 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:52.608679Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:52.608957Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vAnSqAEc", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:52.609150Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:52.609288Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/~zmdf-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:52.609608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="tiVUkhnv", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:~zmdf-\\d+-)")
[33m[2024-05-28T08:03:53.634740Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.0251199409995 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:53.635431Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:53.635614Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:53.635730Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:53.635838Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:53.635963Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:53.636570Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="yAeLdRrM", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:53.636678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00027404399952502 seconds: # [0m
[32m[2024-05-28T08:03:53.637016Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:53.637366Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SzgxDLnL", text="test -f test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:53.637797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EOhnzHbf", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:53.638034Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:53.638205Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f test_dir/test_file; echo om52N-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=154)
[2024-05-28T08:03:53.638601Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="DYseinRv", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:53.638691Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202532999537652 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:53.639011Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:53.639315Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="tkSBInLr")
[2024-05-28T08:03:53.639527Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:53.639683Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:03:53.640056Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="BuWYWReK", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:53.640163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000217504000829649 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:53.640443Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:53.640559Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:53.640665Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:53.640758Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:53.640882Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:53.641257Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vpcBTYvK", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:53.641329Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183692998689367 seconds: # [0m
[32m[2024-05-28T08:03:53.641592Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:53.641883Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string", json_cmd_token="qYfCThqq")
[2024-05-28T08:03:53.642250Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PX65F-\$?-", cmd="backend_type_string", json_cmd_token="eDRnGcIu")
[2024-05-28T08:03:53.642434Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:53.642577Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=241, timeout=90, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:53.642967Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LdxjovmJ", buffer_size=241, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:53.643069Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000214023999433266 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:53.643340Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:53.643612Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="dEliHSfK", cmd="backend_type_string")
[2024-05-28T08:03:53.643816Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:53.643961Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/PX65F-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:53.644298Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="XfOcmbaa", no_regex=0, record_output=undef, regexp="(?^u:PX65F-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:54.642739Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.998427980999622 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:54.643421Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:54.643615Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:54.643737Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:54.643848Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:54.643975Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:54.644655Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="vrGkkjoG", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:54.644773Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000296095000521746 seconds: # [0m
[32m[2024-05-28T08:03:54.645164Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:54.645572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QsKGeRoN", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:03:54.646066Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 96mw5-\$?-", json_cmd_token="VRpArJKC")
[2024-05-28T08:03:54.646280Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:54.646443Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=213, timeout=90)
[2024-05-28T08:03:54.646918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], buffer_size=213, json_cmd_token="uvghkFDs")
[33m[2024-05-28T08:03:54.647029Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242583999352064 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:54.647324Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:54.647617Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xWlRXmca", cmd="backend_type_string")
[2024-05-28T08:03:54.647826Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:54.647966Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/96mw5-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:54.648368Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="xRmTGcLg", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:55.674940Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.0265931569993 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:55.675588Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:55.675767Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:55.675888Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:55.676038Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:55.676209Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:55.676849Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ANmfzpLR", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:55.676967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274355001238291 seconds: # [0m
[32m[2024-05-28T08:03:55.677289Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:55.677611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="ngRalljS")
[2024-05-28T08:03:55.678038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="VqdHnNAP")
[2024-05-28T08:03:55.678240Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:55.678389Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:55.678828Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="JafJhgpq", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:55.678939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257395000517135 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:55.679252Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:55.679538Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="FfQWgSAP")
[2024-05-28T08:03:55.679734Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:55.679852Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/om52N-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:03:55.680218Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aQWtnlZY", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:03:55.680324Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020707399926323 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:55.680586Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:55.680681Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:55.680769Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:55.680847Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:55.680944Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:03:55.681321Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="VJYilepi", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:55.681399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000191963001270778 seconds: # [0m
[32m[2024-05-28T08:03:55.681635Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:55.681907Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="rfLEAQAn", cmd="backend_type_string")
[2024-05-28T08:03:55.682258Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", json_cmd_token="IYZIfouA", cmd="backend_type_string")
[2024-05-28T08:03:55.682441Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:55.682588Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=249, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:03:55.683175Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="TlgDpBYD")
[33m[2024-05-28T08:03:55.683312Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0003306460002932 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:55.683773Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:55.684136Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="qfemqiMv", text="\n", cmd="backend_type_string")
[2024-05-28T08:03:55.684421Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:55.684647Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/TvQhe-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:55.685013Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:TvQhe-\\d+-)", buffer_size=undef, json_cmd_token="vtbLMNdJ", no_regex=0, record_output=undef, regexp="(?^u:TvQhe-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:56.693424Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.00840984299975 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:03:56.694114Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:03:56.694340Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:56.694497Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:56.694645Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:56.694828Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:56.695362Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vFGLrgVO", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:03:56.695452Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234643999647233 seconds: # [0m
[32m[2024-05-28T08:03:56.695699Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:56.695963Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", cmd="backend_type_string", json_cmd_token="NYUIZfbd")
[2024-05-28T08:03:56.696316Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", json_cmd_token="DaBxsXPz", cmd="backend_type_string")
[2024-05-28T08:03:56.696480Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:56.696599Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker volume rm test_volume; echo cfnv4-\$?-", buffer_size=156, timeout=90)
[2024-05-28T08:03:56.696918Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="QWpgfSLG", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ])
[33m[2024-05-28T08:03:56.696997Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175213001057273 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:03:56.697223Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:03:56.697491Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MhkBBYDV")
[2024-05-28T08:03:56.697767Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:03:56.697920Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/cfnv4-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:03:56.698732Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="SUnAmKFH", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:56.709459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0109855989994685 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:03:56.710108Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:03:56.710281Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:56.710382Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:03:56.710487Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:56.710595Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:56.711101Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="cQnSpEIr", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:56.711200Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225133999265381 seconds: # [0m
[32m[2024-05-28T08:03:56.711472Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:56.711784Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", cmd="backend_type_string", json_cmd_token="UpvicjPd")
[2024-05-28T08:03:56.712216Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SITzmkyo", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:56.712442Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:56.712569Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-")
[2024-05-28T08:03:56.712968Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", no_regex=1, record_output=undef, json_cmd_token="suBnIKxi", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:56.713065Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224903998969239 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:03:56.713318Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:03:56.713591Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QiAMwoHv")
[2024-05-28T08:03:56.713826Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:03:56.714011Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:03:56.714396Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ygNCCdoG", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", regexp="(?^u:TO6sl-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:56.724354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0100516330003302 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:03:56.724659Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:03:56.724764Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:56.724855Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:56.724937Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:56.725039Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:56.725432Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="NqyemCyw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:03:56.725531Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222234000830213 seconds: # [0m
[32m[2024-05-28T08:03:56.725784Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:56.726061Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume create test_volume", json_cmd_token="SyHxbaXk")
[2024-05-28T08:03:56.726455Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", cmd="backend_type_string", json_cmd_token="dwwPkfIe")
[2024-05-28T08:03:56.726672Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:56.726801Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=160, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[2024-05-28T08:03:56.727169Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], buffer_size=160, json_cmd_token="IbCrCMEH", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[33m[2024-05-28T08:03:56.727257Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201413000468165 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:03:56.727502Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:03:56.727768Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="KQWReIpq", cmd="backend_type_string")
[2024-05-28T08:03:56.727996Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:03:56.728197Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:56.728588Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="NGuJJdEL", record_output=undef, no_regex=0, regexp="(?^u:0Z~Hp-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:56.738755Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0102680569998483 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:03:56.739053Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:03:56.739158Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:56.739252Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:56.739334Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:56.739439Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:56.739799Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SPwtDjfj", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:56.739886Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194242998986738 seconds: # [0m
[32m[2024-05-28T08:03:56.740141Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:56.740423Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", json_cmd_token="gsNMHgKf", cmd="backend_type_string")
[2024-05-28T08:03:56.740813Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ~zmdf-\$?-", cmd="backend_type_string", json_cmd_token="qOCoiKfV")
[2024-05-28T08:03:56.741032Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:56.741165Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, buffer_size=211)
[2024-05-28T08:03:56.741595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wszWMeTV", buffer_size=211, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:56.741709Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273255000138306 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:03:56.742044Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:03:56.742338Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="FHAYacrw")
[2024-05-28T08:03:56.742579Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:03:56.742763Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/~zmdf-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:03:56.743148Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:~zmdf-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="kcGNVnoW", buffer_size=undef, pattern="(?^u:~zmdf-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:57.754994Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.01185489300042 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:03:57.755691Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:03:57.755859Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:57.755964Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:03:57.756069Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:57.756182Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:57.756823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="HHOQWWfa", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:03:57.756938Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274485000772984 seconds: # [0m
[32m[2024-05-28T08:03:57.757277Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:57.757700Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f test_dir/test_file", json_cmd_token="xSlqBnJJ")
[2024-05-28T08:03:57.758334Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="LyDTVqsf")
[2024-05-28T08:03:57.758664Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:57.758826Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:03:57.759358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sGBCZLZo", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:57.759467Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236933999985922 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:57.759880Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:57.760325Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="ErPJGlAr")
[2024-05-28T08:03:57.760658Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:03:57.760834Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:03:57.761364Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="ydiIHhMn", record_output=undef, no_regex=0, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:57.761503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255353999818908 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:57.761852Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:57.761979Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:57.762089Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:57.762186Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:57.762306Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:03:57.762763Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="lezmSxss", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:57.762851Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000224173998503829 seconds: # [0m
[32m[2024-05-28T08:03:57.763188Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:57.763553Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string", json_cmd_token="EeHPnVHg")
[2024-05-28T08:03:57.764018Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DFGHbIGR", text="; echo PX65F-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:57.764261Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:57.764427Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=241, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-")
[2024-05-28T08:03:57.764840Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="iUtrhfHu")
[33m[2024-05-28T08:03:57.764942Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000213174000236904 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:03:57.765256Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:03:57.765526Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="rxlWZZsb")
[2024-05-28T08:03:57.765769Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:03:57.765925Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/PX65F-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:03:57.766257Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:PX65F-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="gaSOrfWS")
[33m[2024-05-28T08:03:58.728529Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.962263318000623 seconds: PX65F-0-[0m
[32m[2024-05-28T08:03:58.729259Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:03:58.729443Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:58.729563Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:03:58.729671Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:58.729796Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:03:58.730586Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yZaURZnz", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:03:58.730710Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000330685999870184 seconds: # [0m
[32m[2024-05-28T08:03:58.731046Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:58.731523Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", json_cmd_token="YUIbGejW")
[2024-05-28T08:03:58.732210Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 96mw5-\$?-", json_cmd_token="dJPiyMEc")
[2024-05-28T08:03:58.732542Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:58.732712Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=213)
[2024-05-28T08:03:58.733266Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], buffer_size=213, json_cmd_token="gByuDxIe")
[33m[2024-05-28T08:03:58.733380Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025256400112994 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:03:58.733774Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:03:58.734165Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="OwQLhmma")
[2024-05-28T08:03:58.734611Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:03:58.734805Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/96mw5-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:03:58.735384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:96mw5-\\d+-)", pattern="(?^u:96mw5-\\d+-)", buffer_size=undef, json_cmd_token="JiwOpgVH", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:03:59.726301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.99098227200011 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:03:59.727045Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:03:59.727227Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:59.727345Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:59.727454Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:59.727580Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:03:59.728237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="WOhLgAig", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:03:59.728352Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284375000774162 seconds: # [0m
[32m[2024-05-28T08:03:59.728756Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:59.729204Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="ICpQcRFA")
[2024-05-28T08:03:59.729861Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", cmd="backend_type_string", json_cmd_token="dLrjtfoh")
[2024-05-28T08:03:59.730184Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:59.730340Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:03:59.731018Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="aEvTRsmG")
[33m[2024-05-28T08:03:59.731128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000355766000211588 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:03:59.731526Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:03:59.731962Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="utUVRNts")
[2024-05-28T08:03:59.732277Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:03:59.732436Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:03:59.732948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="FRmmtBgj", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:03:59.733073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244183998802328 seconds: om52N-0-[0m
[32m[2024-05-28T08:03:59.733383Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:03:59.733501Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:59.733607Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:03:59.733702Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:59.733821Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:03:59.734270Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FwUQvETg", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:03:59.734359Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000215173999094986 seconds: # [0m
[32m[2024-05-28T08:03:59.734647Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:03:59.734999Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="YlhavNIa", cmd="backend_type_string")
[2024-05-28T08:03:59.735463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LyhvtRpT", text="; echo TvQhe-\$?-", cmd="backend_type_string")
[2024-05-28T08:03:59.735683Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:59.735828Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", buffer_size=249, timeout=90)
[2024-05-28T08:03:59.736233Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="QvHlcQcy", buffer_size=249, pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:03:59.736346Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000219354000364547 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:03:59.736624Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:03:59.736885Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="uIElirOp", cmd="backend_type_string")
[2024-05-28T08:03:59.737064Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:03:59.737177Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/TvQhe-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:03:59.737495Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:TvQhe-\\d+-)", pattern="(?^u:TvQhe-\\d+-)", buffer_size=undef, json_cmd_token="droxzzEY", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:00.688229Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.950721319999502 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:04:00.688913Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:04:00.689099Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:00.689215Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:00.689324Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:00.689449Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:04:00.690008Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="tYavccfx", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:00.690113Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000259925000136718 seconds: # [0m
[32m[2024-05-28T08:04:00.690416Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:00.690781Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wCScKtCK", text="docker volume rm test_volume", cmd="backend_type_string")
[2024-05-28T08:04:00.691272Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", json_cmd_token="nrdFpmik", cmd="backend_type_string")
[2024-05-28T08:04:00.691495Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:00.691638Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=156, timeout=90, regexp="docker volume rm test_volume; echo cfnv4-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:00.692098Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume rm test_volume; echo cfnv4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="DoEqFOlw", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ])
[33m[2024-05-28T08:04:00.692217Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253745000009076 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:04:00.692521Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:04:00.692947Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QjhaAvAp")
[2024-05-28T08:04:00.693184Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:00.693327Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/cfnv4-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:04:00.693757Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="owHLPEox")
[33m[2024-05-28T08:04:00.708547Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0148885369999334 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:04:00.708867Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:04:00.708981Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:00.709083Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:00.709175Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:00.709291Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:00.709727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="trLqyPGN")
[33m[2024-05-28T08:04:00.709833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229573999604327 seconds: # [0m
[32m[2024-05-28T08:04:00.710115Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:00.710460Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ufTPfweM", text="! docker volume inspect test_volume", cmd="backend_type_string")
[2024-05-28T08:04:00.710919Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cqnNDmeE", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:00.711130Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:00.711269Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:04:00.711707Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="pkTepJpr", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ])
[33m[2024-05-28T08:04:00.711815Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023378400146612 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:04:00.712118Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:04:00.712463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="VjMrLIPP")
[2024-05-28T08:04:00.712698Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:00.712836Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/TO6sl-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:04:00.713343Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:TO6sl-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="jgCNTdJg", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)")
[33m[2024-05-28T08:04:00.724899Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0116578509987448 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:04:00.725228Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:04:00.725340Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:00.725441Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:00.725532Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:00.725649Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:00.726079Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="qRqumqJv", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:00.726183Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229933999435161 seconds: # [0m
[32m[2024-05-28T08:04:00.726461Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:00.726786Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", json_cmd_token="tLYuKPBN", cmd="backend_type_string")
[2024-05-28T08:04:00.727221Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0Z~Hp-\$?-", json_cmd_token="bvEKoVNW")
[2024-05-28T08:04:00.727424Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:00.727561Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=160)
[2024-05-28T08:04:00.727983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", no_regex=1, record_output=undef, json_cmd_token="SdffSNGp", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:00.728103Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024849400142557 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:04:00.728381Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:04:00.728704Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="JNWUDWFp", cmd="backend_type_string")
[2024-05-28T08:04:00.728919Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:00.729057Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/0Z~Hp-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:00.729473Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:0Z~Hp-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="XLIfdPSV", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:00.739806Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.010433348999868 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:04:00.740127Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:04:00.740237Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:00.740339Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:00.740429Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:00.740546Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:04:00.740976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aGxTHLjy")
[33m[2024-05-28T08:04:00.741083Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229923998631421 seconds: # [0m
[32m[2024-05-28T08:04:00.741333Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:00.741655Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BomwJBXF", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:04:00.742092Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NQyDTDcf", text="; echo ~zmdf-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:00.742293Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:00.742432Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, buffer_size=211)
[2024-05-28T08:04:00.742865Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="bHzhDcLO", buffer_size=211, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:00.742975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240463999944041 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:04:00.743250Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:04:00.743572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UtXhXAdV", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:00.743775Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:00.743913Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/~zmdf-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:00.744287Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:~zmdf-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="SvWFgmfu")
[33m[2024-05-28T08:04:01.729088Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.984820657000455 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:04:01.729827Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:04:01.730010Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:01.730128Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:01.730235Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:01.730354Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:01.730998Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="mMfBHzlM", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:01.731111Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280604999716161 seconds: # [0m
[32m[2024-05-28T08:04:01.731476Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:01.731888Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="lXHsNaBA", cmd="backend_type_string")
[2024-05-28T08:04:01.732473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WsZTNDtv", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:01.732763Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:01.732920Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=154, timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:04:01.733419Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="CpfJFpQa", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[33m[2024-05-28T08:04:01.733530Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239033999605454 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:01.733892Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:01.734273Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="LhRmZQJa")
[2024-05-28T08:04:01.734532Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:01.734679Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/om52N-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:04:01.735157Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SZGuCOnE", buffer_size=undef, pattern="(?^u:om52N-\\d+-)")
[33m[2024-05-28T08:04:01.735278Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239303999478579 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:01.735591Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:01.735706Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:01.735812Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:01.735917Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:01.736047Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:01.736524Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="RNKRbpnO", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:01.736617Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000213514000279247 seconds: # [0m
[32m[2024-05-28T08:04:01.736923Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:01.737310Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", json_cmd_token="GosBzMPa")
[2024-05-28T08:04:01.737811Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo PX65F-\$?-", json_cmd_token="iMtsJAvr", cmd="backend_type_string")
[2024-05-28T08:04:01.738035Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:01.738177Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", timeout=90, buffer_size=241)
[2024-05-28T08:04:01.738610Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="szZTUpmH", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-")
[33m[2024-05-28T08:04:01.738712Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000209833999178954 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:04:01.739014Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:04:01.739329Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MRLryJhy", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:01.739537Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:01.739674Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/PX65F-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:01.740043Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:PX65F-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="IBeWzltO", buffer_size=undef, pattern="(?^u:PX65F-\\d+-)")
[33m[2024-05-28T08:04:02.782278Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.04224629600139 seconds: PX65F-0-[0m
[32m[2024-05-28T08:04:02.783124Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:04:02.783320Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:02.783447Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:02.783570Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:02.783706Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T08:04:02.784331Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="NdWHFfhO", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:02.784432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000248923999606632 seconds: # [0m
[32m[2024-05-28T08:04:02.784799Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:02.785186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", cmd="backend_type_string", json_cmd_token="GxiYfKVR")
[2024-05-28T08:04:02.785746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UyuzpCph", text="; echo 96mw5-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:02.786033Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:02.786198Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=213, timeout=90)
[2024-05-28T08:04:02.786666Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LeQtRnRJ", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:02.786760Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208504001420806 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:04:02.787121Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:04:02.787486Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vyZtdfsH", cmd="backend_type_string")
[2024-05-28T08:04:02.787752Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:02.787906Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/96mw5-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:04:02.788436Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:96mw5-\\d+-)", buffer_size=undef, json_cmd_token="EPrgYlLU", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:96mw5-\\d+-)")
[33m[2024-05-28T08:04:03.746909Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.95855363499868 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:04:03.747681Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:04:03.747879Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:03.747998Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:03.748238Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:03.748361Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:03.748976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="omqmffxm", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:03.749090Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294425000902265 seconds: # [0m
[32m[2024-05-28T08:04:03.749439Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:03.749767Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="test -f test_dir/test_file", json_cmd_token="xRXuEBOv")
[2024-05-28T08:04:03.750206Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", json_cmd_token="CPQArfzG", cmd="backend_type_string")
[2024-05-28T08:04:03.750437Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:03.750593Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, regexp="test -f test_dir/test_file; echo om52N-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:03.750983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-", pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="XplvvmgV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:03.751084Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225992998821312 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:03.751394Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:03.751664Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="FqXGobOZ")
[2024-05-28T08:04:03.751866Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:03.752026Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/om52N-\d+-/u)
[2024-05-28T08:04:03.752411Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:om52N-\\d+-)", pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="LaFvKpeV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:03.752595Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00029238500064821 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:03.752865Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:03.752980Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:03.753087Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:03.753179Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:03.753296Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:04:03.753669Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="LkgFdNax", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:03.753768Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223744000322768 seconds: # [0m
[32m[2024-05-28T08:04:03.754023Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:03.754296Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="VucQZYMF")
[2024-05-28T08:04:03.754650Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", json_cmd_token="DOAGxdZD", cmd="backend_type_string")
[2024-05-28T08:04:03.754830Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:03.754975Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=249, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-")
[2024-05-28T08:04:03.755369Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="ASZphSeF", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-")
[33m[2024-05-28T08:04:03.755479Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000233333999858587 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:04:03.755745Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:04:03.755983Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="qGvvatxc")
[2024-05-28T08:04:03.756181Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:03.756317Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/TvQhe-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:03.756633Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:TvQhe-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="mnvsVmzt", buffer_size=undef, pattern="(?^u:TvQhe-\\d+-)")
[33m[2024-05-28T08:04:04.746274Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.989637599999696 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:04:04.746997Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:04:04.747185Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:04.747300Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:04.747408Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:04.747532Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:04.748189Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tXMpHgMJ", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:04.748316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000304675999359461 seconds: # [0m
[32m[2024-05-28T08:04:04.748675Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:04.749105Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="oMLxWthW", text="docker volume rm test_volume", cmd="backend_type_string")
[2024-05-28T08:04:04.749695Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", cmd="backend_type_string", json_cmd_token="jzxdCqxk")
[2024-05-28T08:04:04.749982Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:04.750129Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=156, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker volume rm test_volume; echo cfnv4-\$?-")
[2024-05-28T08:04:04.750600Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume rm test_volume; echo cfnv4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="iFuYaTSV", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ])
[33m[2024-05-28T08:04:04.750708Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237793999986025 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:04:04.751006Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:04:04.751352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="tcpLsNil")
[2024-05-28T08:04:04.751588Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:04.751731Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/cfnv4-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:04:04.752184Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:cfnv4-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="ErUreuzB", buffer_size=undef, pattern="(?^u:cfnv4-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:04.765277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0131949879996682 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:04:04.765640Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:04:04.765759Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:04.765865Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:04.765962Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:04.766085Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:04.766555Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ugsoydSO")
[33m[2024-05-28T08:04:04.766661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000235473999055102 seconds: # [0m
[32m[2024-05-28T08:04:04.767085Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:04.767607Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", json_cmd_token="QStndhwD", cmd="backend_type_string")
[2024-05-28T08:04:04.768357Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TO6sl-\$?-", cmd="backend_type_string", json_cmd_token="mTOUlqMr")
[2024-05-28T08:04:04.768760Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:04.768925Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", buffer_size=163, timeout=90)
[2024-05-28T08:04:04.769377Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pxUTDXEC", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:04.769487Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241933999859612 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:04:04.769772Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:04:04.770113Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="UgZSOiAB")
[2024-05-28T08:04:04.770354Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:04.770496Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/TO6sl-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:04:04.770937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="qjnikYkf", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:TO6sl-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:04:04.780636Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.00980770900059724 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:04:04.780936Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:04:04.781032Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:04.781115Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:04.781193Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:04.781291Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:04.781725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZQrCStlN", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:04.781830Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000232214000789099 seconds: # [0m
[32m[2024-05-28T08:04:04.782184Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:04.782527Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume create test_volume", cmd="backend_type_string", json_cmd_token="ULYgfsIC")
[2024-05-28T08:04:04.783123Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", json_cmd_token="lLPmCJui", cmd="backend_type_string")
[2024-05-28T08:04:04.783472Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:04.783672Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=160, timeout=90, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:04.784180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", no_regex=1, record_output=undef, json_cmd_token="wJwpCfqB", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:04.784291Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250634999247268 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:04:04.784571Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:04:04.784859Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PTkicTbr", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:04.785086Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:04.785226Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/0Z~Hp-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:04.785590Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="yePSYwHC", buffer_size=undef, pattern="(?^u:0Z~Hp-\\d+-)", regexp="(?^u:0Z~Hp-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:04.796054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105495620009606 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:04:04.796352Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:04:04.796468Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:04.796572Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:04.796666Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:04.796787Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:04.797140Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="hheENMym", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:04.797220Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178393000169308 seconds: # [0m
[32m[2024-05-28T08:04:04.797491Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:04.797761Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", json_cmd_token="aBXoaYEd")
[2024-05-28T08:04:04.798387Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ~zmdf-\$?-", json_cmd_token="ubyCpyER")
[2024-05-28T08:04:04.798720Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:04.798891Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=211, timeout=90)
[2024-05-28T08:04:04.799261Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], buffer_size=211, json_cmd_token="PfypRIAU")
[33m[2024-05-28T08:04:04.799362Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212074000955909 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:04:04.799636Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:04:04.799906Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="wCIFwpDx", cmd="backend_type_string")
[2024-05-28T08:04:04.800181Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:04.800349Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/~zmdf-\d+-/u)
[2024-05-28T08:04:04.800730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:~zmdf-\\d+-)", buffer_size=undef, json_cmd_token="SmGJvFAk", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:~zmdf-\\d+-)")
[33m[2024-05-28T08:04:05.826094Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.025374285 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:04:05.826807Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:04:05.826993Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:05.827109Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:05.827219Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:05.827342Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:04:05.827989Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xEcLJKgh", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:05.828122Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000293854998744791 seconds: # [0m
[32m[2024-05-28T08:04:05.828472Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:05.828854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", cmd="backend_type_string", json_cmd_token="cVJWmDUZ")
[2024-05-28T08:04:05.829397Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BuRezpns", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:05.829654Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:05.829791Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="test -f test_dir/test_file; echo om52N-\$?-")
[2024-05-28T08:04:05.830245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, json_cmd_token="vWohEpUe", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:05.830338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218714001675835 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:05.830688Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:05.831031Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="BXLEUuCB")
[2024-05-28T08:04:05.831289Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:05.831424Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/om52N-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:05.831808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HpqxxadV", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:04:05.831913Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200753000171972 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:05.832199Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:05.832304Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:05.832410Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:05.832511Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:05.832642Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T08:04:05.833066Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="oqckgTOM", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:04:05.833146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185163000423927 seconds: # [0m
[32m[2024-05-28T08:04:05.833432Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:05.833707Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", json_cmd_token="TNUWRkcM")
[2024-05-28T08:04:05.834089Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo PX65F-\$?-", json_cmd_token="TqqDSGDu")
[2024-05-28T08:04:05.834290Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:05.834420Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=241)
[2024-05-28T08:04:05.834785Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], buffer_size=241, json_cmd_token="NjgKPXsa")
[33m[2024-05-28T08:04:05.834873Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000206463000722579 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:04:05.835150Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:04:05.835383Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FhErKUMz", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:05.835558Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:05.835676Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PX65F-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:05.835976Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:PX65F-\\d+-)", pattern="(?^u:PX65F-\\d+-)", buffer_size=undef, json_cmd_token="ljWLAGIT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:06.861703Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.02571190100025 seconds: PX65F-0-[0m
[32m[2024-05-28T08:04:06.862413Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:04:06.862603Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:06.862727Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:06.862839Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:06.862964Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:04:06.863575Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="XLpmslgd", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:06.863693Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028031400142936 seconds: # [0m
[32m[2024-05-28T08:04:06.864052Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:06.864462Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", json_cmd_token="TnYLtWIp")
[2024-05-28T08:04:06.864958Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pNZVpRZS", text="; echo 96mw5-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:06.865220Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:06.865382Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=213, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-")
[2024-05-28T08:04:06.865877Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="yABPPAkn", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ], regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:06.865995Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260503999015782 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:04:06.866355Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:04:06.866714Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JigXpKWi", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:06.866994Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:06.867150Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/96mw5-\d+-/u)
[2024-05-28T08:04:06.867608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="djaVpZMO", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:04:07.836073Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.968495354998595 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:04:07.836809Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:04:07.837026Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:07.837154Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:07.837263Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:07.837384Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:04:07.838060Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FYKEOFqA", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:07.838202Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00033961599910981 seconds: # [0m
[32m[2024-05-28T08:04:07.838591Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:07.838954Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="apaxKtYT", text="test -f test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:04:07.839488Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo om52N-\$?-", json_cmd_token="DaflXLoP")
[2024-05-28T08:04:07.839772Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:07.839894Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="test -f test_dir/test_file; echo om52N-\$?-", buffer_size=154, timeout=90)
[2024-05-28T08:04:07.840301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, no_regex=1, json_cmd_token="uKDnntrK", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:07.840386Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184752998393378 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:07.840638Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:07.840905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="gfnysamJ")
[2024-05-28T08:04:07.841088Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:07.841200Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:07.841534Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:om52N-\\d+-)", buffer_size=undef, json_cmd_token="ieYYmAHH", no_regex=0, record_output=undef, regexp="(?^u:om52N-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:07.841624Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017403300080332 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:07.841878Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:07.841973Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:07.842059Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:07.842135Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:07.842231Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:07.842559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="uulxTafC", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:07.842623Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000156083000547369 seconds: # [0m
[32m[2024-05-28T08:04:07.842849Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:07.843112Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", json_cmd_token="NASGLOeJ")
[2024-05-28T08:04:07.843441Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo TvQhe-\$?-", cmd="backend_type_string", json_cmd_token="wVLOUaIt")
[2024-05-28T08:04:07.843603Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:07.843716Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=249, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:07.844062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="MMXJKLCM", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:07.844159Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000204963000214775 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:04:07.844407Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:04:07.844658Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SbmfLLjo", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:07.844854Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:07.844974Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/TvQhe-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:07.845303Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:TvQhe-\\d+-)", buffer_size=undef, json_cmd_token="lXvkppAH", record_output=undef, no_regex=0, regexp="(?^u:TvQhe-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:08.889578Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 1.0442592799991 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:04:08.890263Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:04:08.890444Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:08.890558Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:08.890666Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:08.890787Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:04:08.891380Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PTKxFJJD", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:08.891486Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262944999121828 seconds: # [0m
[32m[2024-05-28T08:04:08.891792Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:08.892174Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume rm test_volume", cmd="backend_type_string", json_cmd_token="RqIArgyN")
[2024-05-28T08:04:08.892659Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", cmd="backend_type_string", json_cmd_token="MYQuUyMA")
[2024-05-28T08:04:08.892894Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:08.893031Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=156, timeout=90, regexp="docker volume rm test_volume; echo cfnv4-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:08.893472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="EAtRSJyR", buffer_size=156, pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], regexp="docker volume rm test_volume; echo cfnv4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:08.893571Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215403999391128 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:04:08.893872Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:04:08.894169Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZXGlwYZq")
[2024-05-28T08:04:08.894374Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:08.894489Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/cfnv4-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:08.894846Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:cfnv4-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="HEEKYKek", buffer_size=undef, pattern="(?^u:cfnv4-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:08.906175Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0113996770014637 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:04:08.906484Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:04:08.906599Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:08.906699Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:08.906792Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:08.906911Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:08.907316Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="fNYtWDZR", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:08.907409Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207603001399548 seconds: # [0m
[32m[2024-05-28T08:04:08.907680Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:08.908056Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker volume inspect test_volume", cmd="backend_type_string", json_cmd_token="rgBPMLWB")
[2024-05-28T08:04:08.908603Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aTFIUbOg", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:08.908869Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:08.909009Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", timeout=90, buffer_size=163)
[2024-05-28T08:04:08.909401Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="CZtfdRTU", buffer_size=163, pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:08.909497Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211004000448156 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:04:08.909786Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:04:08.910086Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ZzzyMeiR")
[2024-05-28T08:04:08.910292Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:08.910427Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/TO6sl-\d+-/u)
[2024-05-28T08:04:08.910809Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:TO6sl-\\d+-)", pattern="(?^u:TO6sl-\\d+-)", buffer_size=undef, json_cmd_token="mhiiRLfO", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:08.919958Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00925187899883895 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:04:08.920216Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:04:08.920308Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:08.920396Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:08.920473Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:08.920572Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:08.920910Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="LFwEIDhd", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:04:08.920987Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016652299927955 seconds: # [0m
[32m[2024-05-28T08:04:08.921223Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:08.921488Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jjzFLDUX", text="docker volume create test_volume", cmd="backend_type_string")
[2024-05-28T08:04:08.921849Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0Z~Hp-\$?-", cmd="backend_type_string", json_cmd_token="buODOcFf")
[2024-05-28T08:04:08.922032Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:08.922166Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=160, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-")
[2024-05-28T08:04:08.922557Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="PxHOFWSY", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:08.922651Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206643999263179 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:04:08.922921Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:04:08.923218Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QCsFwGOl")
[2024-05-28T08:04:08.923422Z] [debug] [pid:107057] tests/containers/volumes.pm:115 called testapi::assert_script_run
[2024-05-28T08:04:08.923556Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/0Z~Hp-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:08.923933Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="NiHVfTPr", no_regex=0, record_output=undef, regexp="(?^u:0Z~Hp-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:08.934416Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105745319997368 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:04:08.934719Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:04:08.934831Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:08.934931Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:08.935022Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:08.935139Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:04:08.935545Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LlAyLvlD", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:04:08.935637Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203373001568252 seconds: # [0m
[32m[2024-05-28T08:04:08.935907Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:08.936224Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="KUSScyGu", text="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:04:08.936627Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ~zmdf-\$?-", json_cmd_token="qSVXJuuK")
[2024-05-28T08:04:08.936823Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:08.936958Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", buffer_size=211, timeout=90)
[2024-05-28T08:04:08.937365Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-", no_regex=1, record_output=undef, json_cmd_token="vWCNQCPd", buffer_size=211, pattern=[
    "docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:08.937462Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213583998629474 seconds: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-[0m
[32m[2024-05-28T08:04:08.937744Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --volume test_volume:/test_dir test_image touch /test_dir/test_file; echo ~zmdf-$?-: ok[0m
[2024-05-28T08:04:08.938045Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="EgQQwqXf", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:08.938249Z] [debug] [pid:107057] tests/containers/volumes.pm:118 called testapi::assert_script_run
[2024-05-28T08:04:08.938381Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/~zmdf-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:08.938762Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:~zmdf-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="fYrbJSwy", buffer_size=undef, pattern="(?^u:~zmdf-\\d+-)")
[33m[2024-05-28T08:04:09.920338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.981584781000493 seconds: ~zmdf-0-[0m
[32m[2024-05-28T08:04:09.921019Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~zmdf-\d+-): ok[0m
[2024-05-28T08:04:09.921208Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:09.921323Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:09.921430Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:09.921551Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:09.922203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CzxqKvtl", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:04:09.922327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285345000520465 seconds: # [0m
[32m[2024-05-28T08:04:09.922634Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:09.923007Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="NGwvOsVn", cmd="backend_type_string")
[2024-05-28T08:04:09.923593Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RxoAjeJy", text="; echo om52N-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:09.923875Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:09.924019Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f test_dir/test_file; echo om52N-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=154, timeout=90)
[2024-05-28T08:04:09.924381Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="test -f test_dir/test_file; echo om52N-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], buffer_size=154, json_cmd_token="JaphpjFl")
[33m[2024-05-28T08:04:09.924464Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179882999873371 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:09.924713Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:09.924981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MrQozZgo")
[2024-05-28T08:04:09.925169Z] [debug] [pid:107057] tests/containers/volumes.pm:119 called testapi::assert_script_run
[2024-05-28T08:04:09.925282Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef)
[2024-05-28T08:04:09.925619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:om52N-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="BtRtXEhy", buffer_size=undef, pattern="(?^u:om52N-\\d+-)")
[33m[2024-05-28T08:04:09.925710Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173342999914894 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:09.925953Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:09.926047Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:09.926130Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:09.926207Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:09.926305Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:04:09.926645Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="faxDlqms", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:09.926710Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000155143001393299 seconds: # [0m
[32m[2024-05-28T08:04:09.926946Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:09.927218Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="PrtxTTul", text="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:04:09.927580Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WjIuTOJB", text="; echo PX65F-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:09.927775Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:09.927887Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=241)
[2024-05-28T08:04:09.928246Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="sAkJAUTa", buffer_size=241, pattern=[
    "docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-"
  ], regexp="docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:09.928340Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000189943999430398 seconds: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-[0m
[32m[2024-05-28T08:04:09.928587Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --mount type=volume,source=test_volume,destination=/test_dir test_image touch /test_dir/test_file; echo PX65F-$?-: ok[0m
[2024-05-28T08:04:09.928853Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IgguOUIU", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:09.929038Z] [debug] [pid:107057] tests/containers/volumes.pm:124 called testapi::assert_script_run
[2024-05-28T08:04:09.929150Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/PX65F-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:09.929491Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="pfiGicuR", buffer_size=undef, pattern="(?^u:PX65F-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:PX65F-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:04:10.930735Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 1.00122560899945 seconds: PX65F-0-[0m
[32m[2024-05-28T08:04:10.931422Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:PX65F-\d+-): ok[0m
[2024-05-28T08:04:10.931602Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:10.931721Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:10.931827Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:10.931949Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:10.932584Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="EKafBHYg", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:10.932694Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266004999502911 seconds: # [0m
[32m[2024-05-28T08:04:10.933049Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:10.933506Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file", json_cmd_token="IzLlfFmI")
[2024-05-28T08:04:10.933961Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 96mw5-\$?-", cmd="backend_type_string", json_cmd_token="FpkDgkKo")
[2024-05-28T08:04:10.934169Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:10.934309Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", buffer_size=213, timeout=90)
[2024-05-28T08:04:10.934730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="uczeEIYg", buffer_size=213, pattern=[
    "! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-\$?-"
  ])
[33m[2024-05-28T08:04:10.934830Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220482999793603 seconds: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-[0m
[32m[2024-05-28T08:04:10.935112Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --volume test_volume:/test_dir:ro test_image rm /test_dir/test_file; echo 96mw5-$?-: ok[0m
[2024-05-28T08:04:10.935430Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AhuooSwl", cmd="backend_type_string")
[2024-05-28T08:04:10.935642Z] [debug] [pid:107057] tests/containers/volumes.pm:127 called testapi::assert_script_run
[2024-05-28T08:04:10.935776Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/96mw5-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:04:10.936181Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="OnbNpqPr", buffer_size=undef, pattern="(?^u:96mw5-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:96mw5-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:04:11.968656Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.03249814800074 seconds: 96mw5-0-[0m
[32m[2024-05-28T08:04:11.969285Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:96mw5-\d+-): ok[0m
[2024-05-28T08:04:11.969474Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:11.969594Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test -f test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:11.969703Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:11.969830Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:04:11.970428Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CIpemWyP", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:11.970537Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269165000645444 seconds: # [0m
[32m[2024-05-28T08:04:11.970835Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:11.971176Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f test_dir/test_file", json_cmd_token="kSHhHTkG", cmd="backend_type_string")
[2024-05-28T08:04:11.971632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo om52N-\$?-", json_cmd_token="Bpjxmrhj", cmd="backend_type_string")
[2024-05-28T08:04:11.971839Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:11.971981Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=154, regexp="test -f test_dir/test_file; echo om52N-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:04:11.972438Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YnhRmUYU", buffer_size=154, pattern=[
    "test -f test_dir/test_file; echo om52N-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="test -f test_dir/test_file; echo om52N-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:11.972540Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221923999561113 seconds: test -f test_dir/test_file; echo om52N-$?-[0m
[32m[2024-05-28T08:04:11.972825Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f test_dir/test_file; echo om52N-$?-: ok[0m
[2024-05-28T08:04:11.973140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sTTcApwY", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:11.973356Z] [debug] [pid:107057] tests/containers/volumes.pm:128 called testapi::assert_script_run
[2024-05-28T08:04:11.973498Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/om52N-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:11.973905Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:om52N-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="xJhBFBel", buffer_size=undef, pattern="(?^u:om52N-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:11.974014Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218384000618244 seconds: om52N-0-[0m
[32m[2024-05-28T08:04:11.974298Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:om52N-\d+-): ok[0m
[2024-05-28T08:04:11.974411Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:11.974519Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:11.974613Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:11.974736Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:11.975137Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qdBRloxj", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:04:11.975216Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00019500300004438 seconds: # [0m
[32m[2024-05-28T08:04:11.975490Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:11.975801Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="USiyCLZk", text="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file", cmd="backend_type_string")
[2024-05-28T08:04:11.976215Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TvQhe-\$?-", json_cmd_token="vbkMcWCf")
[2024-05-28T08:04:11.976418Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:11.976560Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=249, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:11.976984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-", pattern=[
    "! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-\$?-"
  ], buffer_size=249, json_cmd_token="KaDKaPnK", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:11.977098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000235814000916434 seconds: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-[0m
[32m[2024-05-28T08:04:11.977410Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --mount type=volume,source=test_volume,destination=/test_dir,readonly test_image rm /test_dir/test_file; echo TvQhe-$?-: ok[0m
[2024-05-28T08:04:11.977691Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ggEWbXaB", cmd="backend_type_string")
[2024-05-28T08:04:11.977873Z] [debug] [pid:107057] tests/containers/volumes.pm:131 called testapi::assert_script_run
[2024-05-28T08:04:11.977987Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/TvQhe-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:04:11.978331Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TAqNoHEo", buffer_size=undef, pattern="(?^u:TvQhe-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:TvQhe-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:04:12.972238Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.993895763000182 seconds: TvQhe-0-[0m
[32m[2024-05-28T08:04:12.972877Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvQhe-\d+-): ok[0m
[2024-05-28T08:04:12.973058Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:12.973175Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume rm test_volume", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:12.973283Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:12.973410Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:12.973992Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OWRobZDb", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:04:12.974095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000261854000200401 seconds: # [0m
[32m[2024-05-28T08:04:12.974387Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:12.974717Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VKRCcONo", text="docker volume rm test_volume", cmd="backend_type_string")
[2024-05-28T08:04:12.975216Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cfnv4-\$?-", json_cmd_token="JyleaTrm", cmd="backend_type_string")
[2024-05-28T08:04:12.975428Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:12.975562Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=156, regexp="docker volume rm test_volume; echo cfnv4-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:12.975989Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker volume rm test_volume; echo cfnv4-\$?-"
  ], buffer_size=156, json_cmd_token="EnKllMZD", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker volume rm test_volume; echo cfnv4-\$?-")
[33m[2024-05-28T08:04:12.976106Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023316400074691 seconds: docker volume rm test_volume; echo cfnv4-$?-[0m
[32m[2024-05-28T08:04:12.976390Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume rm test_volume; echo cfnv4-$?-: ok[0m
[2024-05-28T08:04:12.976696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="UkTIHcOk", cmd="backend_type_string")
[2024-05-28T08:04:12.976910Z] [debug] [pid:107057] tests/containers/volumes.pm:133 called testapi::assert_script_run
[2024-05-28T08:04:12.977044Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/cfnv4-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:04:12.977440Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:cfnv4-\\d+-)", pattern="(?^u:cfnv4-\\d+-)", buffer_size=undef, json_cmd_token="qFIRYyAh", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:12.989227Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.011892065000211 seconds: cfnv4-0-[0m
[32m[2024-05-28T08:04:12.989502Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cfnv4-\d+-): ok[0m
[2024-05-28T08:04:12.989599Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:12.989702Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:12.989800Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:12.989930Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:12.990407Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="RWepwUUt", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:12.990498Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002260639994347 seconds: # [0m
[32m[2024-05-28T08:04:12.990747Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:12.991016Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IZxgnaTv", text="! docker volume inspect test_volume", cmd="backend_type_string")
[2024-05-28T08:04:12.991361Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TO6sl-\$?-", json_cmd_token="wbNnaiHS")
[2024-05-28T08:04:12.991528Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:12.991641Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", buffer_size=163, timeout=90)
[2024-05-28T08:04:12.991968Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="OivbCyPF", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:12.992065Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188713000170537 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:04:12.992306Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:04:12.992554Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zyiqmWwL")
[2024-05-28T08:04:12.992731Z] [debug] [pid:107057] tests/containers/volumes.pm:134 called testapi::assert_script_run
[2024-05-28T08:04:12.992843Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/TO6sl-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:12.993158Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CcCscZJE", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:TO6sl-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:04:13.004935Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.0118414139997185 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:04:13.005245Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:04:13.005371Z] [debug] [pid:107057] tests/containers/volumes.pm:145 called testapi::assert_script_run
[2024-05-28T08:04:13.005473Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume create test_volume", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:13.005567Z] [debug] [pid:107057] tests/containers/volumes.pm:145 called testapi::assert_script_run
[2024-05-28T08:04:13.005689Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.006082Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uGRONMbP")
[33m[2024-05-28T08:04:13.006173Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213403998714057 seconds: # [0m
[32m[2024-05-28T08:04:13.006449Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.006730Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ADcafqty", text="docker volume create test_volume", cmd="backend_type_string")
[2024-05-28T08:04:13.007108Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0Z~Hp-\$?-", json_cmd_token="oICXBGjg")
[2024-05-28T08:04:13.007296Z] [debug] [pid:107057] tests/containers/volumes.pm:145 called testapi::assert_script_run
[2024-05-28T08:04:13.007436Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", timeout=90, buffer_size=160)
[2024-05-28T08:04:13.007815Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker volume create test_volume; echo 0Z~Hp-\$?-", no_regex=1, record_output=undef, json_cmd_token="rFYBOfCh", buffer_size=160, pattern=[
    "docker volume create test_volume; echo 0Z~Hp-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.007906Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209444000574877 seconds: docker volume create test_volume; echo 0Z~Hp-$?-[0m
[32m[2024-05-28T08:04:13.008182Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume create test_volume; echo 0Z~Hp-$?-: ok[0m
[2024-05-28T08:04:13.008466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xmyKLGna")
[2024-05-28T08:04:13.008676Z] [debug] [pid:107057] tests/containers/volumes.pm:145 called testapi::assert_script_run
[2024-05-28T08:04:13.008813Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/0Z~Hp-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:13.009180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0Z~Hp-\\d+-)", pattern="(?^u:0Z~Hp-\\d+-)", buffer_size=undef, json_cmd_token="aYKZXrKe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.019535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0104519199994684 seconds: 0Z~Hp-0-[0m
[32m[2024-05-28T08:04:13.019799Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0Z~Hp-\d+-): ok[0m
[2024-05-28T08:04:13.019892Z] [debug] [pid:107057] tests/containers/volumes.pm:146 called testapi::assert_script_run
[2024-05-28T08:04:13.019985Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -a -f | grep -Fx test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:13.020098Z] [debug] [pid:107057] tests/containers/volumes.pm:146 called testapi::assert_script_run
[2024-05-28T08:04:13.020230Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.020712Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ANZstybk", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:13.020822Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239713999690139 seconds: # [0m
[32m[2024-05-28T08:04:13.021116Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.021470Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="buIzjZVe", text="docker volume prune -a -f | grep -Fx test_volume", cmd="backend_type_string")
[2024-05-28T08:04:13.021940Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo jNziY-\$?-", cmd="backend_type_string", json_cmd_token="GfYhaVQY")
[2024-05-28T08:04:13.022155Z] [debug] [pid:107057] tests/containers/volumes.pm:146 called testapi::assert_script_run
[2024-05-28T08:04:13.022292Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=176, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker volume prune -a -f | grep -Fx test_volume; echo jNziY-\$?-")
[2024-05-28T08:04:13.022748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IsdxtjMt", buffer_size=176, pattern=[
    "docker volume prune -a -f | grep -Fx test_volume; echo jNziY-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker volume prune -a -f | grep -Fx test_volume; echo jNziY-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.022857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239334000070812 seconds: docker volume prune -a -f | grep -Fx test_volume; echo jNziY-$?-[0m
[32m[2024-05-28T08:04:13.023145Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -a -f | grep -Fx test_volume; echo jNziY-$?-: ok[0m
[2024-05-28T08:04:13.023489Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="PerYDTIN", cmd="backend_type_string")
[2024-05-28T08:04:13.023702Z] [debug] [pid:107057] tests/containers/volumes.pm:146 called testapi::assert_script_run
[2024-05-28T08:04:13.023871Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/jNziY-\d+-/u)
[2024-05-28T08:04:13.024378Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:jNziY-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="CgNcLBME", buffer_size=undef, pattern="(?^u:jNziY-\\d+-)")
[33m[2024-05-28T08:04:13.036945Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.012660047999816 seconds: jNziY-0-[0m
[32m[2024-05-28T08:04:13.037313Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:jNziY-\d+-): ok[0m
[2024-05-28T08:04:13.037439Z] [debug] [pid:107057] tests/containers/volumes.pm:147 called testapi::assert_script_run
[2024-05-28T08:04:13.037550Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker volume inspect test_volume", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:13.037652Z] [debug] [pid:107057] tests/containers/volumes.pm:147 called testapi::assert_script_run
[2024-05-28T08:04:13.037782Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.038242Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="dJanrbVT", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.038347Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023148400032369 seconds: # [0m
[32m[2024-05-28T08:04:13.038630Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.038929Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="! docker volume inspect test_volume", json_cmd_token="zlBgTaRH")
[2024-05-28T08:04:13.039315Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dWZfzTOz", text="; echo TO6sl-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:13.039513Z] [debug] [pid:107057] tests/containers/volumes.pm:147 called testapi::assert_script_run
[2024-05-28T08:04:13.039641Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", buffer_size=163, timeout=90)
[2024-05-28T08:04:13.040014Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="! docker volume inspect test_volume; echo TO6sl-\$?-", pattern=[
    "! docker volume inspect test_volume; echo TO6sl-\$?-"
  ], buffer_size=163, json_cmd_token="kpBmZaic", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.040110Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213823999729357 seconds: ! docker volume inspect test_volume; echo TO6sl-$?-[0m
[32m[2024-05-28T08:04:13.040366Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker volume inspect test_volume; echo TO6sl-$?-: ok[0m
[2024-05-28T08:04:13.040631Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="qZSUNxyx")
[2024-05-28T08:04:13.040819Z] [debug] [pid:107057] tests/containers/volumes.pm:147 called testapi::assert_script_run
[2024-05-28T08:04:13.040935Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/TO6sl-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.041285Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:TO6sl-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="sdnhegoF", buffer_size=undef, pattern="(?^u:TO6sl-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.050739Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00953190399923187 seconds: TO6sl-0-[0m
[32m[2024-05-28T08:04:13.051080Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TO6sl-\d+-): ok[0m
[2024-05-28T08:04:13.051197Z] [debug] [pid:107057] tests/containers/volumes.pm:148 called testapi::assert_script_run
[2024-05-28T08:04:13.051302Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="[ \$(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:13.051396Z] [debug] [pid:107057] tests/containers/volumes.pm:148 called testapi::assert_script_run
[2024-05-28T08:04:13.051514Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.051930Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="kNhnYKdw", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:13.052044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229874000069685 seconds: # [0m
[32m[2024-05-28T08:04:13.052333Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.052632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="[ \$(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]", json_cmd_token="bROGkTYw", cmd="backend_type_string")
[2024-05-28T08:04:13.053058Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo F~fZM-\$?-", json_cmd_token="AlfbJRmK")
[2024-05-28T08:04:13.053253Z] [debug] [pid:107057] tests/containers/volumes.pm:148 called testapi::assert_script_run
[2024-05-28T08:04:13.053398Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=196, timeout=90, regexp="[ \$(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]; echo F~fZM-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:13.053800Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="[ \$(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]; echo F~fZM-\$?-", pattern=[
    "[ \$(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]; echo F~fZM-\$?-"
  ], buffer_size=196, json_cmd_token="DOPpSzSN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.053906Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226504000238492 seconds: [ $(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]; echo F~fZM-$?-[0m
[32m[2024-05-28T08:04:13.054183Z] [debug] [pid:107057] >>> testapi::wait_serial: [ $(docker volume ls --quiet --filter dangling=true | wc -l) -eq 0 ]; echo F~fZM-$?-: ok[0m
[2024-05-28T08:04:13.054467Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YbbpqQxQ")
[2024-05-28T08:04:13.054672Z] [debug] [pid:107057] tests/containers/volumes.pm:148 called testapi::assert_script_run
[2024-05-28T08:04:13.054814Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/F~fZM-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.055192Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:F~fZM-\\d+-)", buffer_size=undef, json_cmd_token="zWQlezAJ", no_regex=0, record_output=undef, regexp="(?^u:F~fZM-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.066504Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0113944069998979 seconds: F~fZM-0-[0m
[32m[2024-05-28T08:04:13.066834Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:F~fZM-\d+-): ok[0m
[2024-05-28T08:04:13.066976Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.067087Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T08:04:13.067194Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.067313Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:04:13.067669Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ivmnjMom", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.067746Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173533000634052 seconds: # [0m
[32m[2024-05-28T08:04:13.068020Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.068287Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps -q | xargs -r docker stop", cmd="backend_type_string", json_cmd_token="RFLhcBco")
[2024-05-28T08:04:13.068657Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ILCn4-\$?-", cmd="backend_type_string", json_cmd_token="OicYteXv")
[2024-05-28T08:04:13.068856Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.068994Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", buffer_size=163, timeout=90)
[2024-05-28T08:04:13.069492Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], buffer_size=163, json_cmd_token="dNXDLMmv")
[33m[2024-05-28T08:04:13.069587Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212262999411905 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T08:04:13.069856Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T08:04:13.070134Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ZvJmHJsI", cmd="backend_type_string")
[2024-05-28T08:04:13.070451Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.070636Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/ILCn4-\d+-/u, buffer_size=undef, timeout=180)
[2024-05-28T08:04:13.071080Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="DmTBBSun", quiet=undef, expect_not_found=0, timeout=180, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)")
[33m[2024-05-28T08:04:13.081414Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0104293599997618 seconds: ILCn4-0-[0m
[32m[2024-05-28T08:04:13.081745Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T08:04:13.081885Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.081991Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", timeout=300, quiet=undef, fail_message="")
[2024-05-28T08:04:13.082097Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.082221Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.082634Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="FpMGEnUw", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.082724Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202473998797359 seconds: # [0m
[32m[2024-05-28T08:04:13.083347Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.083709Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker volume prune -f", json_cmd_token="nwykMyVz")
[2024-05-28T08:04:13.084133Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo U1xFX-\$?-", json_cmd_token="dVMaKOcs", cmd="backend_type_string")
[2024-05-28T08:04:13.084348Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.084494Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker volume prune -f; echo U1xFX-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=150)
[2024-05-28T08:04:13.084852Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume prune -f; echo U1xFX-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="LoCWTtnp", buffer_size=150, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ])
[33m[2024-05-28T08:04:13.084939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000183402999027749 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T08:04:13.085202Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T08:04:13.085459Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HeShjGLe")
[2024-05-28T08:04:13.085661Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.085802Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/U1xFX-\d+-/u)
[2024-05-28T08:04:13.086245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="sSmxIQrg", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)", regexp="(?^u:U1xFX-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T08:04:13.095191Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00907643600112351 seconds: U1xFX-0-[0m
[32m[2024-05-28T08:04:13.095587Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T08:04:13.095717Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.095823Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", timeout=300, quiet=undef, fail_message="")
[2024-05-28T08:04:13.095928Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.096060Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.096447Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="iNTqBTyu", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:04:13.096532Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184763999641291 seconds: # [0m
[32m[2024-05-28T08:04:13.096808Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.097081Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="MaqejjXC", cmd="backend_type_string")
[2024-05-28T08:04:13.097466Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo uOgVl-\$?-", json_cmd_token="smaZyWir", cmd="backend_type_string")
[2024-05-28T08:04:13.097677Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.097830Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker system prune -a -f; echo uOgVl-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=153)
[2024-05-28T08:04:13.098185Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="NNQDuuJJ", buffer_size=153, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], regexp="docker system prune -a -f; echo uOgVl-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:13.098268Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178823000169359 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T08:04:13.098544Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T08:04:13.098801Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="BrZYziTW", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:13.099011Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:04:13.099157Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/uOgVl-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T08:04:13.099608Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:uOgVl-\\d+-)", timeout=300, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:uOgVl-\\d+-)", buffer_size=undef, json_cmd_token="gxLuKUoe")
[33m[2024-05-28T08:04:13.621008Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 28 loops & 0.521482603999175 seconds: uOgVl-0-[0m
[32m[2024-05-28T08:04:13.621684Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T08:04:13.621942Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.622087Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:04:13.622622Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="gpHGfCZA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:04:13.622722Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247374000537093 seconds: # [0m
[32m[2024-05-28T08:04:13.623006Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.623107Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.623170Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T08:04:13.623487Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="aIYhXoAd")
[2024-05-28T08:04:13.623738Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.623868Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-")
[2024-05-28T08:04:13.624282Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FkcZUlQF", buffer_size=undef, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:13.624411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024504399880243 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T08:04:13.624710Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T08:04:13.624822Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.624944Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> ")
[2024-05-28T08:04:13.625373Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="nKMTAPhQ", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.625480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000218583998503163 seconds: > [0m
[32m[2024-05-28T08:04:13.625813Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:13.626178Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", json_cmd_token="oWCZzSdj", cmd="backend_type_string")
[2024-05-28T08:04:13.626383Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.626503Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_abhxA", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:04:13.627002Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="qYcZwelS", no_regex=1, record_output=undef, regexp="> EOT_abhxA", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.627134Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000316095000016503 seconds: > EOT_abhxA[0m
[32m[2024-05-28T08:04:13.627387Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T08:04:13.627478Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.627585Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="abhxA-0-", expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:04:13.628120Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="vTJXuJiz", buffer_size=undef, pattern="abhxA-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="abhxA-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T08:04:13.628692Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000748593000025721 seconds: abhxA-0-[0m
[32m[2024-05-28T08:04:13.628950Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T08:04:13.629047Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.629153Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.629516Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="KGcJatYC", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:13.629615Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206102999072755 seconds: # [0m
[32m[2024-05-28T08:04:13.629879Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.630135Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", json_cmd_token="LBDoiVhQ")
[2024-05-28T08:04:13.630326Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.630442Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.630889Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UewgaApU", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.631003Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268124000285752 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T08:04:13.631256Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T08:04:13.631348Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.631455Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDabhxA-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T08:04:13.631882Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="MQjVtgOc")
[33m[2024-05-28T08:04:13.642917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0111547720007366 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T08:04:13.643220Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T08:04:13.643353Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T08:04:13.643440Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T08:04:13.643690Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.643826Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.644194Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="LNZgDLaK", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.644277Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000184282998816343 seconds: # [0m
[32m[2024-05-28T08:04:13.644557Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.644661Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.644722Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T08:04:13.644981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="ZxXRwoQH")
[2024-05-28T08:04:13.645182Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.645317Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.645668Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="MFbvthXR", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:13.645749Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180442999408115 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T08:04:13.646013Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T08:04:13.646121Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.646246Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.646567Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="XzoQZRTD", buffer_size=undef, pattern=[
    "> "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.646626Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000146853000842384 seconds: > [0m
[32m[2024-05-28T08:04:13.646880Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:13.647125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="sHzAPmpm", cmd="backend_type_string")
[2024-05-28T08:04:13.647317Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.647451Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_hZgU~", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:13.647896Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="XzWtPhlo", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~")
[33m[2024-05-28T08:04:13.648020Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000272004999715136 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T08:04:13.648303Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T08:04:13.648412Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.648539Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="hZgU~-0-")
[2024-05-28T08:04:13.648919Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="hZgU~-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="lzNhaSFX", buffer_size=undef, pattern="hZgU~-0-")
[33m[2024-05-28T08:04:13.649013Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019166299898643 seconds: hZgU~-0-[0m
[32m[2024-05-28T08:04:13.649243Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T08:04:13.649336Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.649440Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.649760Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="QNDpfMnJ")
[33m[2024-05-28T08:04:13.649823Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000153703000250971 seconds: # [0m
[32m[2024-05-28T08:04:13.650043Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.650286Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="JqAjgsPg")
[2024-05-28T08:04:13.650462Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.650576Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.651023Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="PRRoNMYP", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.651140Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281754999377881 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T08:04:13.651393Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T08:04:13.651482Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:04:13.651586Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", expect_not_found=0, quiet=undef, no_regex=0, record_output=1)
[2024-05-28T08:04:13.652041Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="cuhpfpIW", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-")
[33m[2024-05-28T08:04:13.661832Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00992538100035745 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T08:04:13.662131Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T08:04:13.662249Z] [debug] [pid:107057] tests/containers/volumes.pm:150 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T08:04:13.662335Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[2024-05-28T08:04:13.662518Z] [debug] [pid:107057] tests/containers/volumes.pm:167 called volumes::cleanup -> tests/containers/volumes.pm:156 called testapi::script_run
[2024-05-28T08:04:13.662635Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rm -rf test_dir", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:04:13.662738Z] [debug] [pid:107057] tests/containers/volumes.pm:167 called volumes::cleanup -> tests/containers/volumes.pm:156 called testapi::script_run
[2024-05-28T08:04:13.662854Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.663207Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RtGTaXdw")
[33m[2024-05-28T08:04:13.663286Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177092999365414 seconds: # [0m
[32m[2024-05-28T08:04:13.663551Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.663809Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf test_dir", json_cmd_token="OnHIXuZW")
[2024-05-28T08:04:13.664184Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ZwxJn-\$?-", json_cmd_token="MxAnsNTp")
[2024-05-28T08:04:13.664380Z] [debug] [pid:107057] tests/containers/volumes.pm:167 called volumes::cleanup -> tests/containers/volumes.pm:156 called testapi::script_run
[2024-05-28T08:04:13.664517Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="rm -rf test_dir; echo ZwxJn-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=143)
[2024-05-28T08:04:13.664864Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="rm -rf test_dir; echo ZwxJn-\$?-", record_output=undef, no_regex=1, json_cmd_token="mWXVlVjc", buffer_size=143, pattern=[
    "rm -rf test_dir; echo ZwxJn-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.664947Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178992999281036 seconds: rm -rf test_dir; echo ZwxJn-$?-[0m
[32m[2024-05-28T08:04:13.665209Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf test_dir; echo ZwxJn-$?-: ok[0m
[2024-05-28T08:04:13.665464Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="vDHUbMvi")
[2024-05-28T08:04:13.665657Z] [debug] [pid:107057] tests/containers/volumes.pm:167 called volumes::cleanup -> tests/containers/volumes.pm:156 called testapi::script_run
[2024-05-28T08:04:13.665794Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ZwxJn-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=30, buffer_size=undef)
[2024-05-28T08:04:13.666232Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:ZwxJn-\\d+-)", buffer_size=undef, json_cmd_token="DvdNezOq", record_output=undef, no_regex=0, regexp="(?^u:ZwxJn-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.666982Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000884564999068971 seconds: ZwxJn-0-[0m
[32m[2024-05-28T08:04:13.667259Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZwxJn-\d+-): ok[0m
[1;34m[2024-05-28T08:04:13.673410Z] [debug] [pid:107057] ||| finished volumes_docker containers (runtime: 54 s)[0m
[1;34m[2024-05-28T08:04:13.674742Z] [debug] [pid:107057] ||| starting docker_compose tests/containers/compose.pm[0m
[2024-05-28T08:04:13.675266Z] [debug] [pid:107057] tests/containers/compose.pm:69 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:04:13.675326Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T08:04:13.675848Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.675962Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.676342Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="VNgpFsTS", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.676440Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000215223999475711 seconds: # [0m
[32m[2024-05-28T08:04:13.676690Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.676768Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.676818Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T08:04:13.677092Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", json_cmd_token="xSoqNPcz")
[2024-05-28T08:04:13.677279Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.677391Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.677810Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="QCdoKWvx", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.677910Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241235000430606 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T08:04:13.678147Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T08:04:13.678234Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.678335Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:04:13.678689Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="MmElqxCn")
[33m[2024-05-28T08:04:13.678761Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180872999408166 seconds: > [0m
[32m[2024-05-28T08:04:13.678992Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:13.679255Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="cTzdUVjM")
[2024-05-28T08:04:13.679438Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.679548Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_n1~0x", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.680050Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="YgasgPJr", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_n1~0x")
[33m[2024-05-28T08:04:13.680192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333805999616743 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T08:04:13.680448Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T08:04:13.680535Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.680638Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="n1~0x-0-", timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.681145Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mVpLwZtn", buffer_size=undef, pattern="n1~0x-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="n1~0x-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T08:04:13.681408Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000444367000454804 seconds: n1~0x-0-[0m
[32m[2024-05-28T08:04:13.681670Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T08:04:13.681759Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.681859Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:13.682230Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="DqcBploF", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.682321Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204093999855104 seconds: # [0m
[32m[2024-05-28T08:04:13.682550Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.682814Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WRsYTPze", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:04:13.682997Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.683108Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.683548Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="ORVFBWDu")
[33m[2024-05-28T08:04:13.683664Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000270833999820752 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T08:04:13.683904Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T08:04:13.683991Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:04:13.684218Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, expect_not_found=0, quiet=undef, no_regex=0, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T08:04:13.684647Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="bDjrotJP", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-")
[33m[2024-05-28T08:04:13.686899Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00237731100060046 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T08:04:13.687195Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c19a2c0)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(compose=HASH(0x55966c0b2e70), "docker") called at opensuse/tests/containers/compose.pm line 71
	compose::run(compose=HASH(0x55966c0b2e70), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(compose=HASH(0x55966c0b2e70)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c19a2c0)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(compose=HASH(0x55966c0b2e70), "docker") called at opensuse/tests/containers/compose.pm line 71
	compose::run(compose=HASH(0x55966c0b2e70), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(compose=HASH(0x55966c0b2e70)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T08:04:13.688081Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:04:13.688185Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:04:13.688277Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:04:13.688374Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:13.688729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WTsoDEqk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:13.688811Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180303000888671 seconds: # [0m
[32m[2024-05-28T08:04:13.689047Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.689295Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zuPPOPqb", text="which docker", cmd="backend_type_string")
[2024-05-28T08:04:13.689640Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="emKZCVHk", text="; echo 3Bn3R-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:13.689819Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:04:13.689930Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=140, timeout=90, regexp="which docker; echo 3Bn3R-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:13.690256Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="which docker; echo 3Bn3R-\$?-", pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], buffer_size=140, json_cmd_token="nAJUxUhB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.690334Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170502999026212 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T08:04:13.690558Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T08:04:13.690793Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="bGltHBmC")
[2024-05-28T08:04:13.690981Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:04:13.691092Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/3Bn3R-\d+-/u)
[2024-05-28T08:04:13.691514Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:3Bn3R-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=30, expect_not_found=0, quiet=undef, json_cmd_token="ZqPwbPzj", buffer_size=undef, pattern="(?^u:3Bn3R-\\d+-)")
[33m[2024-05-28T08:04:13.692186Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000795923000623588 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T08:04:13.692437Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T08:04:13.692539Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:04:13.692628Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:13.692717Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:04:13.692814Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.693142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="hFGfwPsh")
[33m[2024-05-28T08:04:13.693218Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169321998328087 seconds: # [0m
[32m[2024-05-28T08:04:13.693440Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.693680Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", cmd="backend_type_string", json_cmd_token="PZFVLMlU")
[2024-05-28T08:04:13.694029Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", json_cmd_token="PgxTSaJC", cmd="backend_type_string")
[2024-05-28T08:04:13.694208Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:04:13.694320Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=173)
[2024-05-28T08:04:13.694652Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="aRONCbLP", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:13.694733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175332999788225 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T08:04:13.694958Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T08:04:13.695193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="jUjituft")
[2024-05-28T08:04:13.695376Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:04:13.695490Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/p9uJo-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.695907Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:p9uJo-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="QokACpBA")
[33m[2024-05-28T08:04:13.696771Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000988157000392675 seconds: p9uJo-0-[0m
[32m[2024-05-28T08:04:13.697040Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T08:04:13.697143Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:04:13.697227Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:13.697315Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:04:13.697410Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:13.697760Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="KbQIgRLg", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:13.697842Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197633000425412 seconds: # [0m
[32m[2024-05-28T08:04:13.698069Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.698315Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", json_cmd_token="mwjaWEfA")
[2024-05-28T08:04:13.698689Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tydWPjOl", text="; echo cQEK7-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:13.698879Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:04:13.698997Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=223, timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.699331Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], buffer_size=223, json_cmd_token="WUdUnNrr", no_regex=1, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.699412Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177963000169257 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T08:04:13.699641Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T08:04:13.699881Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SHqrSyAU", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:13.700090Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:04:13.700208Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/cQEK7-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:13.700552Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:cQEK7-\\d+-)", buffer_size=undef, json_cmd_token="wcNdQjRH", no_regex=0, record_output=undef, regexp="(?^u:cQEK7-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:13.700646Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000181812998562236 seconds: cQEK7-0-[0m
[32m[2024-05-28T08:04:13.700876Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T08:04:13.700991Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:13.701074Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:13.701165Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:13.701263Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:04:13.701589Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fWcsdDEp", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:13.701653Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000157082999066915 seconds: # [0m
[32m[2024-05-28T08:04:13.701877Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:13.702120Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kMSeXNAs", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T08:04:13.702458Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9wqGK-\$?-", json_cmd_token="IVDdDfsE")
[2024-05-28T08:04:13.702642Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:13.702752Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-")
[2024-05-28T08:04:13.703097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qLdnjYxY", buffer_size=162, pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:13.703175Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171383000633796 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T08:04:13.703402Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T08:04:13.703638Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="hRYgfBCk", cmd="backend_type_string")
[2024-05-28T08:04:13.703821Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:13.703933Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/9wqGK-\d+-/u)
[2024-05-28T08:04:13.704362Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:9wqGK-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="TFEsifwq", buffer_size=undef, pattern="(?^u:9wqGK-\\d+-)")
[33m[2024-05-28T08:04:14.014152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.30985459799922 seconds: 9wqGK-0-[0m
[32m[2024-05-28T08:04:14.014790Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T08:04:14.014982Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.015097Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:14.015222Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.015344Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T08:04:14.015932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="CtLJLIev")
[33m[2024-05-28T08:04:14.016048Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000268535000941483 seconds: # [0m
[32m[2024-05-28T08:04:14.016446Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.016829Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager is-enabled docker", cmd="backend_type_string", json_cmd_token="wKyZSbBW")
[2024-05-28T08:04:14.017453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jMEZDwGZ", text="; echo gSlMc-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:14.017791Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.017948Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=166, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:04:14.018423Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="NINUwqya")
[33m[2024-05-28T08:04:14.018521Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219384000956779 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T08:04:14.018908Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T08:04:14.019282Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="BSsIleLv")
[2024-05-28T08:04:14.019580Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.019735Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/gSlMc-\d+-/u)
[2024-05-28T08:04:14.020146Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:gSlMc-\\d+-)", buffer_size=undef, json_cmd_token="gTCcWyZG", record_output=undef, no_regex=0, regexp="(?^u:gSlMc-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:14.025944Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00588825100021495 seconds: gSlMc-0-[0m
[32m[2024-05-28T08:04:14.026338Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T08:04:14.026485Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.026589Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", fail_message="", quiet=undef, timeout=180)
[2024-05-28T08:04:14.026706Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.026826Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.027283Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qYPYSDze", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.027385Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210273001357564 seconds: # [0m
[32m[2024-05-28T08:04:14.027683Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.027984Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager start docker", cmd="backend_type_string", json_cmd_token="FrSfIumA")
[2024-05-28T08:04:14.028431Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ukt~P-\$?-", cmd="backend_type_string", json_cmd_token="FdYtfGEy")
[2024-05-28T08:04:14.028668Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.028831Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=161)
[2024-05-28T08:04:14.029225Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], buffer_size=161, json_cmd_token="uRXGBzIV", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:14.029321Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211513999602175 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T08:04:14.029611Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T08:04:14.029905Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MOxrBLKb")
[2024-05-28T08:04:14.030140Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.030285Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/Ukt~P-\d+-/u, timeout=180, buffer_size=undef)
[2024-05-28T08:04:14.030657Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="TlOjnnBW", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=180)
[33m[2024-05-28T08:04:14.040731Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0101556749996234 seconds: Ukt~P-0-[0m
[32m[2024-05-28T08:04:14.041071Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T08:04:14.041215Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.041323Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:14.041440Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.041578Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:14.041969Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="eQxlVpNA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.042059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202352999622235 seconds: # [0m
[32m[2024-05-28T08:04:14.042337Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.042618Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SaxahVzC", text="systemctl --no-pager is-active docker", cmd="backend_type_string")
[2024-05-28T08:04:14.043013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", json_cmd_token="AiGBRpNN", cmd="backend_type_string")
[2024-05-28T08:04:14.043232Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.043376Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=165, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:04:14.043753Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="JmPslBfp")
[33m[2024-05-28T08:04:14.043843Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203072999283904 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T08:04:14.044122Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T08:04:14.044398Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MnifswLs", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:14.044626Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.044766Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/0ysj5-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.045133Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="HIPdIKgo", buffer_size=undef, pattern="(?^u:0ysj5-\\d+-)", regexp="(?^u:0ysj5-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.050068Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00500982599987765 seconds: 0ysj5-0-[0m
[32m[2024-05-28T08:04:14.050366Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T08:04:14.050513Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.050617Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", quiet=undef, fail_message="", timeout=120)
[2024-05-28T08:04:14.050731Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.050852Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.051229Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="HkFNAGxF", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.051316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200073998712469 seconds: # [0m
[32m[2024-05-28T08:04:14.051625Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.051904Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fPkvLXZQ", text="systemctl --no-pager status docker", cmd="backend_type_string")
[2024-05-28T08:04:14.052307Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="TJbJwtII", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:14.052529Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.052674Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T08:04:14.053048Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="qWBnVeba", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[33m[2024-05-28T08:04:14.053141Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020637300076487 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T08:04:14.053406Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T08:04:14.053675Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="WYhCFZgR", cmd="backend_type_string")
[2024-05-28T08:04:14.053900Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.054042Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/0aWkO-\d+-/u, buffer_size=undef, timeout=120)
[2024-05-28T08:04:14.054417Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="EBBPZjNl", buffer_size=undef, pattern="(?^u:0aWkO-\\d+-)", regexp="(?^u:0aWkO-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=120)
[33m[2024-05-28T08:04:14.063489Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 50 loops & 0.00915700800032937 seconds: 0aWkO-0-[0m
[32m[2024-05-28T08:04:14.063884Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T08:04:14.064081Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.064221Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:04:14.064604Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tscZdkKA", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:04:14.064696Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203563000468421 seconds: # [0m
[32m[2024-05-28T08:04:14.064967Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.065069Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.065130Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T08:04:14.065399Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="PDEGFuZX")
[2024-05-28T08:04:14.065610Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.065747Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.066121Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", no_regex=1, record_output=undef, json_cmd_token="tUDeIykY", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:14.066213Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202262999664526 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T08:04:14.066480Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T08:04:14.066590Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.066728Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.067091Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="NIJZBhkI", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:04:14.067163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018193399955635 seconds: > [0m
[32m[2024-05-28T08:04:14.067427Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:14.067698Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker info\nEOT_XA0Gw\n", json_cmd_token="rZaWgKUm")
[2024-05-28T08:04:14.067905Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.068054Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_XA0Gw", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.068435Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="qVckjOoO", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], regexp="> EOT_XA0Gw", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.068528Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203154000701034 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T08:04:14.068792Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T08:04:14.068903Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.069032Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp="XA0Gw-0-", buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.069469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="XA0Gw-0-", buffer_size=undef, json_cmd_token="sQfwcLHG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="XA0Gw-0-")
[33m[2024-05-28T08:04:14.069570Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273075000222889 seconds: XA0Gw-0-[0m
[32m[2024-05-28T08:04:14.069837Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T08:04:14.069952Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.070079Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:04:14.070398Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="rdvKDMfE", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:14.070464Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148092000017641 seconds: # [0m
[32m[2024-05-28T08:04:14.070719Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.070968Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XdLYSppN", text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:04:14.071169Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.071308Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-")
[2024-05-28T08:04:14.071638Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="uvBuVzaX", no_regex=1, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:14.071715Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168073000168079 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T08:04:14.071972Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T08:04:14.072099Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:04:14.072232Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.072557Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="hBXwwJKf", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-")
[33m[2024-05-28T08:04:14.120936Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 122 loops & 0.0484023539993359 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T08:04:14.121518Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T08:04:14.121768Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T08:04:14.121944Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 33\n  Goroutines: 50\n  System Time: 2024-05-28T04:04:14.103456625-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T08:04:14.122229Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.122366Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.122877Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="yhHaTowg", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:14.122963Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203713001610595 seconds: # [0m
[32m[2024-05-28T08:04:14.123291Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.123377Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.123438Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T08:04:14.123797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="WXeRSlzk", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:04:14.124080Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.124197Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-")
[2024-05-28T08:04:14.124673Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="GBJPKbmP", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:14.124757Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225824000153807 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T08:04:14.125075Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T08:04:14.125178Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.125283Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:14.125697Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="zRQIyWzy", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> ")
[33m[2024-05-28T08:04:14.125762Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000165522000315832 seconds: > [0m
[32m[2024-05-28T08:04:14.126073Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:14.126417Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string", json_cmd_token="lcyBVhwz")
[2024-05-28T08:04:14.126687Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.126802Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Y2gW_", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.127208Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="fWXvsLuY", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_Y2gW_")
[33m[2024-05-28T08:04:14.127287Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165732000823482 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T08:04:14.127560Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T08:04:14.127654Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.127758Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="Y2gW_-0-", expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:04:14.128102Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="Y2gW_-0-", buffer_size=undef, json_cmd_token="QeybyYpR", record_output=undef, no_regex=0, regexp="Y2gW_-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:14.128353Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00034253599915246 seconds: Y2gW_-0-[0m
[32m[2024-05-28T08:04:14.128611Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T08:04:14.128707Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.128809Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.129149Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="qhcbMkcC", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:14.129226Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165093000759953 seconds: # [0m
[32m[2024-05-28T08:04:14.129462Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.129721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", json_cmd_token="paIwrkoa")
[2024-05-28T08:04:14.129932Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.130046Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.130384Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="IMVzdyDn", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-")
[33m[2024-05-28T08:04:14.130463Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000177763000465347 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T08:04:14.130705Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T08:04:14.130799Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:04:14.130905Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T08:04:14.131231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="QVyVeEUa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:14.133578Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00242728200100828 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T08:04:14.133839Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T08:04:14.133953Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T08:04:14.134028Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T08:04:14.134193Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.134284Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:14.134383Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.134481Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:04:14.134808Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="BRfqLudl", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:14.134885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164273000336834 seconds: # [0m
[32m[2024-05-28T08:04:14.135127Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:14.135380Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dXaDIvLY", text="systemctl --no-pager restart docker", cmd="backend_type_string")
[2024-05-28T08:04:14.135749Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo yoQuJ-\$?-", json_cmd_token="wpBYvVFT")
[2024-05-28T08:04:14.135938Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.136065Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-")
[2024-05-28T08:04:14.136396Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="AmaPObpa")
[33m[2024-05-28T08:04:14.136476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169283001014264 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T08:04:14.136714Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T08:04:14.136956Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="dNUzkTbI")
[2024-05-28T08:04:14.137158Z] [debug] [pid:107057] tests/containers/compose.pm:71 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:04:14.137272Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/yoQuJ-\d+-/u)
[2024-05-28T08:04:14.137596Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:yoQuJ-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:yoQuJ-\\d+-)", buffer_size=undef, json_cmd_token="Rblvviej")
[33m[2024-05-28T08:04:16.607896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.47029258799921 seconds: yoQuJ-0-[0m
[32m[2024-05-28T08:04:16.608624Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T08:04:16.608839Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:04:16.608970Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rpm -q docker-compose", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T08:04:16.609084Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:04:16.609204Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:16.610027Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UTNJlZkw", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:16.610174Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000337165998644195 seconds: # [0m
[32m[2024-05-28T08:04:16.610590Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:16.611046Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q docker-compose", json_cmd_token="KdkdqFuA")
[2024-05-28T08:04:16.611718Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 7KQX8-\$?-", cmd="backend_type_string", json_cmd_token="VOoUGmqb")
[2024-05-28T08:04:16.612024Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:04:16.612173Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=149, regexp="rpm -q docker-compose; echo 7KQX8-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:16.612717Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "rpm -q docker-compose; echo 7KQX8-\$?-"
  ], buffer_size=149, json_cmd_token="tLzZAauv", record_output=undef, no_regex=1, regexp="rpm -q docker-compose; echo 7KQX8-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:16.612828Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023865499861131 seconds: rpm -q docker-compose; echo 7KQX8-$?-[0m
[32m[2024-05-28T08:04:16.613225Z] [debug] [pid:107057] >>> testapi::wait_serial: rpm -q docker-compose; echo 7KQX8-$?-: ok[0m
[2024-05-28T08:04:16.613626Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="nuSPLIkg", cmd="backend_type_string")
[2024-05-28T08:04:16.613931Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T08:04:16.614073Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/7KQX8-\d+-/u)
[2024-05-28T08:04:16.614537Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:7KQX8-\\d+-)", buffer_size=undef, json_cmd_token="ltYVytWE", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:7KQX8-\\d+-)")
[33m[2024-05-28T08:04:16.618911Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00448112699996273 seconds: 7KQX8-1-[0m
[32m[2024-05-28T08:04:16.619295Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:7KQX8-\d+-): ok[0m
[2024-05-28T08:04:16.619469Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:04:16.619584Z] [debug] [pid:107057] <<< testapi::script_run(cmd="zypper -n in docker-compose | cat; ( exit \${PIPESTATUS[0]} )", output="", quiet=undef, die_on_timeout=1, timeout=700)
[2024-05-28T08:04:16.619686Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:04:16.619806Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:16.620272Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="vrxlPoyW", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:04:16.620369Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212082999496488 seconds: # [0m
[32m[2024-05-28T08:04:16.620663Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:16.620980Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="zypper -n in docker-compose | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string", json_cmd_token="LNOTaTOz")
[2024-05-28T08:04:16.621392Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo o45Zv-\$?-", json_cmd_token="mhlNsSuG", cmd="backend_type_string")
[2024-05-28T08:04:16.621601Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:04:16.621739Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=188, regexp="zypper -n in docker-compose | cat; ( exit \${PIPESTATUS[0]} ); echo o45Zv-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:16.622127Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LBWosOsV", buffer_size=188, pattern=[
    "zypper -n in docker-compose | cat; ( exit \${PIPESTATUS[0]} ); echo o45Zv-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="zypper -n in docker-compose | cat; ( exit \${PIPESTATUS[0]} ); echo o45Zv-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:16.622222Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211313001273084 seconds: zypper -n in docker-compose | cat; ( exit ${PIPESTATUS[0]} ); echo o45Zv-$?-[0m
[32m[2024-05-28T08:04:16.622502Z] [debug] [pid:107057] >>> testapi::wait_serial: zypper -n in docker-compose | cat; ( exit ${PIPESTATUS[0]} ); echo o45Zv-$?-: ok[0m
[2024-05-28T08:04:16.622788Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="yjDvLzxv")
[2024-05-28T08:04:16.623014Z] [debug] [pid:107057] tests/containers/compose.pm:73 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T08:04:16.623154Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=700, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/o45Zv-\d+-/u)
[2024-05-28T08:04:16.623530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="euIZbNfn", buffer_size=undef, pattern="(?^u:o45Zv-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=700, regexp="(?^u:o45Zv-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:04:19.316436Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 58 loops & 2.69293269400077 seconds: o45Zv-0-[0m
[32m[2024-05-28T08:04:19.317246Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:o45Zv-\d+-): ok[0m
[2024-05-28T08:04:19.317534Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.317689Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=1, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.318553Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RMYUypmJ", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:04:19.318709Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000333944999511004 seconds: # [0m
[32m[2024-05-28T08:04:19.318992Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.319087Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.319156Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuYPOM.sh :\n \"cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-\$?-\" \n")
[2024-05-28T08:04:19.319576Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-\$?-\n", json_cmd_token="PhgZeTgr", cmd="backend_type_string")
[2024-05-28T08:04:19.319888Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.320052Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-\$?-", record_output=undef, quiet=1, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:19.320551Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-\$?-"
  ], buffer_size=undef, json_cmd_token="nYgkHNfK", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:19.320662Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000241244000790175 seconds: cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-$?-[0m
[32m[2024-05-28T08:04:19.320872Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuYPOM.sh << 'EOT_uYPOM'; echo uYPOM-$?-: ok[0m
[2024-05-28T08:04:19.320970Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.321099Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.321590Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="rOYypZRj", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T08:04:19.321679Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000215243999264203 seconds: > [0m
[32m[2024-05-28T08:04:19.321893Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:04:19.322273Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker compose version\nEOT_uYPOM\n", cmd="backend_type_string", json_cmd_token="TypCcCuM")
[2024-05-28T08:04:19.322519Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.322658Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="> EOT_uYPOM", timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.323131Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_uYPOM"
  ], buffer_size=undef, json_cmd_token="QuRmgvxZ", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_uYPOM")
[33m[2024-05-28T08:04:19.323239Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233814000239363 seconds: > EOT_uYPOM[0m
[32m[2024-05-28T08:04:19.323444Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uYPOM: ok[0m
[2024-05-28T08:04:19.323532Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.323654Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=1, expect_not_found=0, record_output=undef, regexp="uYPOM-0-")
[2024-05-28T08:04:19.324122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="uYPOM-0-", buffer_size=undef, json_cmd_token="FcKNlGJA", no_regex=0, record_output=undef, regexp="uYPOM-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:19.324247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249493999945116 seconds: uYPOM-0-[0m
[32m[2024-05-28T08:04:19.324457Z] [debug] [pid:107057] >>> testapi::wait_serial: uYPOM-0-: ok[0m
[2024-05-28T08:04:19.324549Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.324667Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef)
[2024-05-28T08:04:19.325140Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="pGVtDSYW", quiet=1, expect_not_found=0)
[33m[2024-05-28T08:04:19.325229Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000216423999518156 seconds: # [0m
[32m[2024-05-28T08:04:19.325410Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.325721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GOGNuifu", text="echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:04:19.325927Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.326053Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-\$?-", record_output=undef, quiet=1, expect_not_found=0, no_regex=1)
[2024-05-28T08:04:19.326462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-\$?-", record_output=undef, no_regex=1, json_cmd_token="bQdYixBX", buffer_size=undef, pattern=[
    "echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T08:04:19.326558Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208864001251641 seconds: echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-$?-[0m
[32m[2024-05-28T08:04:19.326759Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uYPOM; bash -oe pipefail /tmp/scriptuYPOM.sh ; echo SCRIPT_FINISHEDuYPOM-$?-: ok[0m
[2024-05-28T08:04:19.326844Z] [debug] [pid:107057] tests/containers/compose.pm:75 called testapi::validate_script_output
[2024-05-28T08:04:19.326972Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDuYPOM-\\d+-", quiet=1, expect_not_found=0, no_regex=0, record_output=1)
[2024-05-28T08:04:19.327315Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern="SCRIPT_FINISHEDuYPOM-\\d+-", buffer_size=undef, json_cmd_token="XqvRbIzb", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDuYPOM-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:19.374091Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0468114559989772 seconds: SCRIPT_FINISHEDuYPOM-0-[0m
[32m[2024-05-28T08:04:19.374540Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuYPOM-\d+-: ok[0m
[2024-05-28T08:04:19.374918Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:35 called testapi::assert_script_run
[2024-05-28T08:04:19.375074Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p dcproject; cd dcproject", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:19.375195Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:35 called testapi::assert_script_run
[2024-05-28T08:04:19.375318Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.375989Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OVfDSSBw", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:04:19.376113Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000286745000266819 seconds: # [0m
[32m[2024-05-28T08:04:19.376478Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.376916Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="anFHCZrP", text="mkdir -p dcproject; cd dcproject", cmd="backend_type_string")
[2024-05-28T08:04:19.377493Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vsmQEamy", text="; echo vsA4Y-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:19.377827Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:35 called testapi::assert_script_run
[2024-05-28T08:04:19.377984Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="mkdir -p dcproject; cd dcproject; echo vsA4Y-\$?-", timeout=90, buffer_size=160)
[2024-05-28T08:04:19.378523Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="YVLigzyC", buffer_size=160, pattern=[
    "mkdir -p dcproject; cd dcproject; echo vsA4Y-\$?-"
  ], regexp="mkdir -p dcproject; cd dcproject; echo vsA4Y-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:19.378633Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237943999309209 seconds: mkdir -p dcproject; cd dcproject; echo vsA4Y-$?-[0m
[32m[2024-05-28T08:04:19.378995Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p dcproject; cd dcproject; echo vsA4Y-$?-: ok[0m
[2024-05-28T08:04:19.379422Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="uSWlBlTd", cmd="backend_type_string")
[2024-05-28T08:04:19.379754Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:35 called testapi::assert_script_run
[2024-05-28T08:04:19.379922Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/vsA4Y-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:19.380389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:vsA4Y-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="aLLlbtaQ", buffer_size=undef, pattern="(?^u:vsA4Y-\\d+-)")
[33m[2024-05-28T08:04:19.381114Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000826165000034962 seconds: vsA4Y-0-[0m
[32m[2024-05-28T08:04:19.381386Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:vsA4Y-\d+-): ok[0m
[2024-05-28T08:04:19.381517Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:36 called testapi::assert_script_run
[2024-05-28T08:04:19.381603Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:19.381684Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:36 called testapi::assert_script_run
[2024-05-28T08:04:19.381781Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:19.382118Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PfwazhrC", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:04:19.382194Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165093000759953 seconds: # [0m
[32m[2024-05-28T08:04:19.382435Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.382698Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml", json_cmd_token="SqWkQTkQ", cmd="backend_type_string")
[2024-05-28T08:04:19.383041Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TvRdQ-\$?-", json_cmd_token="dWWJcoDi")
[2024-05-28T08:04:19.383219Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:36 called testapi::assert_script_run
[2024-05-28T08:04:19.383332Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=209, regexp="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml; echo TvRdQ-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:19.383659Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml; echo TvRdQ-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="GRYXeURu", buffer_size=209, pattern=[
    "curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml; echo TvRdQ-\$?-"
  ])
[33m[2024-05-28T08:04:19.383737Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016923299881455 seconds: curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml; echo TvRdQ-$?-[0m
[32m[2024-05-28T08:04:19.383978Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-compose.yml; echo TvRdQ-$?-: ok[0m
[2024-05-28T08:04:19.384240Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="JhXGmZio")
[2024-05-28T08:04:19.384426Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:36 called testapi::assert_script_run
[2024-05-28T08:04:19.384535Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/TvRdQ-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:19.384854Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:TvRdQ-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="jffiMwKO", buffer_size=undef, pattern="(?^u:TvRdQ-\\d+-)", quiet=undef, expect_not_found=0)
[2024-05-28T08:04:19.397309Z] [info] [pid:107049] Test data requested: opensuse/data/containers/docker-compose.yml
[33m[2024-05-28T08:04:19.400516Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 319 loops & 0.0157164100000955 seconds: TvRdQ-0-[0m
[32m[2024-05-28T08:04:19.400901Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TvRdQ-\d+-): ok[0m
[2024-05-28T08:04:19.401043Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:37 called testapi::assert_script_run
[2024-05-28T08:04:19.401151Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:19.401235Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:37 called testapi::assert_script_run
[2024-05-28T08:04:19.401333Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.401802Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="trBTQVkS", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:04:19.401896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022261399863055 seconds: # [0m
[32m[2024-05-28T08:04:19.402204Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.402647Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg", json_cmd_token="dLXJmKfs", cmd="backend_type_string")
[2024-05-28T08:04:19.403113Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo lDWY9-\$?-", json_cmd_token="wksUHxIv")
[2024-05-28T08:04:19.403315Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:37 called testapi::assert_script_run
[2024-05-28T08:04:19.403429Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=202, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg; echo lDWY9-\$?-")
[2024-05-28T08:04:19.403870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg; echo lDWY9-\$?-", record_output=undef, no_regex=1, json_cmd_token="ugFAYDxp", buffer_size=202, pattern=[
    "curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg; echo lDWY9-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:19.403992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253324998993776 seconds: curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg; echo lDWY9-$?-[0m
[32m[2024-05-28T08:04:19.404266Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -O http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/haproxy.cfg; echo lDWY9-$?-: ok[0m
[2024-05-28T08:04:19.404547Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="DpIcBRKd")
[2024-05-28T08:04:19.404743Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:37 called testapi::assert_script_run
[2024-05-28T08:04:19.404918Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/lDWY9-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.405306Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:lDWY9-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="xmjvDuoB", buffer_size=undef, pattern="(?^u:lDWY9-\\d+-)", quiet=undef, expect_not_found=0)
[2024-05-28T08:04:19.414637Z] [info] [pid:107049] Test data requested: opensuse/data/containers/haproxy.cfg
[33m[2024-05-28T08:04:19.417575Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 320 loops & 0.0123731730000145 seconds: lDWY9-0-[0m
[32m[2024-05-28T08:04:19.417886Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:lDWY9-\d+-): ok[0m
[2024-05-28T08:04:19.418031Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:39 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:04:19.418137Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:19.418239Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:39 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:04:19.418355Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:19.418691Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="enRYKJdO", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:04:19.418763Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163882999913767 seconds: # [0m
[32m[2024-05-28T08:04:19.419031Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.419285Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml", cmd="backend_type_string", json_cmd_token="XteDtNyp")
[2024-05-28T08:04:19.419618Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo wcLfV-\$?-", cmd="backend_type_string", json_cmd_token="xPSiFfFR")
[2024-05-28T08:04:19.419805Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:39 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:04:19.419945Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=189, regexp="sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml; echo wcLfV-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:04:19.420282Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml; echo wcLfV-\$?-"
  ], buffer_size=189, json_cmd_token="NlMuYOAA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml; echo wcLfV-\$?-")
[33m[2024-05-28T08:04:19.420361Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169093000295106 seconds: sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml; echo wcLfV-$?-[0m
[32m[2024-05-28T08:04:19.420628Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -E 's/REGISTRY/3.126.238.126:5000/' -i docker-compose.yml; echo wcLfV-$?-: ok[0m
[2024-05-28T08:04:19.420874Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zegBQeTX")
[2024-05-28T08:04:19.421081Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:39 called utils::file_content_replace -> lib/utils.pm:2261 called testapi::assert_script_run
[2024-05-28T08:04:19.421217Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/wcLfV-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:19.421542Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:wcLfV-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="fpgNqoIG", buffer_size=undef, pattern="(?^u:wcLfV-\\d+-)")
[33m[2024-05-28T08:04:19.422561Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00109530900044774 seconds: wcLfV-0-[0m
[32m[2024-05-28T08:04:19.422830Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wcLfV-\d+-): ok[0m
[2024-05-28T08:04:19.422945Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:40 called testapi::assert_script_run
[2024-05-28T08:04:19.423042Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose pull", timeout=600, fail_message="", quiet=undef)
[2024-05-28T08:04:19.423139Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:40 called testapi::assert_script_run
[2024-05-28T08:04:19.423255Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:19.423572Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="PskzkoRX", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:19.423642Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156702000822406 seconds: # [0m
[32m[2024-05-28T08:04:19.423895Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:19.424146Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker compose pull", json_cmd_token="omecwQVx")
[2024-05-28T08:04:19.424474Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo KCOEE-\$?-", json_cmd_token="iOFbKBCC")
[2024-05-28T08:04:19.424654Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:40 called testapi::assert_script_run
[2024-05-28T08:04:19.424789Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="docker compose pull; echo KCOEE-\$?-")
[2024-05-28T08:04:19.425105Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker compose pull; echo KCOEE-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker compose pull; echo KCOEE-\$?-"
  ], buffer_size=147, json_cmd_token="qKnQnoTz")
[33m[2024-05-28T08:04:19.425179Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161193000167259 seconds: docker compose pull; echo KCOEE-$?-[0m
[32m[2024-05-28T08:04:19.425426Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose pull; echo KCOEE-$?-: ok[0m
[2024-05-28T08:04:19.425666Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ScJWoaqM")
[2024-05-28T08:04:19.425855Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:40 called testapi::assert_script_run
[2024-05-28T08:04:19.426001Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=600, regexp=qr/KCOEE-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T08:04:19.426316Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:KCOEE-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=600, expect_not_found=0, quiet=undef, json_cmd_token="pEsjkHPE", buffer_size=undef, pattern="(?^u:KCOEE-\\d+-)")
[33m[2024-05-28T08:04:23.584596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1699 loops & 4.15826434900009 seconds: KCOEE-0-[0m
[32m[2024-05-28T08:04:23.585466Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:KCOEE-\d+-): ok[0m
[2024-05-28T08:04:23.585659Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:44 called testapi::assert_script_run
[2024-05-28T08:04:23.585775Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose up -d", timeout=120, fail_message="", quiet=undef)
[2024-05-28T08:04:23.585888Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:44 called testapi::assert_script_run
[2024-05-28T08:04:23.586012Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:04:23.586660Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ybgMPIsa", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:23.586764Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000286184998913086 seconds: # [0m
[32m[2024-05-28T08:04:23.587359Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:23.587789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker compose up -d", json_cmd_token="jkLMOhDN")
[2024-05-28T08:04:23.588403Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo n~UxY-\$?-", json_cmd_token="oGFBmhoo")
[2024-05-28T08:04:23.588757Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:44 called testapi::assert_script_run
[2024-05-28T08:04:23.588920Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker compose up -d; echo n~UxY-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=148, timeout=90)
[2024-05-28T08:04:23.589389Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker compose up -d; echo n~UxY-\$?-"
  ], buffer_size=148, json_cmd_token="sCNjRPCU", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker compose up -d; echo n~UxY-\$?-")
[33m[2024-05-28T08:04:23.589484Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209013998755836 seconds: docker compose up -d; echo n~UxY-$?-[0m
[32m[2024-05-28T08:04:23.589821Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose up -d; echo n~UxY-$?-: ok[0m
[2024-05-28T08:04:23.590123Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="AETrlGZd", cmd="backend_type_string")
[2024-05-28T08:04:23.590352Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:44 called testapi::assert_script_run
[2024-05-28T08:04:23.590501Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp=qr/n~UxY-\d+-/u, buffer_size=undef, timeout=120)
[2024-05-28T08:04:23.590873Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="mqyFKpfz", buffer_size=undef, pattern="(?^u:n~UxY-\\d+-)", regexp="(?^u:n~UxY-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=120)
[33m[2024-05-28T08:04:25.707183Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 392 loops & 2.11629865000032 seconds: n~UxY-0-[0m
[32m[2024-05-28T08:04:25.708309Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:n~UxY-\d+-): ok[0m
[2024-05-28T08:04:25.708570Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:45 called testapi::wait_still_screen
[2024-05-28T08:04:25.708746Z] [debug] [pid:107057] <<< testapi::wait_still_screen(stilltime=15, similarity_level=47, timeout=180)
[32m[2024-05-28T08:04:40.760946Z] [debug] [pid:107057] >>> testapi::wait_still_screen: detected same image for 15 seconds (15.049840927124 s elapsed), last detected similarity is 1000000[0m
[2024-05-28T08:04:40.761112Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:47 called testapi::assert_script_run
[2024-05-28T08:04:40.761253Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose ps", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:40.761380Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:47 called testapi::assert_script_run
[2024-05-28T08:04:40.761508Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:40.762150Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="JZsoptHw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:40.762302Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00034806599978765 seconds: # [0m
[32m[2024-05-28T08:04:40.762672Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:40.762997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker compose ps", cmd="backend_type_string", json_cmd_token="isbsqVvs")
[2024-05-28T08:04:40.763437Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dQelAswJ", text="; echo 2NlfG-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:40.763635Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:47 called testapi::assert_script_run
[2024-05-28T08:04:40.763780Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=145, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker compose ps; echo 2NlfG-\$?-")
[2024-05-28T08:04:40.764188Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker compose ps; echo 2NlfG-\$?-"
  ], buffer_size=145, json_cmd_token="RuUNzMoa", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker compose ps; echo 2NlfG-\$?-")
[33m[2024-05-28T08:04:40.764288Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245683999310131 seconds: docker compose ps; echo 2NlfG-$?-[0m
[32m[2024-05-28T08:04:40.764563Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose ps; echo 2NlfG-$?-: ok[0m
[2024-05-28T08:04:40.764843Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="krfYWEmG")
[2024-05-28T08:04:40.765053Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:47 called testapi::assert_script_run
[2024-05-28T08:04:40.765194Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/2NlfG-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:40.765611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:2NlfG-\\d+-)", buffer_size=undef, json_cmd_token="fNAoSxya", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:2NlfG-\\d+-)")
[33m[2024-05-28T08:04:40.839013Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 51 loops & 0.073394944998654 seconds: 2NlfG-0-[0m
[32m[2024-05-28T08:04:40.839432Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:2NlfG-\d+-): ok[0m
[2024-05-28T08:04:40.839572Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:48 called testapi::assert_script_run
[2024-05-28T08:04:40.839679Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose top", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:40.839784Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:48 called testapi::assert_script_run
[2024-05-28T08:04:40.839905Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:40.840487Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="veRGJIPZ")
[33m[2024-05-28T08:04:40.840588Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000229843999477453 seconds: # [0m
[32m[2024-05-28T08:04:40.840938Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:40.841330Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NKpPztsN", text="docker compose top", cmd="backend_type_string")
[2024-05-28T08:04:40.841938Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Egxls-\$?-", json_cmd_token="KEkzxcOD")
[2024-05-28T08:04:40.842206Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:48 called testapi::assert_script_run
[2024-05-28T08:04:40.842384Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=146, timeout=90, regexp="docker compose top; echo Egxls-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:04:40.842870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="TDpuDbCs", buffer_size=146, pattern=[
    "docker compose top; echo Egxls-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker compose top; echo Egxls-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:04:40.842966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213182998777484 seconds: docker compose top; echo Egxls-$?-[0m
[32m[2024-05-28T08:04:40.843269Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose top; echo Egxls-$?-: ok[0m
[2024-05-28T08:04:40.843587Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zBGsFezN")
[2024-05-28T08:04:40.843864Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:48 called testapi::assert_script_run
[2024-05-28T08:04:40.844063Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Egxls-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:40.844571Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:Egxls-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Egxls-\\d+-)", buffer_size=undef, json_cmd_token="aIdtcqLE")
[33m[2024-05-28T08:04:40.929995Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 113 loops & 0.0855252330002259 seconds: Egxls-0-[0m
[32m[2024-05-28T08:04:40.930410Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Egxls-\d+-): ok[0m
[2024-05-28T08:04:40.930541Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:51 called testapi::assert_script_run
[2024-05-28T08:04:40.930651Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -s http://127.0.0.1:8080/ | grep \"Welcome to nginx!\"", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:40.930754Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:51 called testapi::assert_script_run
[2024-05-28T08:04:40.930874Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:04:40.931292Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EaHmHHud", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:40.931386Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00021972300055495 seconds: # [0m
[32m[2024-05-28T08:04:40.931711Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:40.932069Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -s http://127.0.0.1:8080/ | grep \"Welcome to nginx!\"", json_cmd_token="PlilCQkA", cmd="backend_type_string")
[2024-05-28T08:04:40.932578Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gLt3a-\$?-", json_cmd_token="rbgJrpLj", cmd="backend_type_string")
[2024-05-28T08:04:40.932835Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:51 called testapi::assert_script_run
[2024-05-28T08:04:40.932992Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=185, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="curl -s http://127.0.0.1:8080/ | grep \"Welcome to nginx!\"; echo gLt3a-\$?-")
[2024-05-28T08:04:40.933441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl -s http://127.0.0.1:8080/ | grep \"Welcome to nginx!\"; echo gLt3a-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ZqQrkJnv", buffer_size=185, pattern=[
    "curl -s http://127.0.0.1:8080/ | grep \"Welcome to nginx!\"; echo gLt3a-\$?-"
  ])
[33m[2024-05-28T08:04:40.933552Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000238513999647694 seconds: curl -s http://127.0.0.1:8080/ | grep "Welcome to nginx!"; echo gLt3a-$?-[0m
[32m[2024-05-28T08:04:40.933873Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -s http://127.0.0.1:8080/ | grep "Welcome to nginx!"; echo gLt3a-$?-: ok[0m
[2024-05-28T08:04:40.934177Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="UOlDwaiE")
[2024-05-28T08:04:40.934424Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:51 called testapi::assert_script_run
[2024-05-28T08:04:40.934578Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/gLt3a-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:40.934949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:gLt3a-\\d+-)", buffer_size=undef, json_cmd_token="iBNNYoQd", record_output=undef, no_regex=0, regexp="(?^u:gLt3a-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:04:40.942833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.00796485700084304 seconds: gLt3a-0-[0m
[32m[2024-05-28T08:04:40.943192Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gLt3a-\d+-): ok[0m
[2024-05-28T08:04:40.943316Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:54 called testapi::assert_script_run
[2024-05-28T08:04:40.943425Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:04:40.943525Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:54 called testapi::assert_script_run
[2024-05-28T08:04:40.943646Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:04:40.944058Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="zxSyRrKv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:40.944157Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227903999984846 seconds: # [0m
[32m[2024-05-28T08:04:40.944473Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:40.944768Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="Oenhgzlt", text="docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'", cmd="backend_type_string")
[2024-05-28T08:04:40.945164Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 7VlS5-\$?-", cmd="backend_type_string", json_cmd_token="NlCrvBfo")
[2024-05-28T08:04:40.945408Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:54 called testapi::assert_script_run
[2024-05-28T08:04:40.945566Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=212, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'; echo 7VlS5-\$?-")
[2024-05-28T08:04:40.945945Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'; echo 7VlS5-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'; echo 7VlS5-\$?-"
  ], buffer_size=212, json_cmd_token="fKfzAieQ")
[33m[2024-05-28T08:04:40.946037Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020259400116629 seconds: docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'; echo 7VlS5-$?-[0m
[32m[2024-05-28T08:04:40.946353Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose exec nginx /bin/sh -c 'echo Hello > /usr/share/nginx/html/index.html'; echo 7VlS5-$?-: ok[0m
[2024-05-28T08:04:40.946632Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="CisceIDi")
[2024-05-28T08:04:40.946869Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:54 called testapi::assert_script_run
[2024-05-28T08:04:40.947024Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/7VlS5-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:04:40.947374Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="(?^u:7VlS5-\\d+-)", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:7VlS5-\\d+-)", buffer_size=undef, json_cmd_token="BnSUQnHI")
[33m[2024-05-28T08:04:41.064507Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.117207580000468 seconds: 7VlS5-0-[0m
[32m[2024-05-28T08:04:41.064898Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:7VlS5-\d+-): ok[0m
[2024-05-28T08:04:41.065024Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:55 called testapi::assert_script_run
[2024-05-28T08:04:41.065132Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl -s http://127.0.0.1:8080/ | grep \"Hello\"", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:04:41.065248Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:55 called testapi::assert_script_run
[2024-05-28T08:04:41.065377Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T08:04:41.065870Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="eaKRKlrH", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:41.065978Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236133999351296 seconds: # [0m
[32m[2024-05-28T08:04:41.066316Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:41.066671Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl -s http://127.0.0.1:8080/ | grep \"Hello\"", cmd="backend_type_string", json_cmd_token="OdFWnTIw")
[2024-05-28T08:04:41.067157Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo CbKSV-\$?-", json_cmd_token="bNnTOrMb")
[2024-05-28T08:04:41.067414Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:55 called testapi::assert_script_run
[2024-05-28T08:04:41.067571Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=173, regexp="curl -s http://127.0.0.1:8080/ | grep \"Hello\"; echo CbKSV-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:41.068021Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="BxsviUsc", buffer_size=173, pattern=[
    "curl -s http://127.0.0.1:8080/ | grep \"Hello\"; echo CbKSV-\$?-"
  ], regexp="curl -s http://127.0.0.1:8080/ | grep \"Hello\"; echo CbKSV-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:41.068134Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249464001171873 seconds: curl -s http://127.0.0.1:8080/ | grep "Hello"; echo CbKSV-$?-[0m
[32m[2024-05-28T08:04:41.068455Z] [debug] [pid:107057] >>> testapi::wait_serial: curl -s http://127.0.0.1:8080/ | grep "Hello"; echo CbKSV-$?-: ok[0m
[2024-05-28T08:04:41.068790Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="VeSBwTGn")
[2024-05-28T08:04:41.069022Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:55 called testapi::assert_script_run
[2024-05-28T08:04:41.069164Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/CbKSV-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:04:41.069582Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:CbKSV-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="mSoXqYCj", buffer_size=undef, pattern="(?^u:CbKSV-\\d+-)")
[33m[2024-05-28T08:04:41.076652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00716613399890775 seconds: CbKSV-0-[0m
[32m[2024-05-28T08:04:41.077009Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:CbKSV-\d+-): ok[0m
[2024-05-28T08:04:41.077237Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:57 called testapi::assert_script_run
[2024-05-28T08:04:41.077344Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose logs | tee docker-compose-logs.txt", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:04:41.077444Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:57 called testapi::assert_script_run
[2024-05-28T08:04:41.077566Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:04:41.077992Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nDGZMScu")
[33m[2024-05-28T08:04:41.078097Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226673999350169 seconds: # [0m
[32m[2024-05-28T08:04:41.078374Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:41.078699Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker compose logs | tee docker-compose-logs.txt", json_cmd_token="gASknnXi")
[2024-05-28T08:04:41.079136Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SxuhAfkr", text="; echo 4upmw-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:41.079340Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:57 called testapi::assert_script_run
[2024-05-28T08:04:41.079478Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=177, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker compose logs | tee docker-compose-logs.txt; echo 4upmw-\$?-")
[2024-05-28T08:04:41.079907Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker compose logs | tee docker-compose-logs.txt; echo 4upmw-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="JMFZMcMN", buffer_size=177, pattern=[
    "docker compose logs | tee docker-compose-logs.txt; echo 4upmw-\$?-"
  ])
[33m[2024-05-28T08:04:41.080023Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239454000620754 seconds: docker compose logs | tee docker-compose-logs.txt; echo 4upmw-$?-[0m
[32m[2024-05-28T08:04:41.080291Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose logs | tee docker-compose-logs.txt; echo 4upmw-$?-: ok[0m
[2024-05-28T08:04:41.080567Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="Azfnebmd", text="\n", cmd="backend_type_string")
[2024-05-28T08:04:41.080770Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:57 called testapi::assert_script_run
[2024-05-28T08:04:41.080906Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/4upmw-\d+-/u)
[2024-05-28T08:04:41.081259Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:4upmw-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="mmHBhgjD", buffer_size=undef, pattern="(?^u:4upmw-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:04:41.148173Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 44 loops & 0.0669983540010435 seconds: 4upmw-0-[0m
[32m[2024-05-28T08:04:41.148672Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:4upmw-\d+-): ok[0m
[2024-05-28T08:04:41.148802Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:58 called testapi::upload_logs
[2024-05-28T08:04:41.148899Z] [debug] [pid:107057] <<< testapi::upload_logs(file="docker-compose-logs.txt", failok=0, timeout=90)
[2024-05-28T08:04:41.149056Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:58 called testapi::upload_logs
[2024-05-28T08:04:41.149159Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl --form upload=\@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:04:41.149257Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:58 called testapi::upload_logs
[2024-05-28T08:04:41.149371Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:41.149864Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="cKfAYPhn", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:41.149976Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226444000873016 seconds: # [0m
[32m[2024-05-28T08:04:41.150377Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:41.150767Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="curl --form upload=\@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt", cmd="backend_type_string", json_cmd_token="rGFDtFCX")
[2024-05-28T08:04:41.151333Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fImFZErx", text="; echo wOA9K-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:41.151636Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:58 called testapi::upload_logs
[2024-05-28T08:04:41.151818Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=297, regexp="curl --form upload=\@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt; echo wOA9K-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:04:41.152323Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="curl --form upload=\@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt; echo wOA9K-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SLzhMCpH", buffer_size=297, pattern=[
    "curl --form upload=\@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt; echo wOA9K-\$?-"
  ])
[33m[2024-05-28T08:04:41.152432Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000229373999900417 seconds: curl --form upload=@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt; echo wOA9K-$?-[0m
[32m[2024-05-28T08:04:41.152778Z] [debug] [pid:107057] >>> testapi::wait_serial: curl --form upload=@docker-compose-logs.txt --form upname=docker_compose-docker-compose-logs.txt http://10.0.2.2:20093/qmOIFUDjtvl43McN/uploadlog/docker-compose-logs.txt; echo wOA9K-$?-: ok[0m
[2024-05-28T08:04:41.153074Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="zrbVCtRR")
[2024-05-28T08:04:41.153338Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:58 called testapi::upload_logs
[2024-05-28T08:04:41.153494Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/wOA9K-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:04:41.153885Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:wOA9K-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="ETAaRzjB", buffer_size=undef, pattern="(?^u:wOA9K-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:41.161608Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00781840499985265 seconds: wOA9K-0-[0m
[32m[2024-05-28T08:04:41.161946Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:wOA9K-\d+-): ok[0m
[2024-05-28T08:04:41.162073Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:60 called testapi::assert_script_run
[2024-05-28T08:04:41.162180Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker compose down", timeout=180, fail_message="", quiet=undef)
[2024-05-28T08:04:41.162308Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:60 called testapi::assert_script_run
[2024-05-28T08:04:41.162438Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:04:41.162819Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="QuNVgNpz", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:04:41.162906Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197032999494695 seconds: # [0m
[32m[2024-05-28T08:04:41.163224Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:04:41.163514Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker compose down", json_cmd_token="avUulXZh")
[2024-05-28T08:04:41.163920Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OWddaxYI", text="; echo VdATz-\$?-", cmd="backend_type_string")
[2024-05-28T08:04:41.164195Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:60 called testapi::assert_script_run
[2024-05-28T08:04:41.164352Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=147, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker compose down; echo VdATz-\$?-")
[2024-05-28T08:04:41.164725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker compose down; echo VdATz-\$?-", record_output=undef, no_regex=1, json_cmd_token="baDsDmZX", buffer_size=147, pattern=[
    "docker compose down; echo VdATz-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:04:41.164815Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195442999029183 seconds: docker compose down; echo VdATz-$?-[0m
[32m[2024-05-28T08:04:41.165090Z] [debug] [pid:107057] >>> testapi::wait_serial: docker compose down; echo VdATz-$?-: ok[0m
[2024-05-28T08:04:41.165357Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mSaVbHGg")
[2024-05-28T08:04:41.165564Z] [debug] [pid:107057] tests/containers/compose.pm:77 called compose::basic_test -> tests/containers/compose.pm:60 called testapi::assert_script_run
[2024-05-28T08:04:41.165702Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/VdATz-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=180, buffer_size=undef)
[2024-05-28T08:04:41.166096Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:VdATz-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=180, quiet=undef, expect_not_found=0, json_cmd_token="NMJTDukG", buffer_size=undef, pattern="(?^u:VdATz-\\d+-)")
[33m[2024-05-28T08:05:06.714522Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2344 loops & 25.5484372809988 seconds: VdATz-0-[0m
[32m[2024-05-28T08:05:06.715351Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:VdATz-\d+-): ok[0m
[2024-05-28T08:05:06.715572Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.715690Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T08:05:06.715810Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.715931Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:06.716533Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ehtDFsOi", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:06.716635Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282574999801 seconds: # [0m
[32m[2024-05-28T08:05:06.717163Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:06.717529Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps -q | xargs -r docker stop", json_cmd_token="ASKAUVcr", cmd="backend_type_string")
[2024-05-28T08:05:06.718128Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="xjjIMxhy")
[2024-05-28T08:05:06.718515Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.718681Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-")
[2024-05-28T08:05:06.719073Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], buffer_size=163, json_cmd_token="KFDtEHtB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:06.719164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204412999664783 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T08:05:06.719469Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T08:05:06.719741Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="MtLikVLP")
[2024-05-28T08:05:06.719976Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.720141Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=180, buffer_size=undef, regexp=qr/ILCn4-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:06.720510Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:ILCn4-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=180, expect_not_found=0, quiet=undef, json_cmd_token="kWaEjcqh", buffer_size=undef, pattern="(?^u:ILCn4-\\d+-)")
[33m[2024-05-28T08:05:06.731585Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0111607819999335 seconds: ILCn4-0-[0m
[32m[2024-05-28T08:05:06.731878Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T08:05:06.732036Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.732141Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", fail_message="", quiet=undef, timeout=300)
[2024-05-28T08:05:06.732252Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.732369Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="# ")
[2024-05-28T08:05:06.732752Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GnTjEEWG", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:06.732842Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208494000617065 seconds: # [0m
[32m[2024-05-28T08:05:06.733114Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:06.733391Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume prune -f", json_cmd_token="BqbyeBRo", cmd="backend_type_string")
[2024-05-28T08:05:06.733867Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo U1xFX-\$?-", json_cmd_token="VuolJrsR")
[2024-05-28T08:05:06.734162Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.734356Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="docker volume prune -f; echo U1xFX-\$?-", timeout=90, buffer_size=150)
[2024-05-28T08:05:06.734751Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker volume prune -f; echo U1xFX-\$?-", pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="LGlriUdj", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:06.734841Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198444000488962 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T08:05:06.735105Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T08:05:06.735391Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="XVAFpLkk", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:06.735610Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.735754Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/U1xFX-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:05:06.736124Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:U1xFX-\\d+-)", buffer_size=undef, json_cmd_token="WxptCPwJ", record_output=undef, no_regex=0, regexp="(?^u:U1xFX-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:06.746182Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0101616350002587 seconds: U1xFX-0-[0m
[32m[2024-05-28T08:05:06.746475Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T08:05:06.746607Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.746708Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", fail_message="", quiet=undef, timeout=300)
[2024-05-28T08:05:06.746815Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.746935Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:06.747301Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZHGlVjRq", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:06.747387Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194403999557835 seconds: # [0m
[32m[2024-05-28T08:05:06.747649Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:06.747917Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="csigePlv", cmd="backend_type_string")
[2024-05-28T08:05:06.748302Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo uOgVl-\$?-", cmd="backend_type_string", json_cmd_token="DRNyeBrl")
[2024-05-28T08:05:06.748510Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.748650Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=153, regexp="docker system prune -a -f; echo uOgVl-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:05:06.749010Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="MewAVCsK", buffer_size=153, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="docker system prune -a -f; echo uOgVl-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:06.749100Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199322999833385 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T08:05:06.749361Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T08:05:06.749622Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="bwgxftuJ")
[2024-05-28T08:05:06.749834Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:06.749966Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/uOgVl-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=300)
[2024-05-28T08:05:06.750317Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=300, regexp="(?^u:uOgVl-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="SCUFkcBW", buffer_size=undef, pattern="(?^u:uOgVl-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.138667Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 42 loops & 0.388383950999923 seconds: uOgVl-0-[0m
[32m[2024-05-28T08:05:07.139367Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T08:05:07.139624Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.139780Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.140381Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HPizgzlf", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:07.140481Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262674999248702 seconds: # [0m
[32m[2024-05-28T08:05:07.140878Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.140985Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.141052Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T08:05:07.141443Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", json_cmd_token="ogKkUgqx", cmd="backend_type_string")
[2024-05-28T08:05:07.141767Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.141923Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.142403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="QRxDGCAz", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.142493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000222313999984181 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T08:05:07.142897Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T08:05:07.143019Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.143153Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T08:05:07.143630Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="pMdieDSO", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.143730Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000214773999687168 seconds: > [0m
[32m[2024-05-28T08:05:07.144259Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:07.144746Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DLGAeunR", text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string")
[2024-05-28T08:05:07.145030Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.145186Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_abhxA", buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.145580Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_abhxA", pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="eNXjutGs", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.145669Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198183000975405 seconds: > EOT_abhxA[0m
[32m[2024-05-28T08:05:07.145958Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T08:05:07.146059Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.146170Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="abhxA-0-", record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.146545Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="abhxA-0-", record_output=undef, no_regex=0, json_cmd_token="hCBBjjhU", buffer_size=undef, pattern="abhxA-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.146641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202454000827856 seconds: abhxA-0-[0m
[32m[2024-05-28T08:05:07.146967Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T08:05:07.147073Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.147184Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.147597Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ssQdorxd", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:07.147677Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179262999154162 seconds: # [0m
[32m[2024-05-28T08:05:07.147966Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.148288Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="xabaXOVl")
[2024-05-28T08:05:07.148530Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.148659Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[2024-05-28T08:05:07.149036Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="NlrjzJZM", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[33m[2024-05-28T08:05:07.149128Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201724000362447 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T08:05:07.149424Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T08:05:07.149527Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.149637Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHEDabhxA-\\d+-")
[2024-05-28T08:05:07.150001Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="HrInFkFd")
[33m[2024-05-28T08:05:07.160748Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0108408470005088 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T08:05:07.161097Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T08:05:07.161237Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T08:05:07.161332Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T08:05:07.161577Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.161722Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.162093Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LKaiJGeM", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.162164Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170453000464477 seconds: # [0m
[32m[2024-05-28T08:05:07.162481Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.162624Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.162712Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T08:05:07.163108Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="sKSJYlbp")
[2024-05-28T08:05:07.163447Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.163657Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:05:07.164178Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="dGYttfaG", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ])
[33m[2024-05-28T08:05:07.164301Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000279664998743101 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T08:05:07.164674Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T08:05:07.164797Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.164930Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:05:07.165304Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="OxfOTsyy", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:05:07.165373Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000172682999618701 seconds: > [0m
[32m[2024-05-28T08:05:07.165644Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:07.165914Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="eBYGqMkL", cmd="backend_type_string")
[2024-05-28T08:05:07.166144Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.166278Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_hZgU~", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:05:07.166632Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="iVTGRFCU", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_hZgU~")
[33m[2024-05-28T08:05:07.166717Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191252998774871 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T08:05:07.166976Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T08:05:07.167083Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.167206Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp="hZgU~-0-")
[2024-05-28T08:05:07.167549Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zWXXfroM", buffer_size=undef, pattern="hZgU~-0-", regexp="hZgU~-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.167641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190032998943934 seconds: hZgU~-0-[0m
[32m[2024-05-28T08:05:07.167895Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T08:05:07.168012Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.168139Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.168498Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="uOIcObdh")
[33m[2024-05-28T08:05:07.168567Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175312999999733 seconds: # [0m
[32m[2024-05-28T08:05:07.168816Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.169126Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="bVxXUReR", cmd="backend_type_string")
[2024-05-28T08:05:07.169331Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.169468Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:05:07.169983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="hgRAWVUv", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[33m[2024-05-28T08:05:07.170103Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267294999503065 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T08:05:07.170450Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T08:05:07.170571Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:07.170693Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.171006Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="LnzrgZBU", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.180853Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00991728100052569 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T08:05:07.181142Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T08:05:07.181257Z] [debug] [pid:107057] tests/containers/compose.pm:88 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T08:05:07.181341Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T08:05:07.182398Z] [debug] [pid:107057] ||| finished docker_compose containers (runtime: 54 s)[0m
[1;34m[2024-05-28T08:05:07.183565Z] [debug] [pid:107057] ||| starting docker_seccomp tests/containers/seccomp.pm[0m
[2024-05-28T08:05:07.184295Z] [debug] [pid:107057] tests/containers/seccomp.pm:23 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:05:07.184399Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T08:05:07.184971Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.185106Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.185469Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="RrbKRLsv", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.185558Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203192999833846 seconds: # [0m
[32m[2024-05-28T08:05:07.185831Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.185931Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.185993Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T08:05:07.186261Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="KoYizblG")
[2024-05-28T08:05:07.186473Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.186689Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.187177Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="oVObiZXG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-")
[33m[2024-05-28T08:05:07.187293Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000262993999058381 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T08:05:07.187609Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T08:05:07.187714Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.187837Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T08:05:07.188191Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="OCTlGQqI", record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.188262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00017487300101493 seconds: > [0m
[32m[2024-05-28T08:05:07.188513Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:07.188766Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ThpyIJXb", text=" cat /etc/os-release\nEOT_n1~0x\n", cmd="backend_type_string")
[2024-05-28T08:05:07.188948Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.189053Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_n1~0x", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.189386Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_n1~0x", pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="DIByaidV", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.189483Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196803001017543 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T08:05:07.189708Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T08:05:07.189791Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.189891Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="n1~0x-0-", expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.190239Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="n1~0x-0-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="n1~0x-0-", buffer_size=undef, json_cmd_token="IxUBUsbi")
[33m[2024-05-28T08:05:07.190331Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189243000932038 seconds: n1~0x-0-[0m
[32m[2024-05-28T08:05:07.190560Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T08:05:07.190647Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.190747Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ")
[2024-05-28T08:05:07.191097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aHAuiySV", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.191167Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177633000930655 seconds: # [0m
[32m[2024-05-28T08:05:07.191390Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.191623Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="xkbvIfrI", cmd="backend_type_string")
[2024-05-28T08:05:07.191793Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.191901Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.192215Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ypIWsNZL", buffer_size=undef, pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ])
[33m[2024-05-28T08:05:07.192291Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164573000802193 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T08:05:07.192513Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T08:05:07.192607Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:07.192709Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T08:05:07.193007Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="ZWTOkUHN", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-")
[33m[2024-05-28T08:05:07.196041Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00310307300060231 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T08:05:07.196318Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c1adf68)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(seccomp=HASH(0x55966c0e2150), "docker") called at opensuse/tests/containers/seccomp.pm line 24
	seccomp::run(seccomp=HASH(0x55966c0e2150), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(seccomp=HASH(0x55966c0e2150)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c1adf68)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(seccomp=HASH(0x55966c0e2150), "docker") called at opensuse/tests/containers/seccomp.pm line 24
	seccomp::run(seccomp=HASH(0x55966c0e2150), OpenQA::Test::RunArgs=HASH(0x55966bd8b5f8)) called at /usr/lib/os-autoinst/basetest.pm line 348
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(seccomp=HASH(0x55966c0e2150)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T08:05:07.197224Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:07.197340Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T08:05:07.197454Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:07.197572Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.197886Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="YPFkXzmY", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.197956Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015486200027226 seconds: # [0m
[32m[2024-05-28T08:05:07.198209Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.198459Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="which docker", json_cmd_token="PZsPtTRn")
[2024-05-28T08:05:07.198787Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3Bn3R-\$?-", json_cmd_token="EenMUcEp", cmd="backend_type_string")
[2024-05-28T08:05:07.198976Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:07.199109Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="which docker; echo 3Bn3R-\$?-", timeout=90, buffer_size=140)
[2024-05-28T08:05:07.199422Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="which docker; echo 3Bn3R-\$?-", no_regex=1, record_output=undef, json_cmd_token="uiagwxGj", buffer_size=140, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.199497Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156243000674294 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T08:05:07.199750Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T08:05:07.200013Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="IYLwaTDs")
[2024-05-28T08:05:07.200238Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:07.200372Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/3Bn3R-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:05:07.200725Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="urvKULov", record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.201256Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000628730998869287 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T08:05:07.201517Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T08:05:07.201637Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:07.201826Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:07.201931Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:07.202048Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:07.202391Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="JQLPksAk", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.202473Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185863000297104 seconds: # [0m
[32m[2024-05-28T08:05:07.202725Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.202981Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="xBDOOnpc", cmd="backend_type_string")
[2024-05-28T08:05:07.203325Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="GrzIiINi")
[2024-05-28T08:05:07.203514Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:07.203647Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=173, timeout=90)
[2024-05-28T08:05:07.203991Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="eojHoIQJ", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:07.204098Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210763999348274 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T08:05:07.204362Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T08:05:07.204639Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ugdYxRxE")
[2024-05-28T08:05:07.204966Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:07.205100Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/p9uJo-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.205441Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:p9uJo-\\d+-)", buffer_size=undef, json_cmd_token="dUHEglWD", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T08:05:07.206150Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000802742999439943 seconds: p9uJo-0-[0m
[32m[2024-05-28T08:05:07.206378Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T08:05:07.206475Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:07.206556Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:07.206641Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:07.206737Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ")
[2024-05-28T08:05:07.207081Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AyOBkNAy", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.207163Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185652999789454 seconds: # [0m
[32m[2024-05-28T08:05:07.207387Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.207646Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="JByoUGia", text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string")
[2024-05-28T08:05:07.207982Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="jQhUwfal", text="; echo cQEK7-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:07.208170Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:07.208289Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", timeout=90, buffer_size=223)
[2024-05-28T08:05:07.208606Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="dolVKGbu", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.208680Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161673000548035 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T08:05:07.208902Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T08:05:07.209125Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CicHeZdJ", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:07.209300Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:07.209405Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/cQEK7-\d+-/u)
[2024-05-28T08:05:07.209696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="JWoiPYdU", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.209774Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157792999743833 seconds: cQEK7-0-[0m
[32m[2024-05-28T08:05:07.209990Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T08:05:07.210102Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.210182Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:07.210270Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.210365Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:05:07.210662Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="DMGMbtKO", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.210719Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000141451999297715 seconds: # [0m
[32m[2024-05-28T08:05:07.210946Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.211174Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kMbkxgcE", text="systemctl --no-pager enable docker", cmd="backend_type_string")
[2024-05-28T08:05:07.211479Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9wqGK-\$?-", json_cmd_token="OgXNKaGv")
[2024-05-28T08:05:07.211647Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.211757Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:05:07.212063Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="MDoyRAmJ", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-")
[33m[2024-05-28T08:05:07.212136Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016610300008324 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T08:05:07.212356Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T08:05:07.212581Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="lMWqtKJV", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:07.212762Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.212871Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/9wqGK-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.213163Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="ejSyaoPU", no_regex=0, record_output=undef, regexp="(?^u:9wqGK-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.524661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.3114678059992 seconds: 9wqGK-0-[0m
[32m[2024-05-28T08:05:07.525427Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T08:05:07.525665Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.525787Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:05:07.525917Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.526050Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.526665Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZXbGJqAu", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.526772Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271605000307318 seconds: # [0m
[32m[2024-05-28T08:05:07.527098Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.527520Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kNVgWgFx", text="systemctl --no-pager is-enabled docker", cmd="backend_type_string")
[2024-05-28T08:05:07.528110Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kDaqzyIH", text="; echo gSlMc-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:07.528399Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.528541Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=166, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-")
[2024-05-28T08:05:07.529062Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", no_regex=1, record_output=undef, json_cmd_token="yvsytguW", buffer_size=166, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.529174Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026351400083513 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T08:05:07.529499Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T08:05:07.529899Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="uqAaQecS")
[2024-05-28T08:05:07.530205Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.530341Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/gSlMc-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.530832Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:gSlMc-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="jPpDebRf", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)")
[33m[2024-05-28T08:05:07.537521Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00680244800059882 seconds: gSlMc-0-[0m
[32m[2024-05-28T08:05:07.537902Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T08:05:07.538039Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.538149Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", fail_message="", quiet=undef, timeout=180)
[2024-05-28T08:05:07.538261Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.538380Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:05:07.538883Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UKnSFgLw", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.538988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240173998463433 seconds: # [0m
[32m[2024-05-28T08:05:07.539307Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.539698Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sWuYwzRJ", text="systemctl --no-pager start docker", cmd="backend_type_string")
[2024-05-28T08:05:07.540203Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ukt~P-\$?-", json_cmd_token="gnvzzmmY")
[2024-05-28T08:05:07.540435Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.540580Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=161, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:07.540962Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="VESeFNpe", buffer_size=161, pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.541063Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220414000068558 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T08:05:07.541357Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T08:05:07.541633Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="uYZZRkdE", cmd="backend_type_string")
[2024-05-28T08:05:07.541865Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.542Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=180, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/Ukt~P-\d+-/u)
[2024-05-28T08:05:07.542350Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:Ukt~P-\\d+-)", buffer_size=undef, json_cmd_token="HjczUshf", no_regex=0, record_output=undef, regexp="(?^u:Ukt~P-\\d+-)", timeout=180, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.552474Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0101945860005799 seconds: Ukt~P-0-[0m
[32m[2024-05-28T08:05:07.552793Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T08:05:07.552929Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.553029Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:05:07.553138Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.553257Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.553663Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="uIHxMkVS", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:07.553757Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221983998926589 seconds: # [0m
[32m[2024-05-28T08:05:07.554044Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.554328Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IUaLTwsh", text="systemctl --no-pager is-active docker", cmd="backend_type_string")
[2024-05-28T08:05:07.554721Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0ysj5-\$?-", cmd="backend_type_string", json_cmd_token="yrjRKyNw")
[2024-05-28T08:05:07.554917Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.555062Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=165, timeout=90, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:05:07.555413Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="uvTnjPjT", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.555503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202734001504723 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T08:05:07.555758Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T08:05:07.556017Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="BZxMqWbA")
[2024-05-28T08:05:07.556250Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.556386Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/0ysj5-\d+-/u)
[2024-05-28T08:05:07.556730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:0ysj5-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="OHkNAeXY", buffer_size=undef, pattern="(?^u:0ysj5-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.561410Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00476957300088543 seconds: 0ysj5-0-[0m
[32m[2024-05-28T08:05:07.561693Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T08:05:07.561822Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.561920Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", timeout=120, quiet=undef, fail_message="")
[2024-05-28T08:05:07.562027Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.562144Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.562513Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ToPyWBzH", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:07.562599Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197723000383121 seconds: # [0m
[32m[2024-05-28T08:05:07.562851Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.563110Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager status docker", json_cmd_token="PciIRjXj", cmd="backend_type_string")
[2024-05-28T08:05:07.563457Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GcOCuMnr", text="; echo 0aWkO-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:07.563656Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.563789Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", buffer_size=162, timeout=90)
[2024-05-28T08:05:07.564166Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], buffer_size=162, json_cmd_token="pPiTemGL")
[33m[2024-05-28T08:05:07.564280Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233114000366186 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T08:05:07.564557Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T08:05:07.564881Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="sDrtfqpF")
[2024-05-28T08:05:07.565096Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.565228Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=120, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/0aWkO-\d+-/u)
[2024-05-28T08:05:07.565571Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="JHgRONGU", expect_not_found=0, quiet=undef, timeout=120, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:0aWkO-\\d+-)")
[33m[2024-05-28T08:05:07.574152Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.00867366899910849 seconds: 0aWkO-0-[0m
[32m[2024-05-28T08:05:07.574553Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T08:05:07.574730Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.574864Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.575241Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="egfamjCE", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:07.575327Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196283999684965 seconds: # [0m
[32m[2024-05-28T08:05:07.575592Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.575687Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.575749Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T08:05:07.576035Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="SjDHfrOs")
[2024-05-28T08:05:07.576257Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.576401Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.576768Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="WsZREkhJ", buffer_size=undef, pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:07.576857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200663000214263 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T08:05:07.577123Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T08:05:07.577228Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.577349Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.577700Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", no_regex=1, record_output=undef, json_cmd_token="LnkLYBZD", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.577769Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000176453000676702 seconds: > [0m
[32m[2024-05-28T08:05:07.578094Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:07.578365Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info\nEOT_XA0Gw\n", json_cmd_token="NddaDYsB", cmd="backend_type_string")
[2024-05-28T08:05:07.578576Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.578706Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> EOT_XA0Gw", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:05:07.579055Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> EOT_XA0Gw", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="cbRbCBwe", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ])
[33m[2024-05-28T08:05:07.579141Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000191362998521072 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T08:05:07.579396Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T08:05:07.579500Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.579625Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="XA0Gw-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.579975Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="YScNqfHE", buffer_size=undef, pattern="XA0Gw-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="XA0Gw-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:07.580104Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022334399909596 seconds: XA0Gw-0-[0m
[32m[2024-05-28T08:05:07.580366Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T08:05:07.580478Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.580599Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:07.580909Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="nKAunLNY", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.580967Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142773000334273 seconds: # [0m
[32m[2024-05-28T08:05:07.581218Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.581463Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="cMGMSMFt")
[2024-05-28T08:05:07.581645Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.581752Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:05:07.582061Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="XuwWRwfv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.582135Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163652999617625 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T08:05:07.582355Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T08:05:07.582444Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:07.582545Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.582844Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ysOzSTKS", buffer_size=undef, pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", no_regex=0, record_output=1)
[33m[2024-05-28T08:05:07.644932Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 128 loops & 0.0621290799990675 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T08:05:07.645399Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T08:05:07.645640Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T08:05:07.645813Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n  compose: Docker Compose (Docker Inc.)\n    Version:  2.27.1\n    Path:     /usr/lib/docker/cli-plugins/docker-compose\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 25\n  Goroutines: 49\n  System Time: 2024-05-28T04:05:07.63399181-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T08:05:07.646060Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.646195Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:05:07.646729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ITcPqpgp", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:07.646863Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000280124000710202 seconds: # [0m
[32m[2024-05-28T08:05:07.647385Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.647530Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.647619Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T08:05:07.648132Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="xCeqoXoU", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:07.648530Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.648668Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.649103Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="wkhRmfpr", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:07.649195Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205253998501576 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T08:05:07.649505Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T08:05:07.649614Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.649739Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T08:05:07.650228Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fEKeoYZe", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:07.650309Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000210923000850016 seconds: > [0m
[32m[2024-05-28T08:05:07.650666Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:07.650996Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", json_cmd_token="zikIMgrY")
[2024-05-28T08:05:07.651220Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.651353Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_Y2gW_", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.651683Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_Y2gW_", record_output=undef, no_regex=1, json_cmd_token="rixnMNVb", buffer_size=undef, pattern=[
    "> EOT_Y2gW_"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:07.651754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158131999342004 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T08:05:07.652022Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T08:05:07.652133Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.652267Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="Y2gW_-0-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:05:07.652586Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uxXFJajn", buffer_size=undef, pattern="Y2gW_-0-", regexp="Y2gW_-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.652793Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284414998532156 seconds: Y2gW_-0-[0m
[32m[2024-05-28T08:05:07.653060Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T08:05:07.653170Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.653292Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.653729Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BOpAytHA")
[33m[2024-05-28T08:05:07.653835Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233083999773953 seconds: # [0m
[32m[2024-05-28T08:05:07.654110Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.654453Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fSgZHlvp", text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:07.654683Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.654803Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.655245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], buffer_size=undef, json_cmd_token="SwTgrKDb", record_output=undef, no_regex=1, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.655354Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247054000283242 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T08:05:07.655602Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T08:05:07.655693Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:07.655795Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:05:07.656229Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="ILVmekEa", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-")
[33m[2024-05-28T08:05:07.658336Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00221562799924868 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T08:05:07.658617Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T08:05:07.658742Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T08:05:07.658828Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T08:05:07.659018Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.659117Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:07.659227Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.659342Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:07.659733Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="wLhmdIJn", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:07.659827Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002151140015485 seconds: # [0m
[32m[2024-05-28T08:05:07.660091Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:07.660366Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager restart docker", cmd="backend_type_string", json_cmd_token="fFqBYMUu")
[2024-05-28T08:05:07.660730Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo yoQuJ-\$?-", json_cmd_token="kzqThLSA")
[2024-05-28T08:05:07.660914Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.661024Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=163, timeout=90)
[2024-05-28T08:05:07.661376Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="lYISXCyu", buffer_size=163, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:07.661480Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211813998248545 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T08:05:07.661709Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T08:05:07.661995Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SOveQxFZ", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:07.662190Z] [debug] [pid:107057] tests/containers/seccomp.pm:24 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:07.662299Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/yoQuJ-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:07.662650Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:yoQuJ-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="hfYaxRSi", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)")
[33m[2024-05-28T08:05:10.109205Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.4465490190014 seconds: yoQuJ-0-[0m
[32m[2024-05-28T08:05:10.109952Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T08:05:10.110155Z] [debug] [pid:107057] tests/containers/seccomp.pm:26 called testapi::assert_script_run
[2024-05-28T08:05:10.110273Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="grep SECCOMP /boot/config-\$(uname -r)", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:10.110381Z] [debug] [pid:107057] tests/containers/seccomp.pm:26 called testapi::assert_script_run
[2024-05-28T08:05:10.110503Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:10.111203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="mVmrkIqi", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:10.111326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000322865998896305 seconds: # [0m
[32m[2024-05-28T08:05:10.111722Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:10.112153Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="NPOEKkKh", text="grep SECCOMP /boot/config-\$(uname -r)", cmd="backend_type_string")
[2024-05-28T08:05:10.112767Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="nLLbPTQn", text="; echo ~BvYa-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:10.113075Z] [debug] [pid:107057] tests/containers/seccomp.pm:26 called testapi::assert_script_run
[2024-05-28T08:05:10.113232Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=165, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="grep SECCOMP /boot/config-\$(uname -r); echo ~BvYa-\$?-")
[2024-05-28T08:05:10.113769Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "grep SECCOMP /boot/config-\$(uname -r); echo ~BvYa-\$?-"
  ], buffer_size=165, json_cmd_token="EyJotvJE", record_output=undef, no_regex=1, regexp="grep SECCOMP /boot/config-\$(uname -r); echo ~BvYa-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:10.113885Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000283605000731768 seconds: grep SECCOMP /boot/config-$(uname -r); echo ~BvYa-$?-[0m
[32m[2024-05-28T08:05:10.114270Z] [debug] [pid:107057] >>> testapi::wait_serial: grep SECCOMP /boot/config-$(uname -r); echo ~BvYa-$?-: ok[0m
[2024-05-28T08:05:10.114616Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="boIBavOt")
[2024-05-28T08:05:10.114886Z] [debug] [pid:107057] tests/containers/seccomp.pm:26 called testapi::assert_script_run
[2024-05-28T08:05:10.115041Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/~BvYa-\d+-/u)
[2024-05-28T08:05:10.115485Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DIQNiVbl", buffer_size=undef, pattern="(?^u:~BvYa-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="(?^u:~BvYa-\\d+-)", record_output=undef, no_regex=0)
[33m[2024-05-28T08:05:10.120022Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 13 loops & 0.00465262999932747 seconds: ~BvYa-0-[0m
[32m[2024-05-28T08:05:10.120331Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:~BvYa-\d+-): ok[0m
[2024-05-28T08:05:10.120431Z] [debug] [pid:107057] tests/containers/seccomp.pm:27 called testapi::assert_script_run
[2024-05-28T08:05:10.120519Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker info | grep -i seccomp", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:10.120602Z] [debug] [pid:107057] tests/containers/seccomp.pm:27 called testapi::assert_script_run
[2024-05-28T08:05:10.120702Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:05:10.121158Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="QHFxQDgc", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:10.121261Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256764998994186 seconds: # [0m
[32m[2024-05-28T08:05:10.121548Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:10.121871Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker info | grep -i seccomp", cmd="backend_type_string", json_cmd_token="MdThTOuY")
[2024-05-28T08:05:10.122298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dJicgquB", text="; echo E~qTk-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:10.122497Z] [debug] [pid:107057] tests/containers/seccomp.pm:27 called testapi::assert_script_run
[2024-05-28T08:05:10.122623Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=157, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="docker info | grep -i seccomp; echo E~qTk-\$?-")
[2024-05-28T08:05:10.123040Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker info | grep -i seccomp; echo E~qTk-\$?-"
  ], buffer_size=157, json_cmd_token="cOtTHRLy", record_output=undef, no_regex=1, regexp="docker info | grep -i seccomp; echo E~qTk-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:10.123153Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256944998909603 seconds: docker info | grep -i seccomp; echo E~qTk-$?-[0m
[32m[2024-05-28T08:05:10.123400Z] [debug] [pid:107057] >>> testapi::wait_serial: docker info | grep -i seccomp; echo E~qTk-$?-: ok[0m
[2024-05-28T08:05:10.123696Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="CJgCOFfm", cmd="backend_type_string")
[2024-05-28T08:05:10.123893Z] [debug] [pid:107057] tests/containers/seccomp.pm:27 called testapi::assert_script_run
[2024-05-28T08:05:10.124012Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, regexp=qr/E~qTk-\d+-/u)
[2024-05-28T08:05:10.124420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:E~qTk-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="HdCmiZGv", buffer_size=undef, pattern="(?^u:E~qTk-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:10.182975Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.058667790999607 seconds: E~qTk-0-[0m
[32m[2024-05-28T08:05:10.183444Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:E~qTk-\d+-): ok[0m
[2024-05-28T08:05:10.183618Z] [debug] [pid:107057] tests/containers/seccomp.pm:32 called testapi::assert_script_run
[2024-05-28T08:05:10.183733Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:05:10.183830Z] [debug] [pid:107057] tests/containers/seccomp.pm:32 called testapi::assert_script_run
[2024-05-28T08:05:10.183948Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:10.184474Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="uDlqlnoc", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:10.184569Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0002462939992256 seconds: # [0m
[32m[2024-05-28T08:05:10.184957Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:10.185393Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json", json_cmd_token="ldIdvajT")
[2024-05-28T08:05:10.185961Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo EKcjv-\$?-", json_cmd_token="EIiRnZEl")
[2024-05-28T08:05:10.186277Z] [debug] [pid:107057] tests/containers/seccomp.pm:32 called testapi::assert_script_run
[2024-05-28T08:05:10.186436Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=222, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json; echo EKcjv-\$?-")
[2024-05-28T08:05:10.186990Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BpSxgpfy", buffer_size=222, pattern=[
    "curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json; echo EKcjv-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json; echo EKcjv-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:10.187090Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256924999121111 seconds: curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json; echo EKcjv-$?-[0m
[32m[2024-05-28T08:05:10.187478Z] [debug] [pid:107057] >>> testapi::wait_serial: curl http://10.0.2.2:20093/qmOIFUDjtvl43McN/data/containers/docker-seccomp.json -o policy.json; echo EKcjv-$?-: ok[0m
[2024-05-28T08:05:10.187871Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iGEXxhap")
[2024-05-28T08:05:10.188176Z] [debug] [pid:107057] tests/containers/seccomp.pm:32 called testapi::assert_script_run
[2024-05-28T08:05:10.188343Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/EKcjv-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:05:10.188796Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:EKcjv-\\d+-)", buffer_size=undef, json_cmd_token="ZDakKvkT", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:EKcjv-\\d+-)")
[2024-05-28T08:05:10.198591Z] [info] [pid:107049] Test data requested: opensuse/data/containers/docker-seccomp.json
[33m[2024-05-28T08:05:10.201816Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 261 loops & 0.0131383470015862 seconds: EKcjv-0-[0m
[32m[2024-05-28T08:05:10.202227Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:EKcjv-\d+-): ok[0m
[2024-05-28T08:05:10.202350Z] [debug] [pid:107057] tests/containers/seccomp.pm:35 called testapi::assert_script_run
[2024-05-28T08:05:10.202461Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:10.202557Z] [debug] [pid:107057] tests/containers/seccomp.pm:35 called testapi::assert_script_run
[2024-05-28T08:05:10.202678Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:10.203235Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="nPSZXaVs", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:10.203326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244483999267686 seconds: # [0m
[32m[2024-05-28T08:05:10.203709Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:10.204127Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", cmd="backend_type_string", json_cmd_token="aXPCUpRV")
[2024-05-28T08:05:10.204680Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wbVKbSQl", text="; echo Qqh7A-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:10.204920Z] [debug] [pid:107057] tests/containers/seccomp.pm:35 called testapi::assert_script_run
[2024-05-28T08:05:10.205080Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=234, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo Qqh7A-\$?-")
[2024-05-28T08:05:10.205521Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo Qqh7A-\$?-", no_regex=1, record_output=undef, json_cmd_token="AUixVKuv", buffer_size=234, pattern=[
    "docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo Qqh7A-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:10.205631Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000254153999776463 seconds: docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo Qqh7A-$?-[0m
[32m[2024-05-28T08:05:10.205959Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo Qqh7A-$?-: ok[0m
[2024-05-28T08:05:10.206282Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="xeIQulvI")
[2024-05-28T08:05:10.206534Z] [debug] [pid:107057] tests/containers/seccomp.pm:35 called testapi::assert_script_run
[2024-05-28T08:05:10.206690Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/Qqh7A-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:05:10.207135Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:Qqh7A-\\d+-)", pattern="(?^u:Qqh7A-\\d+-)", buffer_size=undef, json_cmd_token="KyXlXaMC", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:13.694275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 144 loops & 3.48719465799877 seconds: Qqh7A-0-[0m
[32m[2024-05-28T08:05:13.695139Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Qqh7A-\d+-): ok[0m
[2024-05-28T08:05:13.695362Z] [debug] [pid:107057] tests/containers/seccomp.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:13.695500Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i -e 's/\"getdents\",//' -e 's/\"getdents64\",//' policy.json", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:13.695624Z] [debug] [pid:107057] tests/containers/seccomp.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:13.695775Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:13.696395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="hGwYnQwH", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:13.696512Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000277315000857925 seconds: # [0m
[32m[2024-05-28T08:05:13.696875Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:13.697263Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="sed -i -e 's/\"getdents\",//' -e 's/\"getdents64\",//' policy.json", json_cmd_token="guqEFyfg", cmd="backend_type_string")
[2024-05-28T08:05:13.697754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo v~H85-\$?-", json_cmd_token="MWKxCqFm", cmd="backend_type_string")
[2024-05-28T08:05:13.697966Z] [debug] [pid:107057] tests/containers/seccomp.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:13.698125Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=190, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="sed -i -e 's/\"getdents\",//' -e 's/\"getdents64\",//' policy.json; echo v~H85-\$?-")
[2024-05-28T08:05:13.698520Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="sed -i -e 's/\"getdents\",//' -e 's/\"getdents64\",//' policy.json; echo v~H85-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="FvlpcMft", buffer_size=190, pattern=[
    "sed -i -e 's/\"getdents\",//' -e 's/\"getdents64\",//' policy.json; echo v~H85-\$?-"
  ])
[33m[2024-05-28T08:05:13.698618Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214644000152475 seconds: sed -i -e 's/"getdents",//' -e 's/"getdents64",//' policy.json; echo v~H85-$?-[0m
[32m[2024-05-28T08:05:13.698904Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i -e 's/"getdents",//' -e 's/"getdents64",//' policy.json; echo v~H85-$?-: ok[0m
[2024-05-28T08:05:13.699193Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="wBYDNQMD")
[2024-05-28T08:05:13.699413Z] [debug] [pid:107057] tests/containers/seccomp.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:13.699578Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/v~H85-\d+-/u)
[2024-05-28T08:05:13.699966Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:v~H85-\\d+-)", pattern="(?^u:v~H85-\\d+-)", buffer_size=undef, json_cmd_token="yjVOFhBc", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:13.701562Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0016971189998003 seconds: v~H85-0-[0m
[32m[2024-05-28T08:05:13.701867Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:v~H85-\d+-): ok[0m
[2024-05-28T08:05:13.701996Z] [debug] [pid:107057] tests/containers/seccomp.pm:38 called testapi::assert_script_run
[2024-05-28T08:05:13.702120Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:13.702231Z] [debug] [pid:107057] tests/containers/seccomp.pm:38 called testapi::assert_script_run
[2024-05-28T08:05:13.702376Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:13.702727Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="FvEOHDEd", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:13.702801Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164293000125326 seconds: # [0m
[32m[2024-05-28T08:05:13.703089Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:13.703356Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", json_cmd_token="hAFGFXuK", cmd="backend_type_string")
[2024-05-28T08:05:13.703699Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo vQw_K-\$?-", json_cmd_token="hJSfjFdX", cmd="backend_type_string")
[2024-05-28T08:05:13.703885Z] [debug] [pid:107057] tests/containers/seccomp.pm:38 called testapi::assert_script_run
[2024-05-28T08:05:13.704066Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=236, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo vQw_K-\$?-")
[2024-05-28T08:05:13.704399Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="oSsZREoN", buffer_size=236, pattern=[
    "! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo vQw_K-\$?-"
  ], regexp="! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo vQw_K-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:13.704486Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000179272999957902 seconds: ! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo vQw_K-$?-[0m
[32m[2024-05-28T08:05:13.704759Z] [debug] [pid:107057] >>> testapi::wait_serial: ! docker run --rm --security-opt seccomp=policy.json registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo vQw_K-$?-: ok[0m
[2024-05-28T08:05:13.705015Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IHFfYgiz", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:13.705236Z] [debug] [pid:107057] tests/containers/seccomp.pm:38 called testapi::assert_script_run
[2024-05-28T08:05:13.705421Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/vQw_K-\d+-/u)
[2024-05-28T08:05:13.705887Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:vQw_K-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LweReQSF", buffer_size=undef, pattern="(?^u:vQw_K-\\d+-)")
[33m[2024-05-28T08:05:14.734884Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 1.02903562900065 seconds: vQw_K-0-[0m
[32m[2024-05-28T08:05:14.735584Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:vQw_K-\d+-): ok[0m
[2024-05-28T08:05:14.735800Z] [debug] [pid:107057] tests/containers/seccomp.pm:40 called testapi::assert_script_run
[2024-05-28T08:05:14.735950Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:05:14.736114Z] [debug] [pid:107057] tests/containers/seccomp.pm:40 called testapi::assert_script_run
[2024-05-28T08:05:14.736275Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:14.736950Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HOqNVLqF", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:14.737065Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028406400087988 seconds: # [0m
[32m[2024-05-28T08:05:14.737376Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:14.737752Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="hgoTqhmP", text="docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null", cmd="backend_type_string")
[2024-05-28T08:05:14.738175Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo CdIJk-\$?-", cmd="backend_type_string", json_cmd_token="WZsRLZmY")
[2024-05-28T08:05:14.738368Z] [debug] [pid:107057] tests/containers/seccomp.pm:40 called testapi::assert_script_run
[2024-05-28T08:05:14.738511Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=233, timeout=90, regexp="docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo CdIJk-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:05:14.738900Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo CdIJk-\$?-"
  ], buffer_size=233, json_cmd_token="YfvPOQCj", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo CdIJk-\$?-")
[33m[2024-05-28T08:05:14.739010Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000230293999265996 seconds: docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo CdIJk-$?-[0m
[32m[2024-05-28T08:05:14.739291Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run --rm --security-opt seccomp=unconfined registry.opensuse.org/opensuse/tumbleweed ls >/dev/null; echo CdIJk-$?-: ok[0m
[2024-05-28T08:05:14.739567Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="QlLACbHx", cmd="backend_type_string")
[2024-05-28T08:05:14.739766Z] [debug] [pid:107057] tests/containers/seccomp.pm:40 called testapi::assert_script_run
[2024-05-28T08:05:14.739909Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/CdIJk-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:14.740280Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:CdIJk-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="fhSARxSy", buffer_size=undef, pattern="(?^u:CdIJk-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:15.683450Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.943190568999853 seconds: CdIJk-0-[0m
[32m[2024-05-28T08:05:15.684129Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:CdIJk-\d+-): ok[0m
[2024-05-28T08:05:15.684349Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.684467Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", quiet=undef, fail_message="", timeout=180)
[2024-05-28T08:05:15.684593Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.684719Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:05:15.685316Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="WoKIaRVI", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:15.685433Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000284095000097295 seconds: # [0m
[32m[2024-05-28T08:05:15.685770Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:15.686131Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker ps -q | xargs -r docker stop", cmd="backend_type_string", json_cmd_token="HFemBcjy")
[2024-05-28T08:05:15.686603Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ILCn4-\$?-", json_cmd_token="uskRmCfZ")
[2024-05-28T08:05:15.686824Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.686980Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=163)
[2024-05-28T08:05:15.687418Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mPMqVSFo", buffer_size=163, pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:15.687526Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240303999817115 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T08:05:15.687804Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T08:05:15.688140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="hOtLRpLm")
[2024-05-28T08:05:15.688382Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.688520Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ILCn4-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=180)
[2024-05-28T08:05:15.688952Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="euhRXApW", no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)", timeout=180, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:15.706346Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0175029009988066 seconds: ILCn4-0-[0m
[32m[2024-05-28T08:05:15.706671Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T08:05:15.706806Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.706906Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T08:05:15.707015Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.707132Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:15.707527Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="zNrTLUOd", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:15.707619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208423000003677 seconds: # [0m
[32m[2024-05-28T08:05:15.707907Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:15.708207Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker volume prune -f", json_cmd_token="RCPZrmet", cmd="backend_type_string")
[2024-05-28T08:05:15.708581Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo U1xFX-\$?-", json_cmd_token="ZtHclwLu")
[2024-05-28T08:05:15.708791Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.708928Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=150, timeout=90, regexp="docker volume prune -f; echo U1xFX-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:05:15.709307Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker volume prune -f; echo U1xFX-\$?-", pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ], buffer_size=150, json_cmd_token="wAqrAhnI", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:15.709400Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205244001335814 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T08:05:15.709672Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T08:05:15.709942Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="uUcbqgNT")
[2024-05-28T08:05:15.710155Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.710290Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=300, regexp=qr/U1xFX-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:05:15.710642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="XuJFVQfS", buffer_size=undef, pattern="(?^u:U1xFX-\\d+-)", regexp="(?^u:U1xFX-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T08:05:15.719979Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00942884199866967 seconds: U1xFX-0-[0m
[32m[2024-05-28T08:05:15.720267Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T08:05:15.720393Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.720491Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", quiet=undef, fail_message="", timeout=300)
[2024-05-28T08:05:15.720598Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.720715Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:05:15.721073Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="pqIlqwKQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:15.721161Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195754000742454 seconds: # [0m
[32m[2024-05-28T08:05:15.721421Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:15.721686Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="mQSxdTNh", cmd="backend_type_string")
[2024-05-28T08:05:15.722052Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IJBcIoNr", text="; echo uOgVl-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:15.722245Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.722379Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker system prune -a -f; echo uOgVl-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=153)
[2024-05-28T08:05:15.722740Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="mniJagxV", record_output=undef, no_regex=1, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:15.722860Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224514000365161 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T08:05:15.723246Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T08:05:15.723599Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="srgnHymJ")
[2024-05-28T08:05:15.723872Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:15.724021Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/uOgVl-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T08:05:15.724446Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZpLGvsWM", buffer_size=undef, pattern="(?^u:uOgVl-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=300, regexp="(?^u:uOgVl-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:16.060194Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 16 loops & 0.335797485000512 seconds: uOgVl-0-[0m
[32m[2024-05-28T08:05:16.060730Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T08:05:16.060959Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.061099Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.061609Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sDDAnaJE", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.061707Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233654000112438 seconds: # [0m
[32m[2024-05-28T08:05:16.062020Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.062128Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.062190Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T08:05:16.062523Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", json_cmd_token="kDkBheNX", cmd="backend_type_string")
[2024-05-28T08:05:16.062781Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.062928Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.063355Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rgtGsdMI", buffer_size=undef, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:16.063450Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214264000533149 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T08:05:16.063758Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T08:05:16.063875Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.064014Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.064443Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="cwyBkNXQ", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.064520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000193773001228692 seconds: > [0m
[32m[2024-05-28T08:05:16.064847Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.065184Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker container ls -q\nEOT_abhxA\n", json_cmd_token="LuPRRhAT")
[2024-05-28T08:05:16.065435Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.065572Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_abhxA", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.065984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ToWrtkUG", buffer_size=undef, pattern=[
    "> EOT_abhxA"
  ], regexp="> EOT_abhxA", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.066080Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210113999855821 seconds: > EOT_abhxA[0m
[32m[2024-05-28T08:05:16.066386Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T08:05:16.066501Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.066626Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="abhxA-0-", record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.066985Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="abhxA-0-", pattern="abhxA-0-", buffer_size=undef, json_cmd_token="utNDFpBB", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.067070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169143000675831 seconds: abhxA-0-[0m
[32m[2024-05-28T08:05:16.067321Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T08:05:16.067421Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.067524Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.067863Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="sBEGRkCu")
[33m[2024-05-28T08:05:16.067926Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000153933000547113 seconds: # [0m
[32m[2024-05-28T08:05:16.068185Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.068455Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RQmNGwtF", text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:16.068659Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.068773Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.069111Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", record_output=undef, no_regex=1, json_cmd_token="RboRQNCG", buffer_size=undef, pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.069192Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173993001226336 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T08:05:16.069442Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T08:05:16.069538Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.069642Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.069982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="cgODbESf", buffer_size=undef, pattern="SCRIPT_FINISHEDabhxA-\\d+-", regexp="SCRIPT_FINISHEDabhxA-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.080275Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0103635079995001 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T08:05:16.080600Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T08:05:16.080732Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T08:05:16.080803Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T08:05:16.081004Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.081110Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:05:16.081457Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GowiNnHJ", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.081535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167072999829543 seconds: # [0m
[32m[2024-05-28T08:05:16.081789Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.081873Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.081923Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T08:05:16.082190Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="SGVioWVR")
[2024-05-28T08:05:16.082398Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.082511Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.082848Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="EMxxTxtC", record_output=undef, no_regex=1, regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.082935Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017601299987291 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T08:05:16.083187Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T08:05:16.083281Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.083385Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T08:05:16.083728Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="rGgacATW", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.083792Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000156553000124404 seconds: > [0m
[32m[2024-05-28T08:05:16.084057Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.084331Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker images -q\nEOT_hZgU~\n", json_cmd_token="piAzOmgY", cmd="backend_type_string")
[2024-05-28T08:05:16.084537Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.084648Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_hZgU~", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.084983Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="msPyONMN", record_output=undef, no_regex=1, regexp="> EOT_hZgU~", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.085063Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169582999660634 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T08:05:16.085316Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T08:05:16.085412Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.085541Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp="hZgU~-0-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.086394Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sxkgLGhx", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", record_output=undef, no_regex=0)
[33m[2024-05-28T08:05:16.086634Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000491228000100818 seconds: hZgU~-0-[0m
[32m[2024-05-28T08:05:16.087564Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T08:05:16.087836Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.088102Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0)
[2024-05-28T08:05:16.088982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="jBCdGdFo", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.089116Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000325394999890705 seconds: # [0m
[32m[2024-05-28T08:05:16.089802Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.090508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", cmd="backend_type_string", json_cmd_token="deJOKnJv")
[2024-05-28T08:05:16.091067Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.091326Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-")
[2024-05-28T08:05:16.092151Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="seFvZypO", buffer_size=undef, pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.092311Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000358106000931002 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T08:05:16.093114Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T08:05:16.093370Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:16.093620Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-")
[2024-05-28T08:05:16.094472Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", pattern="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, json_cmd_token="nxVLqkJC", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.102155Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0079108259997156 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T08:05:16.102505Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T08:05:16.102638Z] [debug] [pid:107057] tests/containers/seccomp.pm:57 called seccomp::cleanup -> tests/containers/seccomp.pm:46 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T08:05:16.102728Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[1;34m[2024-05-28T08:05:16.103952Z] [debug] [pid:107057] ||| finished docker_seccomp containers (runtime: 9 s)[0m
[1;34m[2024-05-28T08:05:16.105349Z] [debug] [pid:107057] ||| starting validate_btrfs tests/containers/validate_btrfs.pm[0m
[2024-05-28T08:05:16.106224Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:120 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:05:16.106328Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T08:05:16.107106Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:16.107263Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="parted --script --machine -l", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:16.107413Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:16.107579Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:05:16.108231Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="ROdOkLjQ", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:16.108396Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000403357000323012 seconds: # [0m
[32m[2024-05-28T08:05:16.108951Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.109432Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="AlUJjivX", text="parted --script --machine -l", cmd="backend_type_string")
[2024-05-28T08:05:16.110038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo FiioZ-\$?-", cmd="backend_type_string", json_cmd_token="ZmCczkhJ")
[2024-05-28T08:05:16.110339Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:16.110528Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=156, regexp="parted --script --machine -l; echo FiioZ-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.111069Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="parted --script --machine -l; echo FiioZ-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="PAfUyHAh", buffer_size=156, pattern=[
    "parted --script --machine -l; echo FiioZ-\$?-"
  ])
[33m[2024-05-28T08:05:16.111199Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285354999505216 seconds: parted --script --machine -l; echo FiioZ-$?-[0m
[32m[2024-05-28T08:05:16.111508Z] [debug] [pid:107057] >>> testapi::wait_serial: parted --script --machine -l; echo FiioZ-$?-: ok[0m
[2024-05-28T08:05:16.111752Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="cObTkRJG")
[2024-05-28T08:05:16.111936Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:37 called testapi::assert_script_run
[2024-05-28T08:05:16.112054Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/FiioZ-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:05:16.112363Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:FiioZ-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="vSNQiXUD", buffer_size=undef, pattern="(?^u:FiioZ-\\d+-)")
[33m[2024-05-28T08:05:16.140074Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 31 loops & 0.0276173959991866 seconds: FiioZ-0-[0m
[32m[2024-05-28T08:05:16.140911Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:FiioZ-\d+-): ok[0m
[2024-05-28T08:05:16.141174Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.141320Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.142025Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ARHFzcgd", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.142190Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000367455999366939 seconds: # [0m
[32m[2024-05-28T08:05:16.142543Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.142630Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.142687Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptjTFt5.sh :\n \"cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-\$?-\" \n")
[2024-05-28T08:05:16.143060Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-\$?-\n", json_cmd_token="LTDjWKpc", cmd="backend_type_string")
[2024-05-28T08:05:16.143340Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.143470Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:16.143978Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="iXjGqzYY", buffer_size=undef, pattern=[
    "cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-\$?-"
  ], regexp="cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.144109Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025892399935401 seconds: cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-$?-[0m
[32m[2024-05-28T08:05:16.144487Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptjTFt5.sh << 'EOT_jTFt5'; echo jTFt5-$?-: ok[0m
[2024-05-28T08:05:16.144577Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.144685Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.145114Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="pSXHsXxk")
[33m[2024-05-28T08:05:16.145193Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000192732999494183 seconds: > [0m
[32m[2024-05-28T08:05:16.145566Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.145997Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="parted --script --machine -l\nEOT_jTFt5\n", json_cmd_token="MzJvJCno")
[2024-05-28T08:05:16.146205Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.146320Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> EOT_jTFt5", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.146898Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_jTFt5", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> EOT_jTFt5"
  ], buffer_size=undef, json_cmd_token="szBKaHJs")
[33m[2024-05-28T08:05:16.147017Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271965000138152 seconds: > EOT_jTFt5[0m
[32m[2024-05-28T08:05:16.147370Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_jTFt5: ok[0m
[2024-05-28T08:05:16.147481Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.147616Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp="jTFt5-0-")
[2024-05-28T08:05:16.148180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="jTFt5-0-", buffer_size=undef, json_cmd_token="qHBbqBQJ", no_regex=0, record_output=undef, regexp="jTFt5-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.148318Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000319495000439929 seconds: jTFt5-0-[0m
[32m[2024-05-28T08:05:16.148580Z] [debug] [pid:107057] >>> testapi::wait_serial: jTFt5-0-: ok[0m
[2024-05-28T08:05:16.148672Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.148776Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:05:16.149416Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="eiAsUUPS", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.149517Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000271004999376601 seconds: # [0m
[32m[2024-05-28T08:05:16.149777Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.150130Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-\$?-\n", json_cmd_token="fGjcVfaD")
[2024-05-28T08:05:16.150346Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.150473Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:16.150921Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="NAoOQXVx", buffer_size=undef, pattern=[
    "echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-\$?-"
  ], regexp="echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.151044Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264153999523842 seconds: echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-$?-[0m
[32m[2024-05-28T08:05:16.151350Z] [debug] [pid:107057] >>> testapi::wait_serial: echo jTFt5; bash -oe pipefail /tmp/scriptjTFt5.sh ; echo SCRIPT_FINISHEDjTFt5-$?-: ok[0m
[2024-05-28T08:05:16.151440Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:123 called btrfs_test::set_playground_disk -> lib/btrfs_test.pm:38 called testapi::script_output
[2024-05-28T08:05:16.151546Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDjTFt5-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.151977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDjTFt5-\\d+-", no_regex=0, record_output=1, json_cmd_token="lggzgWhO", buffer_size=undef, pattern="SCRIPT_FINISHEDjTFt5-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.170651Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 31 loops & 0.0187980539994896 seconds: SCRIPT_FINISHEDjTFt5-0-[0m
[32m[2024-05-28T08:05:16.171010Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDjTFt5-\d+-: ok[0m
[2024-05-28T08:05:16.171258Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.171378Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.171874Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rAIXvxIW", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:16.171969Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221103999137995 seconds: # [0m
[32m[2024-05-28T08:05:16.172266Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.172344Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.172396Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script6t5_l.sh :\n \"cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-\$?-\" \n")
[2024-05-28T08:05:16.172748Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-\$?-\n", json_cmd_token="PxITZJUE")
[2024-05-28T08:05:16.172953Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.173072Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-\$?-")
[2024-05-28T08:05:16.173462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-\$?-"
  ], buffer_size=undef, json_cmd_token="TDEkBTNa")
[33m[2024-05-28T08:05:16.173556Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208962999749929 seconds: cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-$?-[0m
[32m[2024-05-28T08:05:16.173858Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script6t5_l.sh << 'EOT_6t5_l'; echo 6t5_l-$?-: ok[0m
[2024-05-28T08:05:16.173960Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.174098Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.174481Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="pJysNDJq", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.174554Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00018215400086774 seconds: > [0m
[32m[2024-05-28T08:05:16.174866Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.175186Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ioESVjfx", text="df --output=source /\nEOT_6t5_l\n", cmd="backend_type_string")
[2024-05-28T08:05:16.175395Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.175508Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="> EOT_6t5_l")
[2024-05-28T08:05:16.175921Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_6t5_l", pattern=[
    "> EOT_6t5_l"
  ], buffer_size=undef, json_cmd_token="bechcAMb", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.176023Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204603999009123 seconds: > EOT_6t5_l[0m
[32m[2024-05-28T08:05:16.176283Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_6t5_l: ok[0m
[2024-05-28T08:05:16.176368Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.176474Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="6t5_l-0-")
[2024-05-28T08:05:16.176866Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="6t5_l-0-", buffer_size=undef, json_cmd_token="fUYArHDM", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="6t5_l-0-")
[33m[2024-05-28T08:05:16.176965Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213002998862066 seconds: 6t5_l-0-[0m
[32m[2024-05-28T08:05:16.177214Z] [debug] [pid:107057] >>> testapi::wait_serial: 6t5_l-0-: ok[0m
[2024-05-28T08:05:16.177300Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.177404Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.177777Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="gsKqFpMC", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.177848Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183563999598846 seconds: # [0m
[32m[2024-05-28T08:05:16.178094Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.178382Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="REJDXRuV", text="echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:16.178571Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.178698Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:16.179150Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="LEGnIrpP", buffer_size=undef, pattern=[
    "echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:16.179262Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242634001551778 seconds: echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-$?-[0m
[32m[2024-05-28T08:05:16.179515Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 6t5_l; bash -oe pipefail /tmp/script6t5_l.sh ; echo SCRIPT_FINISHED6t5_l-$?-: ok[0m
[2024-05-28T08:05:16.179599Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:125 called validate_btrfs::_find_root_partition -> tests/containers/validate_btrfs.pm:28 called testapi::script_output
[2024-05-28T08:05:16.179711Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHED6t5_l-\\d+-", quiet=undef, no_regex=0, expect_not_found=0, record_output=1)
[2024-05-28T08:05:16.180110Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHED6t5_l-\\d+-", pattern="SCRIPT_FINISHED6t5_l-\\d+-", buffer_size=undef, json_cmd_token="OblkdhSk", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.183144Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.00314346399864007 seconds: SCRIPT_FINISHED6t5_l-0-[0m
[32m[2024-05-28T08:05:16.183459Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED6t5_l-\d+-: ok[0m
[2024-05-28T08:05:16.183691Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.183803Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:05:16.184203Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="IXSrofVQ")
[33m[2024-05-28T08:05:16.184297Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020741300068039 seconds: # [0m
[32m[2024-05-28T08:05:16.184573Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.184665Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.184724Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptn1~0x.sh :\n \"cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\" \n")
[2024-05-28T08:05:16.185024Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-\n", cmd="backend_type_string", json_cmd_token="YgkXVexK")
[2024-05-28T08:05:16.185223Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.185339Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.185764Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ryMUadUq", buffer_size=undef, pattern=[
    "cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-"
  ], regexp="cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.185892Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244975000896375 seconds: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-[0m
[32m[2024-05-28T08:05:16.186161Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptn1~0x.sh << 'EOT_n1~0x'; echo n1~0x-$?-: ok[0m
[2024-05-28T08:05:16.186252Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.186364Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.186880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="wArjcAZp", no_regex=1, record_output=undef, regexp="> ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.186990Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000299605000691372 seconds: > [0m
[32m[2024-05-28T08:05:16.187253Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.187611Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text=" cat /etc/os-release\nEOT_n1~0x\n", json_cmd_token="BEOviSNI")
[2024-05-28T08:05:16.187827Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.187937Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="> EOT_n1~0x")
[2024-05-28T08:05:16.188462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_n1~0x"
  ], buffer_size=undef, json_cmd_token="ovOCAvXq", no_regex=1, record_output=undef, regexp="> EOT_n1~0x", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.188599Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000325865001286729 seconds: > EOT_n1~0x[0m
[32m[2024-05-28T08:05:16.188881Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_n1~0x: ok[0m
[2024-05-28T08:05:16.188972Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.189077Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp="n1~0x-0-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.189589Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="n1~0x-0-", no_regex=0, record_output=undef, json_cmd_token="YdiovdCl", buffer_size=undef, pattern="n1~0x-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.189731Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000325666000208003 seconds: n1~0x-0-[0m
[32m[2024-05-28T08:05:16.190Z] [debug] [pid:107057] >>> testapi::wait_serial: n1~0x-0-: ok[0m
[2024-05-28T08:05:16.190092Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.190195Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.190706Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="agEfGWDW", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.190815Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000293154998871614 seconds: # [0m
[32m[2024-05-28T08:05:16.191073Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.191435Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-\n", json_cmd_token="rFpWtOAT")
[2024-05-28T08:05:16.191655Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.191769Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.192300Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-"
  ], buffer_size=undef, json_cmd_token="hMeExIbc", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-\$?-")
[33m[2024-05-28T08:05:16.192441Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000340374999723281 seconds: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-[0m
[32m[2024-05-28T08:05:16.192725Z] [debug] [pid:107057] >>> testapi::wait_serial: echo n1~0x; bash -oe pipefail /tmp/scriptn1~0x.sh ; echo SCRIPT_FINISHEDn1~0x-$?-: ok[0m
[2024-05-28T08:05:16.192839Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:19 called version_utils::get_os_release -> lib/version_utils.pm:711 called testapi::script_output
[2024-05-28T08:05:16.192983Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHEDn1~0x-\\d+-")
[2024-05-28T08:05:16.193474Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="NtccpKcd", buffer_size=undef, pattern="SCRIPT_FINISHEDn1~0x-\\d+-", regexp="SCRIPT_FINISHEDn1~0x-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.195348Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 34 loops & 0.00201122399994347 seconds: SCRIPT_FINISHEDn1~0x-0-[0m
[32m[2024-05-28T08:05:16.195645Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDn1~0x-\d+-: ok[0m
Use of uninitialized value $os_release{"VERSION"} in pattern match (m//) at opensuse/lib/version_utils.pm line 713.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c1ba540)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(validate_btrfs=HASH(0x55966c0eb8c0), "docker") called at opensuse/tests/containers/validate_btrfs.pm line 126
	validate_btrfs::run(validate_btrfs=HASH(0x55966c0eb8c0)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(validate_btrfs=HASH(0x55966c0eb8c0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $os_release{"VERSION"} in split at opensuse/lib/version_utils.pm line 714.
	version_utils::get_os_release() called at opensuse/lib/containers/docker.pm line 19
	containers::docker::init(containers::docker=HASH(0x55966c1ba540)) called at opensuse/lib/containers/basetest.pm line 35
	containers::basetest::containers_factory(validate_btrfs=HASH(0x55966c0eb8c0), "docker") called at opensuse/tests/containers/validate_btrfs.pm line 126
	validate_btrfs::run(validate_btrfs=HASH(0x55966c0eb8c0)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(validate_btrfs=HASH(0x55966c0eb8c0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T08:05:16.196593Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:16.196715Z] [debug] [pid:107057] <<< testapi::script_run(cmd="which docker", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:05:16.196817Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:16.196916Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.197361Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZqbbVAPo", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.197471Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265794000370079 seconds: # [0m
[32m[2024-05-28T08:05:16.197722Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.198023Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="which docker", cmd="backend_type_string", json_cmd_token="eYUWuIIC")
[2024-05-28T08:05:16.198439Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 3Bn3R-\$?-", json_cmd_token="AxsQuHuv", cmd="backend_type_string")
[2024-05-28T08:05:16.198662Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:16.198789Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="which docker; echo 3Bn3R-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=140)
[2024-05-28T08:05:16.199212Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BQGCnIzJ", buffer_size=140, pattern=[
    "which docker; echo 3Bn3R-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="which docker; echo 3Bn3R-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:16.199322Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000257284000326763 seconds: which docker; echo 3Bn3R-$?-[0m
[32m[2024-05-28T08:05:16.199567Z] [debug] [pid:107057] >>> testapi::wait_serial: which docker; echo 3Bn3R-$?-: ok[0m
[2024-05-28T08:05:16.199859Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mYhTioxj")
[2024-05-28T08:05:16.200096Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:71 called testapi::script_run
[2024-05-28T08:05:16.200227Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/3Bn3R-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:05:16.200696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:3Bn3R-\\d+-)", pattern="(?^u:3Bn3R-\\d+-)", buffer_size=undef, json_cmd_token="qWMNlWDj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.201316Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.000756643999920925 seconds: 3Bn3R-0-[0m
[32m[2024-05-28T08:05:16.201567Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:3Bn3R-\d+-): ok[0m
[2024-05-28T08:05:16.201676Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:16.201761Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="mkdir -p /etc/systemd/system/docker.service.d", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:16.201853Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:16.201950Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:05:16.202362Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ReirUsun", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:16.202466Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250113998845336 seconds: # [0m
[32m[2024-05-28T08:05:16.202699Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.202983Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p /etc/systemd/system/docker.service.d", json_cmd_token="EvyFLzTx", cmd="backend_type_string")
[2024-05-28T08:05:16.203312Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo p9uJo-\$?-", cmd="backend_type_string", json_cmd_token="YvUpsoam")
[2024-05-28T08:05:16.203492Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:16.203615Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", buffer_size=173, timeout=90)
[2024-05-28T08:05:16.203957Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="EukNgndT", buffer_size=173, pattern=[
    "mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-\$?-"
  ])
[33m[2024-05-28T08:05:16.204059Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214323999898625 seconds: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-[0m
[32m[2024-05-28T08:05:16.204302Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p /etc/systemd/system/docker.service.d; echo p9uJo-$?-: ok[0m
[2024-05-28T08:05:16.204537Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kJccPutw")
[2024-05-28T08:05:16.204725Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:111 called testapi::assert_script_run
[2024-05-28T08:05:16.204839Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp=qr/p9uJo-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.205158Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:p9uJo-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="XWEGGPcd", buffer_size=undef, pattern="(?^u:p9uJo-\\d+-)")
[33m[2024-05-28T08:05:16.206105Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000921745000596275 seconds: p9uJo-0-[0m
[32m[2024-05-28T08:05:16.206858Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:p9uJo-\d+-): ok[0m
[2024-05-28T08:05:16.207072Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:16.207197Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:16.207323Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:16.207449Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.208254Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="rRWoFRub", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.208411Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000390616000004229 seconds: # [0m
[32m[2024-05-28T08:05:16.208860Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.209298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf", cmd="backend_type_string", json_cmd_token="GuHxTfZr")
[2024-05-28T08:05:16.209946Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo cQEK7-\$?-", cmd="backend_type_string", json_cmd_token="weqcCSLd")
[2024-05-28T08:05:16.210373Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:16.210571Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=223, timeout=90)
[2024-05-28T08:05:16.211154Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-", no_regex=1, record_output=undef, json_cmd_token="IpTzHVIx", buffer_size=223, pattern=[
    "echo -e \"[Service]\\nStartLimitInterval=0s\\n\" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.211266Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249144000918022 seconds: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-[0m
[32m[2024-05-28T08:05:16.211686Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e "[Service]\nStartLimitInterval=0s\n" > /etc/systemd/system/docker.service.d/limits.conf; echo cQEK7-$?-: ok[0m
[2024-05-28T08:05:16.212114Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="iUpjyQJX")
[2024-05-28T08:05:16.212388Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:112 called testapi::assert_script_run
[2024-05-28T08:05:16.212530Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/cQEK7-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T08:05:16.212921Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="UpNzJRLj", buffer_size=undef, pattern="(?^u:cQEK7-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:cQEK7-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:16.213031Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214004001463763 seconds: cQEK7-0-[0m
[32m[2024-05-28T08:05:16.213315Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:cQEK7-\d+-): ok[0m
[2024-05-28T08:05:16.213462Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.213562Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager enable docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:16.213673Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.213791Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.214173Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DqNUbyDL", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.214248Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00019132399938826 seconds: # [0m
[32m[2024-05-28T08:05:16.214531Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.214826Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager enable docker", cmd="backend_type_string", json_cmd_token="AlFuHZKe")
[2024-05-28T08:05:16.215212Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9wqGK-\$?-", json_cmd_token="kKgzpjCk")
[2024-05-28T08:05:16.215435Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.215568Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=162, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:05:16.215911Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "systemctl --no-pager enable docker; echo 9wqGK-\$?-"
  ], buffer_size=162, json_cmd_token="HhlsFOHW", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="systemctl --no-pager enable docker; echo 9wqGK-\$?-")
[33m[2024-05-28T08:05:16.215988Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016610300008324 seconds: systemctl --no-pager enable docker; echo 9wqGK-$?-[0m
[32m[2024-05-28T08:05:16.216232Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager enable docker; echo 9wqGK-$?-: ok[0m
[2024-05-28T08:05:16.216478Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="kXCDinaQ")
[2024-05-28T08:05:16.216673Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:115 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.216784Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, regexp=qr/9wqGK-\d+-/u)
[2024-05-28T08:05:16.217094Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:9wqGK-\\d+-)", pattern="(?^u:9wqGK-\\d+-)", buffer_size=undef, json_cmd_token="PWmIxCQq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.555917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.338868438000645 seconds: 9wqGK-0-[0m
[32m[2024-05-28T08:05:16.556314Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9wqGK-\d+-): ok[0m
[2024-05-28T08:05:16.556464Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.556572Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-enabled docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:16.556687Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.556819Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.557291Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="OaUYBxOy", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:16.557399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00023639400023967 seconds: # [0m
[32m[2024-05-28T08:05:16.557697Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.558054Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager is-enabled docker", json_cmd_token="AJSLzJJx")
[2024-05-28T08:05:16.558480Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gSlMc-\$?-", cmd="backend_type_string", json_cmd_token="nLWwiuZg")
[2024-05-28T08:05:16.558700Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.558848Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, buffer_size=166)
[2024-05-28T08:05:16.559321Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-enabled docker; echo gSlMc-\$?-"
  ], buffer_size=166, json_cmd_token="JekFULot", no_regex=1, record_output=undef, regexp="systemctl --no-pager is-enabled docker; echo gSlMc-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.559418Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212144001125125 seconds: systemctl --no-pager is-enabled docker; echo gSlMc-$?-[0m
[32m[2024-05-28T08:05:16.559696Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-enabled docker; echo gSlMc-$?-: ok[0m
[2024-05-28T08:05:16.559978Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="JUNMJzpK", cmd="backend_type_string")
[2024-05-28T08:05:16.560319Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:116 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.560458Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, no_regex=0, expect_not_found=0, record_output=undef, regexp=qr/gSlMc-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.560823Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="FFbzHtIV", buffer_size=undef, pattern="(?^u:gSlMc-\\d+-)", regexp="(?^u:gSlMc-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.566570Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00584193000031519 seconds: gSlMc-0-[0m
[32m[2024-05-28T08:05:16.566858Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gSlMc-\d+-): ok[0m
[2024-05-28T08:05:16.566973Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.567064Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager start docker", quiet=undef, fail_message="", timeout=180)
[2024-05-28T08:05:16.567159Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.567257Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.567653Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="yQpTEBNC", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.567740Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188063000678085 seconds: # [0m
[32m[2024-05-28T08:05:16.568017Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.568336Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager start docker", json_cmd_token="rXXkpKRi")
[2024-05-28T08:05:16.568789Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FztvOfwC", text="; echo Ukt~P-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:16.569001Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.569126Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", buffer_size=161, timeout=90)
[2024-05-28T08:05:16.569471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="systemctl --no-pager start docker; echo Ukt~P-\$?-", pattern=[
    "systemctl --no-pager start docker; echo Ukt~P-\$?-"
  ], buffer_size=161, json_cmd_token="fuMHQJPn", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.569552Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173943000845611 seconds: systemctl --no-pager start docker; echo Ukt~P-$?-[0m
[32m[2024-05-28T08:05:16.569802Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager start docker; echo Ukt~P-$?-: ok[0m
[2024-05-28T08:05:16.570063Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="CIUTSwRM")
[2024-05-28T08:05:16.570266Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:117 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.570388Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/Ukt~P-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=180, buffer_size=undef)
[2024-05-28T08:05:16.570717Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TFiQgWbP", buffer_size=undef, pattern="(?^u:Ukt~P-\\d+-)", regexp="(?^u:Ukt~P-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=180)
[33m[2024-05-28T08:05:16.580484Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00982067899894901 seconds: Ukt~P-0-[0m
[32m[2024-05-28T08:05:16.580816Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ukt~P-\d+-): ok[0m
[2024-05-28T08:05:16.580934Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.581023Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager is-active docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:16.581118Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.581218Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:05:16.581611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="RlOufmFU", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:16.581698Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000186512999789556 seconds: # [0m
[32m[2024-05-28T08:05:16.581961Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.582233Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="twNIczan", text="systemctl --no-pager is-active docker", cmd="backend_type_string")
[2024-05-28T08:05:16.582605Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 0ysj5-\$?-", json_cmd_token="SwauOcQp")
[2024-05-28T08:05:16.582805Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.582922Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, buffer_size=165)
[2024-05-28T08:05:16.583262Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="systemctl --no-pager is-active docker; echo 0ysj5-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager is-active docker; echo 0ysj5-\$?-"
  ], buffer_size=165, json_cmd_token="azeTcEyZ")
[33m[2024-05-28T08:05:16.583340Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171263000083854 seconds: systemctl --no-pager is-active docker; echo 0ysj5-$?-[0m
[32m[2024-05-28T08:05:16.583617Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager is-active docker; echo 0ysj5-$?-: ok[0m
[2024-05-28T08:05:16.583877Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="smPpxIph")
[2024-05-28T08:05:16.584101Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:118 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.584224Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, regexp=qr/0ysj5-\d+-/u)
[2024-05-28T08:05:16.584559Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="zJCPOlsX", buffer_size=undef, pattern="(?^u:0ysj5-\\d+-)", regexp="(?^u:0ysj5-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.589641Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00515910899957817 seconds: 0ysj5-0-[0m
[32m[2024-05-28T08:05:16.589910Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0ysj5-\d+-): ok[0m
[2024-05-28T08:05:16.590021Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.590104Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager status docker", timeout=120, quiet=undef, fail_message="")
[2024-05-28T08:05:16.590196Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.590292Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.590627Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="OMKBtQwK", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.590702Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162042999363621 seconds: # [0m
[32m[2024-05-28T08:05:16.590947Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.591209Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager status docker", json_cmd_token="uWZysJNb")
[2024-05-28T08:05:16.591571Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 0aWkO-\$?-", cmd="backend_type_string", json_cmd_token="viulWuzD")
[2024-05-28T08:05:16.591759Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.591868Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-")
[2024-05-28T08:05:16.592322Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zHpUSsqO", buffer_size=162, pattern=[
    "systemctl --no-pager status docker; echo 0aWkO-\$?-"
  ], regexp="systemctl --no-pager status docker; echo 0aWkO-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.592442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246864001383074 seconds: systemctl --no-pager status docker; echo 0aWkO-$?-[0m
[32m[2024-05-28T08:05:16.592702Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager status docker; echo 0aWkO-$?-: ok[0m
[2024-05-28T08:05:16.593038Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="QrcEUBBG", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:16.593263Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:119 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.593375Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=120, buffer_size=undef, regexp=qr/0aWkO-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef)
[2024-05-28T08:05:16.593804Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:0aWkO-\\d+-)", timeout=120, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:0aWkO-\\d+-)", buffer_size=undef, json_cmd_token="WdZTBEcQ")
[33m[2024-05-28T08:05:16.602518Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 52 loops & 0.00881406200096535 seconds: 0aWkO-0-[0m
[32m[2024-05-28T08:05:16.602908Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:0aWkO-\d+-): ok[0m
[2024-05-28T08:05:16.603087Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.603215Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef)
[2024-05-28T08:05:16.603629Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="ojRxYLnp", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.603723Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216993001231458 seconds: # [0m
[32m[2024-05-28T08:05:16.603992Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.604100Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.604161Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptXA0Gw.sh :\n \"cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\" \n")
[2024-05-28T08:05:16.604458Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-\n", json_cmd_token="NXCfMrgf", cmd="backend_type_string")
[2024-05-28T08:05:16.604669Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.604809Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.605193Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-", pattern=[
    "cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-\$?-"
  ], buffer_size=undef, json_cmd_token="cYbVWrws", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.605286Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206393000553362 seconds: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-[0m
[32m[2024-05-28T08:05:16.605553Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptXA0Gw.sh << 'EOT_XA0Gw'; echo XA0Gw-$?-: ok[0m
[2024-05-28T08:05:16.605661Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.605784Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.606155Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="EOJkscxp", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.606227Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000180924000233063 seconds: > [0m
[32m[2024-05-28T08:05:16.606487Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.606786Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GtATcKVA", text="docker info\nEOT_XA0Gw\n", cmd="backend_type_string")
[2024-05-28T08:05:16.607062Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.607237Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_XA0Gw", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:16.607730Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ueeeEGZq", buffer_size=undef, pattern=[
    "> EOT_XA0Gw"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="> EOT_XA0Gw", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:16.607822Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249793998591485 seconds: > EOT_XA0Gw[0m
[32m[2024-05-28T08:05:16.608094Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_XA0Gw: ok[0m
[2024-05-28T08:05:16.608201Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.608326Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp="XA0Gw-0-")
[2024-05-28T08:05:16.608697Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="BfMLSncr", buffer_size=undef, pattern="XA0Gw-0-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="XA0Gw-0-", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:16.608804Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207744000363164 seconds: XA0Gw-0-[0m
[32m[2024-05-28T08:05:16.609065Z] [debug] [pid:107057] >>> testapi::wait_serial: XA0Gw-0-: ok[0m
[2024-05-28T08:05:16.609176Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.609297Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:05:16.609676Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="fSpMcNgf", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.609744Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181463001354132 seconds: # [0m
[32m[2024-05-28T08:05:16.609995Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.610256Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-\n", cmd="backend_type_string", json_cmd_token="btDQBBrm")
[2024-05-28T08:05:16.610456Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.610588Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.610920Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-", record_output=undef, no_regex=1, json_cmd_token="FSzkLcyt", buffer_size=undef, pattern=[
    "echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.610994Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164242999744602 seconds: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-[0m
[32m[2024-05-28T08:05:16.611270Z] [debug] [pid:107057] >>> testapi::wait_serial: echo XA0Gw; bash -oe pipefail /tmp/scriptXA0Gw.sh ; echo SCRIPT_FINISHEDXA0Gw-$?-: ok[0m
[2024-05-28T08:05:16.611380Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::script_output
[2024-05-28T08:05:16.611504Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.611830Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDXA0Gw-\\d+-", pattern="SCRIPT_FINISHEDXA0Gw-\\d+-", buffer_size=undef, json_cmd_token="dVvtpcvN", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:16.672783Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 127 loops & 0.0609882200005814 seconds: SCRIPT_FINISHEDXA0Gw-0-[0m
[32m[2024-05-28T08:05:16.673283Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDXA0Gw-\d+-: ok[0m
[2024-05-28T08:05:16.673543Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:20 called containers::common::install_docker_when_needed -> lib/containers/common.pm:120 called testapi::record_info
[2024-05-28T08:05:16.673723Z] [debug] [pid:107057] <<< testapi::record_info(title="docker", output="Client:\n Version:    26.1.0-ce\n Context:    default\n Debug Mode: false\n Plugins:\n  buildx: Docker Buildx (Docker Inc.)\n    Version:  0.14.1\n    Path:     /usr/lib/docker/cli-plugins/docker-buildx\n  compose: Docker Compose (Docker Inc.)\n    Version:  2.27.1\n    Path:     /usr/lib/docker/cli-plugins/docker-compose\n\nServer:\n Containers: 0\n  Running: 0\n  Paused: 0\n  Stopped: 0\n Images: 0\n Server Version: 26.1.0-ce\n Storage Driver: overlay2\n  Backing Filesystem: btrfs\n  Supports d_type: true\n  Using metacopy: false\n  Native Overlay Diff: true\n  userxattr: false\n Logging Driver: json-file\n Cgroup Driver: systemd\n Cgroup Version: 2\n Plugins:\n  Volume: local\n  Network: bridge host ipvlan macvlan null overlay\n  Log: awslogs fluentd gcplogs gelf journald json-file local splunk syslog\n Swarm: inactive\n Runtimes: io.containerd.runc.v2 oci runc\n Default Runtime: runc\n Init Binary: docker-init\n containerd version: 3a4de459a68952ffb703bbe7f2290861a75b6b67\n runc version: v1.2.0-rc.1-0-g275e6d85f78a\n init version: \n Security Options:\n  apparmor\n  seccomp\n   Profile: builtin\n  cgroupns\n Kernel Version: 6.9.1-1-default\n Operating System: openSUSE Tumbleweed\n OSType: linux\n Architecture: x86_64\n CPUs: 1\n Total Memory: 1.926GiB\n Name: susetest\n ID: ff83c8c5-3f85-4a95-b5e1-2c3d229d9ff0\n Docker Root Dir: /var/lib/docker\n Debug Mode: true\n  File Descriptors: 28\n  Goroutines: 49\n  System Time: 2024-05-28T04:05:16.661128657-04:00\n  EventsListeners: 0\n Experimental: false\n Insecure Registries:\n  3.126.238.126:5000\n  127.0.0.0/8\n Live Restore Enabled: false", result="ok")
[2024-05-28T08:05:16.673986Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.674121Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:05:16.674630Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="vtLBfqaA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:16.674724Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225262998355902 seconds: # [0m
[32m[2024-05-28T08:05:16.675068Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.675166Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.675226Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptY2gW_.sh :\n \"cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\" \n")
[2024-05-28T08:05:16.675592Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gvBItnOm", text="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:16.675885Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.676028Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:05:16.676507Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-", no_regex=1, record_output=undef, json_cmd_token="aaJaOqAc", buffer_size=undef, pattern=[
    "cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.676602Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213194000025396 seconds: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-[0m
[32m[2024-05-28T08:05:16.676945Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptY2gW_.sh << 'EOT_Y2gW_'; echo Y2gW_-$?-: ok[0m
[2024-05-28T08:05:16.677064Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.677189Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:16.677643Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="SaKaXsYD", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:05:16.677717Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184132999493158 seconds: > [0m
[32m[2024-05-28T08:05:16.678117Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:16.678545Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SiWHcLwB", text="echo { \\\"debug\\\": true, \\\"insecure-registries\\\" : [\\\"3.126.238.126:5000\\\"] } | tee /etc/docker/daemon.json\nEOT_Y2gW_\n", cmd="backend_type_string")
[2024-05-28T08:05:16.678844Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.678986Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> EOT_Y2gW_")
[2024-05-28T08:05:16.679373Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_Y2gW_", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "> EOT_Y2gW_"
  ], buffer_size=undef, json_cmd_token="QxqRPoTK")
[33m[2024-05-28T08:05:16.679461Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198822999664117 seconds: > EOT_Y2gW_[0m
[32m[2024-05-28T08:05:16.679744Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_Y2gW_: ok[0m
[2024-05-28T08:05:16.679854Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.679986Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=0, regexp="Y2gW_-0-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.680377Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="Y2gW_-0-", buffer_size=undef, json_cmd_token="eAsXpXSv", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="Y2gW_-0-")
[33m[2024-05-28T08:05:16.680478Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202084000193281 seconds: Y2gW_-0-[0m
[32m[2024-05-28T08:05:16.680751Z] [debug] [pid:107057] >>> testapi::wait_serial: Y2gW_-0-: ok[0m
[2024-05-28T08:05:16.680846Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.680950Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.681279Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="xJMEBrxl", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:16.681352Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160832998517435 seconds: # [0m
[32m[2024-05-28T08:05:16.681601Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.681868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-\n", cmd="backend_type_string", json_cmd_token="cBqINvnA")
[2024-05-28T08:05:16.682063Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.682172Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:16.682508Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="mSyEQtkT", buffer_size=undef, pattern=[
    "echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-"
  ], regexp="echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:16.682585Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168753000252764 seconds: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-[0m
[32m[2024-05-28T08:05:16.682825Z] [debug] [pid:107057] >>> testapi::wait_serial: echo Y2gW_; bash -oe pipefail /tmp/scriptY2gW_.sh ; echo SCRIPT_FINISHEDY2gW_-$?-: ok[0m
[2024-05-28T08:05:16.682918Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:32 called testapi::script_output
[2024-05-28T08:05:16.683031Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", record_output=1, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T08:05:16.683365Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDY2gW_-\\d+-", pattern="SCRIPT_FINISHEDY2gW_-\\d+-", buffer_size=undef, json_cmd_token="zcyrbfah", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.686123Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00282217899984971 seconds: SCRIPT_FINISHEDY2gW_-0-[0m
[32m[2024-05-28T08:05:16.686454Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDY2gW_-\d+-: ok[0m
[2024-05-28T08:05:16.686596Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:33 called testapi::record_info
[2024-05-28T08:05:16.686694Z] [debug] [pid:107057] <<< testapi::record_info(title="daemon.json", output="{ \"debug\": true, \"insecure-registries\" : [\"3.126.238.126:5000\"] }", result="ok")
[2024-05-28T08:05:16.686861Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.686942Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:05:16.687034Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.687129Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:16.687468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LKzXRBkb", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:16.687542Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161753001520992 seconds: # [0m
[32m[2024-05-28T08:05:16.687792Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:16.688058Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="systemctl --no-pager restart docker", cmd="backend_type_string", json_cmd_token="KhARdHYO")
[2024-05-28T08:05:16.688422Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="MjPfWxYB", text="; echo yoQuJ-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:16.688614Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.688722Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, buffer_size=163)
[2024-05-28T08:05:16.689064Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="zeppFgCf", no_regex=1, record_output=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:16.689141Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016590300037933 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T08:05:16.689383Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T08:05:16.689640Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="eCWIihnm", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:16.689847Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:126 called containers::basetest::containers_factory -> lib/containers/basetest.pm:35 called containers::docker::init -> lib/containers/docker.pm:21 called containers::docker::configure_insecure_registries -> lib/containers/docker.pm:34 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:16.689957Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/yoQuJ-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:05:16.690287Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="VZWDHDlK", buffer_size=undef, pattern="(?^u:yoQuJ-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:yoQuJ-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:19.199565Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.50924998899973 seconds: yoQuJ-0-[0m
[32m[2024-05-28T08:05:19.200283Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T08:05:19.200490Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.200620Z] [debug] [pid:107057] <<< testapi::script_run(cmd="test -d ~/sle_base_image/docker_build", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:05:19.200741Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.200868Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:19.201455Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="AvhCuIiv", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:19.201575Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000285615000393591 seconds: # [0m
[32m[2024-05-28T08:05:19.201863Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.202216Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -d ~/sle_base_image/docker_build", cmd="backend_type_string", json_cmd_token="oqRlcNgH")
[2024-05-28T08:05:19.202692Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo HsFt3-\$?-", json_cmd_token="IvvOMSaD")
[2024-05-28T08:05:19.202908Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.203050Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -d ~/sle_base_image/docker_build; echo HsFt3-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=165)
[2024-05-28T08:05:19.203489Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="test -d ~/sle_base_image/docker_build; echo HsFt3-\$?-", pattern=[
    "test -d ~/sle_base_image/docker_build; echo HsFt3-\$?-"
  ], buffer_size=165, json_cmd_token="AMaufDvT", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:19.203598Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237804000789765 seconds: test -d ~/sle_base_image/docker_build; echo HsFt3-$?-[0m
[32m[2024-05-28T08:05:19.203877Z] [debug] [pid:107057] >>> testapi::wait_serial: test -d ~/sle_base_image/docker_build; echo HsFt3-$?-: ok[0m
[2024-05-28T08:05:19.204201Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="vtDnSCez", cmd="backend_type_string")
[2024-05-28T08:05:19.204440Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.204580Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/HsFt3-\d+-/u, buffer_size=undef, timeout=30)
[2024-05-28T08:05:19.205001Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:HsFt3-\\d+-)", buffer_size=undef, json_cmd_token="wDNkClEi", record_output=undef, no_regex=0, regexp="(?^u:HsFt3-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:19.205228Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000242613999944297 seconds: HsFt3-1-[0m
[32m[2024-05-28T08:05:19.205472Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:HsFt3-\d+-): ok[0m
[2024-05-28T08:05:19.205565Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.205653Z] [debug] [pid:107057] <<< testapi::script_run(cmd="mkdir -p ~/sle_base_image/docker_build", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T08:05:19.205733Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.205829Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.206237Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="PzXoyDqJ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:19.206326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000215932999708457 seconds: # [0m
[32m[2024-05-28T08:05:19.206572Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.206886Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="mkdir -p ~/sle_base_image/docker_build", cmd="backend_type_string", json_cmd_token="TZavJoHP")
[2024-05-28T08:05:19.207329Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo Ehals-\$?-", json_cmd_token="sBLWDqjk", cmd="backend_type_string")
[2024-05-28T08:05:19.207520Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.207636Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=166, timeout=90, record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="mkdir -p ~/sle_base_image/docker_build; echo Ehals-\$?-")
[2024-05-28T08:05:19.208098Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="mkdir -p ~/sle_base_image/docker_build; echo Ehals-\$?-", pattern=[
    "mkdir -p ~/sle_base_image/docker_build; echo Ehals-\$?-"
  ], buffer_size=166, json_cmd_token="nWzRhVbC", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:19.208212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000254155000220635 seconds: mkdir -p ~/sle_base_image/docker_build; echo Ehals-$?-[0m
[32m[2024-05-28T08:05:19.208468Z] [debug] [pid:107057] >>> testapi::wait_serial: mkdir -p ~/sle_base_image/docker_build; echo Ehals-$?-: ok[0m
[2024-05-28T08:05:19.208797Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ChHxQdyW", cmd="backend_type_string")
[2024-05-28T08:05:19.209097Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:42 called testapi::script_run
[2024-05-28T08:05:19.209279Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=30, buffer_size=undef, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/Ehals-\d+-/u)
[2024-05-28T08:05:19.209815Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:Ehals-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="OYFlWWMB", buffer_size=undef, pattern="(?^u:Ehals-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:19.210492Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000821265000922722 seconds: Ehals-0-[0m
[32m[2024-05-28T08:05:19.211007Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Ehals-\d+-): ok[0m
[2024-05-28T08:05:19.211168Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:45 called testapi::assert_script_run
[2024-05-28T08:05:19.211298Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="echo -e 'FROM registry.opensuse.org/opensuse/leap:15\\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:19.211427Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:45 called testapi::assert_script_run
[2024-05-28T08:05:19.211568Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:05:19.212134Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="RbHePgew", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:19.212269Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00031804500031285 seconds: # [0m
[32m[2024-05-28T08:05:19.212649Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.213039Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo -e 'FROM registry.opensuse.org/opensuse/leap:15\\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile", cmd="backend_type_string", json_cmd_token="oObbBSUN")
[2024-05-28T08:05:19.213540Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo gtGuG-\$?-", json_cmd_token="rmZgYBwi", cmd="backend_type_string")
[2024-05-28T08:05:19.213786Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:45 called testapi::assert_script_run
[2024-05-28T08:05:19.213947Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=244, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="echo -e 'FROM registry.opensuse.org/opensuse/leap:15\\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile; echo gtGuG-\$?-")
[2024-05-28T08:05:19.214363Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="LiahZvLV", buffer_size=244, pattern=[
    "echo -e 'FROM registry.opensuse.org/opensuse/leap:15\\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile; echo gtGuG-\$?-"
  ], regexp="echo -e 'FROM registry.opensuse.org/opensuse/leap:15\\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile; echo gtGuG-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.214473Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000231124000492855 seconds: echo -e 'FROM registry.opensuse.org/opensuse/leap:15\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile; echo gtGuG-$?-[0m
[32m[2024-05-28T08:05:19.214810Z] [debug] [pid:107057] >>> testapi::wait_serial: echo -e 'FROM registry.opensuse.org/opensuse/leap:15\nENV WORLD_VAR Arda' > ~/sle_base_image/docker_build/Dockerfile; echo gtGuG-$?-: ok[0m
[2024-05-28T08:05:19.215091Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="gfDqXMvG", cmd="backend_type_string")
[2024-05-28T08:05:19.215320Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:45 called testapi::assert_script_run
[2024-05-28T08:05:19.215466Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/gtGuG-\d+-/u, quiet=undef, expect_not_found=0, no_regex=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.215834Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="yDVqUbSm", buffer_size=undef, pattern="(?^u:gtGuG-\\d+-)", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="(?^u:gtGuG-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:19.215939Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209543999517336 seconds: gtGuG-0-[0m
[32m[2024-05-28T08:05:19.216219Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:gtGuG-\d+-): ok[0m
[2024-05-28T08:05:19.216425Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.216559Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.217049Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="MuAGZQcN", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:19.217146Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000249714001256507 seconds: # [0m
[32m[2024-05-28T08:05:19.217462Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.217564Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.217626Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptyqcTr.sh :\n \"cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-\$?-\" \n")
[2024-05-28T08:05:19.217995Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-\$?-\n", json_cmd_token="ltQlXyjQ", cmd="backend_type_string")
[2024-05-28T08:05:19.218224Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.218355Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.218917Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-\$?-"
  ], buffer_size=undef, json_cmd_token="AKwXXWpC")
[33m[2024-05-28T08:05:19.219057Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00032553599885432 seconds: cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-$?-[0m
[32m[2024-05-28T08:05:19.219326Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptyqcTr.sh << 'EOT_yqcTr'; echo yqcTr-$?-: ok[0m
[2024-05-28T08:05:19.219417Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.219519Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.219984Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="SLQcZiTF", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.220095Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000283195000520209 seconds: > [0m
[32m[2024-05-28T08:05:19.220343Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:19.220674Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="zwYGuRwK", text="docker info -f '{{json .}}' 2> ./error\nEOT_yqcTr\n", cmd="backend_type_string")
[2024-05-28T08:05:19.220925Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.221070Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> EOT_yqcTr", timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.221557Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> EOT_yqcTr", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> EOT_yqcTr"
  ], buffer_size=undef, json_cmd_token="OGDpLNjS")
[33m[2024-05-28T08:05:19.221678Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294454999675509 seconds: > EOT_yqcTr[0m
[32m[2024-05-28T08:05:19.221965Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_yqcTr: ok[0m
[2024-05-28T08:05:19.222078Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.222204Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="yqcTr-0-", record_output=undef, no_regex=0, quiet=undef, expect_not_found=0)
[2024-05-28T08:05:19.222661Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="qAjAhtYf", buffer_size=undef, pattern="yqcTr-0-", regexp="yqcTr-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.223228Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000722813001630129 seconds: yqcTr-0-[0m
[32m[2024-05-28T08:05:19.223506Z] [debug] [pid:107057] >>> testapi::wait_serial: yqcTr-0-: ok[0m
[2024-05-28T08:05:19.223623Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.223747Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:05:19.224180Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="MupcaHgc", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:19.224279Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000247824000325636 seconds: # [0m
[32m[2024-05-28T08:05:19.224547Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.224843Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="tPiXMxvV", text="echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:19.225052Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.225184Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-\$?-")
[2024-05-28T08:05:19.225600Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-\$?-", record_output=undef, no_regex=1, json_cmd_token="GJSTefmi", buffer_size=undef, pattern=[
    "echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:19.225700Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000244983999436954 seconds: echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-$?-[0m
[32m[2024-05-28T08:05:19.225982Z] [debug] [pid:107057] >>> testapi::wait_serial: echo yqcTr; bash -oe pipefail /tmp/scriptyqcTr.sh ; echo SCRIPT_FINISHEDyqcTr-$?-: ok[0m
[2024-05-28T08:05:19.226096Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:223 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:05:19.226220Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDyqcTr-\\d+-")
[2024-05-28T08:05:19.226803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDyqcTr-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="SCRIPT_FINISHEDyqcTr-\\d+-", buffer_size=undef, json_cmd_token="RgTwFrZY")
[33m[2024-05-28T08:05:19.285234Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 10 loops & 0.0585756599994056 seconds: SCRIPT_FINISHEDyqcTr-0-[0m
[32m[2024-05-28T08:05:19.285831Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDyqcTr-\d+-: ok[0m
[2024-05-28T08:05:19.287931Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:235 called testapi::script_run
[2024-05-28T08:05:19.288068Z] [debug] [pid:107057] <<< testapi::script_run(cmd="test -s ./error", output="", quiet=undef, die_on_timeout=1, timeout=30)
[2024-05-28T08:05:19.288187Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:235 called testapi::script_run
[2024-05-28T08:05:19.288309Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.288839Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ncmnLMZg", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:19.288960Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000301385000057053 seconds: # [0m
[32m[2024-05-28T08:05:19.289229Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.289565Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -s ./error", json_cmd_token="DblVFBgG", cmd="backend_type_string")
[2024-05-28T08:05:19.289985Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo OWmDi-\$?-", cmd="backend_type_string", json_cmd_token="cpihhCAK")
[2024-05-28T08:05:19.290181Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:235 called testapi::script_run
[2024-05-28T08:05:19.290295Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="test -s ./error; echo OWmDi-\$?-", buffer_size=143, timeout=90)
[2024-05-28T08:05:19.290696Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "test -s ./error; echo OWmDi-\$?-"
  ], buffer_size=143, json_cmd_token="eODOUOxm", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="test -s ./error; echo OWmDi-\$?-")
[33m[2024-05-28T08:05:19.290802Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240694000240183 seconds: test -s ./error; echo OWmDi-$?-[0m
[32m[2024-05-28T08:05:19.291045Z] [debug] [pid:107057] >>> testapi::wait_serial: test -s ./error; echo OWmDi-$?-: ok[0m
[2024-05-28T08:05:19.291352Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="LmAUBWOi", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:19.291600Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:38 called containers::engine::info -> lib/containers/engine.pm:235 called testapi::script_run
[2024-05-28T08:05:19.291776Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/OWmDi-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:05:19.292253Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:OWmDi-\\d+-)", buffer_size=undef, json_cmd_token="SqtQyMEa", record_output=undef, no_regex=0, regexp="(?^u:OWmDi-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:19.292395Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00030425600016315 seconds: OWmDi-1-[0m
[32m[2024-05-28T08:05:19.292656Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:OWmDi-\d+-): ok[0m
[2024-05-28T08:05:19.292759Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:48 called containers::docker::get_storage_driver -> lib/containers/docker.pm:40 called testapi::record_info
[2024-05-28T08:05:19.292832Z] [debug] [pid:107057] <<< testapi::record_info(title="Storage", output="Detected storage driver=overlay2", result="ok")
[2024-05-28T08:05:19.293028Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.293138Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.293619Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UVpRcvmA", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:05:19.293748Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000296924999929615 seconds: # [0m
[32m[2024-05-28T08:05:19.294023Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.294103Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.294155Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/script9BNIM.sh :\n \"cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-\" \n")
[2024-05-28T08:05:19.294499Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-\n", json_cmd_token="HeUipjbL", cmd="backend_type_string")
[2024-05-28T08:05:19.294700Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.294827Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.295313Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-", record_output=undef, no_regex=1, json_cmd_token="dUcuTKPc", buffer_size=undef, pattern=[
    "cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:19.295437Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000314715000058641 seconds: cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-$?-[0m
[32m[2024-05-28T08:05:19.295694Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/script9BNIM.sh << 'EOT_9BNIM'; echo 9BNIM-$?-: ok[0m
[2024-05-28T08:05:19.295779Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.295880Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="> ")
[2024-05-28T08:05:19.296350Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="edyYdnEN", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.296445Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000270214999545715 seconds: > [0m
[32m[2024-05-28T08:05:19.296693Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:19.297022Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker --version\nEOT_9BNIM\n", cmd="backend_type_string", json_cmd_token="mzIdbzxF")
[2024-05-28T08:05:19.297237Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.297344Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> EOT_9BNIM", buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.297803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="anIyxXMu", buffer_size=undef, pattern=[
    "> EOT_9BNIM"
  ], regexp="> EOT_9BNIM", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.297898Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000274784999419353 seconds: > EOT_9BNIM[0m
[32m[2024-05-28T08:05:19.298147Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_9BNIM: ok[0m
[2024-05-28T08:05:19.298233Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.298334Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="9BNIM-0-", record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T08:05:19.298719Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="9BNIM-0-", buffer_size=undef, json_cmd_token="mbybnpbM", record_output=undef, no_regex=0, regexp="9BNIM-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:19.299517Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000916936000066926 seconds: 9BNIM-0-[0m
[32m[2024-05-28T08:05:19.299768Z] [debug] [pid:107057] >>> testapi::wait_serial: 9BNIM-0-: ok[0m
[2024-05-28T08:05:19.299853Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.299954Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.300372Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="LAJWNksg", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:19.300471Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240094001128455 seconds: # [0m
[32m[2024-05-28T08:05:19.300716Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.301018Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-\n", cmd="backend_type_string", json_cmd_token="xyVePcQL")
[2024-05-28T08:05:19.301209Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.301319Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.301728Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-\$?-"
  ], buffer_size=undef, json_cmd_token="lDYbuBPG")
[33m[2024-05-28T08:05:19.301833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000249143999099033 seconds: echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-$?-[0m
[32m[2024-05-28T08:05:19.302091Z] [debug] [pid:107057] >>> testapi::wait_serial: echo 9BNIM; bash -oe pipefail /tmp/script9BNIM.sh ; echo SCRIPT_FINISHED9BNIM-$?-: ok[0m
[2024-05-28T08:05:19.302177Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:29 called testapi::script_output
[2024-05-28T08:05:19.302281Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, quiet=undef, no_regex=0, expect_not_found=0, regexp="SCRIPT_FINISHED9BNIM-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.302699Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHED9BNIM-\\d+-", pattern="SCRIPT_FINISHED9BNIM-\\d+-", buffer_size=undef, json_cmd_token="KUZnOced", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:19.313130Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0105549019990576 seconds: SCRIPT_FINISHED9BNIM-0-[0m
[32m[2024-05-28T08:05:19.313441Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHED9BNIM-\d+-: ok[0m
[2024-05-28T08:05:19.313568Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:49 called containers::utils::get_docker_version -> lib/containers/utils.pm:33 called testapi::record_info
[2024-05-28T08:05:19.313663Z] [debug] [pid:107057] <<< testapi::record_info(title="Docker version", output="26.1.0", result="ok")
[2024-05-28T08:05:19.313844Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:53 called testapi::assert_script_run
[2024-05-28T08:05:19.313945Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -af", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:19.314044Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:53 called testapi::assert_script_run
[2024-05-28T08:05:19.314163Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.314528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="GBgfnjHM", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:19.314606Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178182999661658 seconds: # [0m
[32m[2024-05-28T08:05:19.314868Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.315152Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -af", json_cmd_token="sSAflVQQ", cmd="backend_type_string")
[2024-05-28T08:05:19.315535Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="aknElWbq", text="; echo BlX~5-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:19.315723Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:53 called testapi::assert_script_run
[2024-05-28T08:05:19.315857Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=151, timeout=90, regexp="docker system prune -af; echo BlX~5-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:05:19.316251Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "docker system prune -af; echo BlX~5-\$?-"
  ], buffer_size=151, json_cmd_token="NxLMtATn", no_regex=1, record_output=undef, regexp="docker system prune -af; echo BlX~5-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:19.316345Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210264000997995 seconds: docker system prune -af; echo BlX~5-$?-[0m
[32m[2024-05-28T08:05:19.316608Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -af; echo BlX~5-$?-: ok[0m
[2024-05-28T08:05:19.316884Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="LhIFntMV", cmd="backend_type_string")
[2024-05-28T08:05:19.317092Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:53 called testapi::assert_script_run
[2024-05-28T08:05:19.317228Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/BlX~5-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.317596Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="PJPYqFWq", buffer_size=undef, pattern="(?^u:BlX~5-\\d+-)", regexp="(?^u:BlX~5-\\d+-)", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.333212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0157069910001155 seconds: BlX~5-0-[0m
[32m[2024-05-28T08:05:19.333549Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:BlX~5-\d+-): ok[0m
[2024-05-28T08:05:19.333683Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:54 called testapi::assert_script_run
[2024-05-28T08:05:19.333791Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="sed -i 's/{/{ \"storage-driver\": \"btrfs\",/' /etc/docker/daemon.json", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:19.333891Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:54 called testapi::assert_script_run
[2024-05-28T08:05:19.334010Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:19.334407Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ligASdvR")
[33m[2024-05-28T08:05:19.334497Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208413999644108 seconds: # [0m
[32m[2024-05-28T08:05:19.334777Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.335066Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="sed -i 's/{/{ \"storage-driver\": \"btrfs\",/' /etc/docker/daemon.json", json_cmd_token="gyCjzqwS", cmd="backend_type_string")
[2024-05-28T08:05:19.335441Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="fFFIHUEN", text="; echo QZAAf-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:19.335711Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:54 called testapi::assert_script_run
[2024-05-28T08:05:19.335871Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="sed -i 's/{/{ \"storage-driver\": \"btrfs\",/' /etc/docker/daemon.json; echo QZAAf-\$?-", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=194)
[2024-05-28T08:05:19.336284Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="ssSTCmxd", buffer_size=194, pattern=[
    "sed -i 's/{/{ \"storage-driver\": \"btrfs\",/' /etc/docker/daemon.json; echo QZAAf-\$?-"
  ], regexp="sed -i 's/{/{ \"storage-driver\": \"btrfs\",/' /etc/docker/daemon.json; echo QZAAf-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:19.336378Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213874000110081 seconds: sed -i 's/{/{ "storage-driver": "btrfs",/' /etc/docker/daemon.json; echo QZAAf-$?-[0m
[32m[2024-05-28T08:05:19.336711Z] [debug] [pid:107057] >>> testapi::wait_serial: sed -i 's/{/{ "storage-driver": "btrfs",/' /etc/docker/daemon.json; echo QZAAf-$?-: ok[0m
[2024-05-28T08:05:19.337014Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HTVYHFjf")
[2024-05-28T08:05:19.337270Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:54 called testapi::assert_script_run
[2024-05-28T08:05:19.337427Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/QZAAf-\d+-/u)
[2024-05-28T08:05:19.337802Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:QZAAf-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="jPjJuSEk", buffer_size=undef, pattern="(?^u:QZAAf-\\d+-)")
[33m[2024-05-28T08:05:19.339786Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00209222599914938 seconds: QZAAf-0-[0m
[32m[2024-05-28T08:05:19.340139Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:QZAAf-\d+-): ok[0m
[2024-05-28T08:05:19.340285Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:55 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:19.340394Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="systemctl --no-pager restart docker", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:19.340502Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:55 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:19.340623Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.341021Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="bWDZzAZQ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:19.341107Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000196343000425259 seconds: # [0m
[32m[2024-05-28T08:05:19.341430Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:19.341718Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="systemctl --no-pager restart docker", json_cmd_token="qAQSzKXr")
[2024-05-28T08:05:19.342108Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kGcrgyeo", text="; echo yoQuJ-\$?-", cmd="backend_type_string")
[2024-05-28T08:05:19.342326Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:55 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:19.342473Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=163, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-")
[2024-05-28T08:05:19.342843Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="systemctl --no-pager restart docker; echo yoQuJ-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "systemctl --no-pager restart docker; echo yoQuJ-\$?-"
  ], buffer_size=163, json_cmd_token="IrSZYwNt")
[33m[2024-05-28T08:05:19.342930Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194043999727 seconds: systemctl --no-pager restart docker; echo yoQuJ-$?-[0m
[32m[2024-05-28T08:05:19.343169Z] [debug] [pid:107057] >>> testapi::wait_serial: systemctl --no-pager restart docker; echo yoQuJ-$?-: ok[0m
[2024-05-28T08:05:19.343432Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iekYGOgx")
[2024-05-28T08:05:19.343623Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:55 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T08:05:19.343738Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp=qr/yoQuJ-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:19.344100Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:yoQuJ-\\d+-)", buffer_size=undef, json_cmd_token="dJgFRDCe", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:yoQuJ-\\d+-)")
[33m[2024-05-28T08:05:21.733647Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 2.38951463699959 seconds: yoQuJ-0-[0m
[32m[2024-05-28T08:05:21.734412Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yoQuJ-\d+-): ok[0m
[2024-05-28T08:05:21.734678Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:21.734833Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build", die_on_timeout=1, timeout=303, output="", quiet=undef)
[2024-05-28T08:05:21.734998Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:21.735148Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:21.735880Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="FNpzsRkA", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:21.736054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00035233599919593 seconds: # [0m
[32m[2024-05-28T08:05:21.736380Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:21.736760Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="SjmnpFCR", text="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build", cmd="backend_type_string")
[2024-05-28T08:05:21.737267Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ch_UR-\$?-", json_cmd_token="TIiHdyJI")
[2024-05-28T08:05:21.737529Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:21.737703Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-", buffer_size=227, timeout=90)
[2024-05-28T08:05:21.738164Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-"
  ], buffer_size=227, json_cmd_token="wAgNyjZF", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-")
[33m[2024-05-28T08:05:21.738287Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000257274999967194 seconds: timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-$?-[0m
[32m[2024-05-28T08:05:21.738588Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-$?-: ok[0m
[2024-05-28T08:05:21.738941Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="kPBuEdSD", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:21.739219Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:21.739385Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=303, buffer_size=undef, regexp=qr/ch_UR-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:21.739825Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="mtWRuOxp", buffer_size=undef, pattern="(?^u:ch_UR-\\d+-)", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=303, regexp="(?^u:ch_UR-\\d+-)", no_regex=0, record_output=undef)
[33m[2024-05-28T08:05:24.102484Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 914 loops & 2.36269872500088 seconds: ch_UR-0-[0m
[32m[2024-05-28T08:05:24.103271Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ch_UR-\d+-): ok[0m
[2024-05-28T08:05:24.103481Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.103600Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build", fail_message="", quiet=undef, timeout=300)
[2024-05-28T08:05:24.103725Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.103874Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="# ")
[2024-05-28T08:05:24.104452Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="QfXBWwJX", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:24.104563Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264444001004449 seconds: # [0m
[32m[2024-05-28T08:05:24.104859Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.105171Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build", cmd="backend_type_string", json_cmd_token="CRJFqHju")
[2024-05-28T08:05:24.105561Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ZqKXD-\$?-", json_cmd_token="ygICBNep")
[2024-05-28T08:05:24.105766Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.105907Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build; echo ZqKXD-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=228)
[2024-05-28T08:05:24.106293Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build; echo ZqKXD-\$?-"
  ], buffer_size=228, json_cmd_token="QXfpZUuw", no_regex=1, record_output=undef, regexp="docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build; echo ZqKXD-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.106395Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000219023999306955 seconds: docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build; echo ZqKXD-$?-[0m
[32m[2024-05-28T08:05:24.106665Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -f ~/sle_base_image/docker_build/Dockerfile -t huge_image ~/sle_base_image/docker_build; echo ZqKXD-$?-: ok[0m
[2024-05-28T08:05:24.106935Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="sASsmRXs", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:24.107150Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.107286Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=300, buffer_size=undef, regexp=qr/ZqKXD-\d+-/u, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef)
[2024-05-28T08:05:24.107642Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ZqKXD-\\d+-)", buffer_size=undef, json_cmd_token="SferaOLh", expect_not_found=0, quiet=undef, timeout=300, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:ZqKXD-\\d+-)")
[33m[2024-05-28T08:05:24.380775Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 53 loops & 0.273210686000311 seconds: ZqKXD-0-[0m
[32m[2024-05-28T08:05:24.381216Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZqKXD-\d+-): ok[0m
[2024-05-28T08:05:24.381351Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:62 called containers::engine::build -> lib/containers/engine.pm:121 called testapi::record_info
[2024-05-28T08:05:24.381448Z] [debug] [pid:107057] <<< testapi::record_info(title="Build OK", output="Image huge_image created", result="ok")
[2024-05-28T08:05:24.381629Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:63 called testapi::assert_script_run
[2024-05-28T08:05:24.381733Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="btrfs fi df /var/lib/docker/btrfs/", fail_message="", quiet=undef, timeout=90)
[2024-05-28T08:05:24.381833Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:63 called testapi::assert_script_run
[2024-05-28T08:05:24.381952Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:05:24.382365Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DObQTVve", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:05:24.382459Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219744000787614 seconds: # [0m
[32m[2024-05-28T08:05:24.382735Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.383012Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="btrfs fi df /var/lib/docker/btrfs/", json_cmd_token="KDaICGvP", cmd="backend_type_string")
[2024-05-28T08:05:24.383379Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo yX4iQ-\$?-", json_cmd_token="xZVykDUy")
[2024-05-28T08:05:24.383566Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:63 called testapi::assert_script_run
[2024-05-28T08:05:24.383704Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=162, timeout=90, regexp="btrfs fi df /var/lib/docker/btrfs/; echo yX4iQ-\$?-", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:05:24.384074Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "btrfs fi df /var/lib/docker/btrfs/; echo yX4iQ-\$?-"
  ], buffer_size=162, json_cmd_token="tZXLneYs", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="btrfs fi df /var/lib/docker/btrfs/; echo yX4iQ-\$?-")
[33m[2024-05-28T08:05:24.384170Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219613999433932 seconds: btrfs fi df /var/lib/docker/btrfs/; echo yX4iQ-$?-[0m
[32m[2024-05-28T08:05:24.384433Z] [debug] [pid:107057] >>> testapi::wait_serial: btrfs fi df /var/lib/docker/btrfs/; echo yX4iQ-$?-: ok[0m
[2024-05-28T08:05:24.384688Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="GKMUzrSc", cmd="backend_type_string")
[2024-05-28T08:05:24.384884Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:63 called testapi::assert_script_run
[2024-05-28T08:05:24.385019Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/yX4iQ-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:05:24.385353Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:yX4iQ-\\d+-)", pattern="(?^u:yX4iQ-\\d+-)", buffer_size=undef, json_cmd_token="wqqWXBkD", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:24.386935Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 11 loops & 0.00167435900038981 seconds: yX4iQ-0-[0m
[32m[2024-05-28T08:05:24.387205Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:yX4iQ-\d+-): ok[0m
[2024-05-28T08:05:24.387316Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:64 called testapi::assert_script_run
[2024-05-28T08:05:24.387416Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:05:24.387512Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:64 called testapi::assert_script_run
[2024-05-28T08:05:24.387627Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="# ")
[2024-05-28T08:05:24.387982Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="vEYnxroY", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:24.388077Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201382999875932 seconds: # [0m
[32m[2024-05-28T08:05:24.388330Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.388588Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="layjoQcP", text="ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved", cmd="backend_type_string")
[2024-05-28T08:05:24.388932Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo TwKqC-\$?-", json_cmd_token="ejLvOVup")
[2024-05-28T08:05:24.389107Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:64 called testapi::assert_script_run
[2024-05-28T08:05:24.389240Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=205, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved; echo TwKqC-\$?-")
[2024-05-28T08:05:24.389591Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved; echo TwKqC-\$?-", no_regex=1, record_output=undef, json_cmd_token="CruHOKGA", buffer_size=205, pattern=[
    "ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved; echo TwKqC-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.389680Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00019708299987542 seconds: ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved; echo TwKqC-$?-[0m
[32m[2024-05-28T08:05:24.389934Z] [debug] [pid:107057] >>> testapi::wait_serial: ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1 > /tmp/subvolumes_saved; echo TwKqC-$?-: ok[0m
[2024-05-28T08:05:24.390182Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="YFFnLSmP", cmd="backend_type_string")
[2024-05-28T08:05:24.390363Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:64 called testapi::assert_script_run
[2024-05-28T08:05:24.390470Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp=qr/TwKqC-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.390803Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="(?^u:TwKqC-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="xDErNMlE", buffer_size=undef, pattern="(?^u:TwKqC-\\d+-)")
[33m[2024-05-28T08:05:24.395101Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.004388225999719 seconds: TwKqC-0-[0m
[32m[2024-05-28T08:05:24.395386Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:TwKqC-\d+-): ok[0m
[2024-05-28T08:05:24.395552Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.395681Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:05:24.396021Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GLHDKnRc", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:24.396096Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170162998983869 seconds: # [0m
[32m[2024-05-28T08:05:24.396238Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.396306Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.396355Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptC5Xip.sh :\n \"cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-\$?-\" \n")
[2024-05-28T08:05:24.396589Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-\$?-\n", json_cmd_token="aqERgtmN")
[2024-05-28T08:05:24.396757Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.396862Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-\$?-", no_regex=1, expect_not_found=0, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.397171Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-\$?-", no_regex=1, record_output=undef, json_cmd_token="nNtiuBla", buffer_size=undef, pattern=[
    "cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-\$?-"
  ], quiet=1, expect_not_found=0)
[33m[2024-05-28T08:05:24.397243Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162442998771439 seconds: cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-$?-[0m
[32m[2024-05-28T08:05:24.397379Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptC5Xip.sh << 'EOT_C5Xip'; echo C5Xip-$?-: ok[0m
[2024-05-28T08:05:24.397453Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.397549Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.397843Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> ", record_output=undef, no_regex=1, json_cmd_token="ZYJjSrvm", buffer_size=undef, pattern=[
    "> "
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T08:05:24.397900Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000142662000143901 seconds: > [0m
[32m[2024-05-28T08:05:24.398047Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:24.398280Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="df -h | grep var\nEOT_C5Xip\n", json_cmd_token="sWBphpNv")
[2024-05-28T08:05:24.398456Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.398581Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, quiet=1, expect_not_found=0, record_output=undef, regexp="> EOT_C5Xip")
[2024-05-28T08:05:24.398887Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> EOT_C5Xip"
  ], buffer_size=undef, json_cmd_token="MembWePR", record_output=undef, no_regex=1, regexp="> EOT_C5Xip", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.398957Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156563000928145 seconds: > EOT_C5Xip[0m
[32m[2024-05-28T08:05:24.399102Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_C5Xip: ok[0m
[2024-05-28T08:05:24.399191Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.399309Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="C5Xip-0-", record_output=undef, no_regex=0, quiet=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.399611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="C5Xip-0-", buffer_size=undef, json_cmd_token="kFMHFuhn", record_output=undef, no_regex=0, regexp="C5Xip-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.399732Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197233001017594 seconds: C5Xip-0-[0m
[32m[2024-05-28T08:05:24.399876Z] [debug] [pid:107057] >>> testapi::wait_serial: C5Xip-0-: ok[0m
[2024-05-28T08:05:24.399971Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.400094Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.400414Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="ZGZuTwfs", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:24.400486Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156932999743731 seconds: # [0m
[32m[2024-05-28T08:05:24.400631Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.400871Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="CjljOalC", text="echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:24.401049Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.401174Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=1, record_output=undef, regexp="echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.401527Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-\$?-", pattern=[
    "echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-\$?-"
  ], buffer_size=undef, json_cmd_token="YVQFdMJu", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:05:24.401614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195653001355822 seconds: echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-$?-[0m
[32m[2024-05-28T08:05:24.401766Z] [debug] [pid:107057] >>> testapi::wait_serial: echo C5Xip; bash -oe pipefail /tmp/scriptC5Xip.sh ; echo SCRIPT_FINISHEDC5Xip-$?-: ok[0m
[2024-05-28T08:05:24.401856Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:129 called validate_btrfs::_sanity_test_btrfs -> tests/containers/validate_btrfs.pm:66 called testapi::validate_script_output
[2024-05-28T08:05:24.401974Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDC5Xip-\\d+-", record_output=1, no_regex=0, expect_not_found=0, quiet=1)
[2024-05-28T08:05:24.402316Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDC5Xip-\\d+-", pattern="SCRIPT_FINISHEDC5Xip-\\d+-", buffer_size=undef, json_cmd_token="PLschGEW", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:05:24.405399Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00317671499942662 seconds: SCRIPT_FINISHEDC5Xip-0-[0m
[32m[2024-05-28T08:05:24.405559Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDC5Xip-\d+-: ok[0m
[2024-05-28T08:05:24.406673Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:24.406806Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build", die_on_timeout=1, timeout=303, output="", quiet=undef)
[2024-05-28T08:05:24.406929Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:24.407092Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:05:24.407586Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tJDvTthg", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:24.407698Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260274999163812 seconds: # [0m
[32m[2024-05-28T08:05:24.408034Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.408301Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build", json_cmd_token="xaENlrvg")
[2024-05-28T08:05:24.408654Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo ch_UR-\$?-", json_cmd_token="VXPjJors")
[2024-05-28T08:05:24.408835Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:24.408951Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=227, timeout=90, regexp="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:05:24.409306Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="HojRZehV", buffer_size=227, pattern=[
    "timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-\$?-"
  ])
[33m[2024-05-28T08:05:24.409405Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000214263000088977 seconds: timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-$?-[0m
[32m[2024-05-28T08:05:24.409637Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  300 docker build -f ~/sle_base_image/docker_build/Dockerfile ~/sle_base_image/docker_build; echo ch_UR-$?-: ok[0m
[2024-05-28T08:05:24.409887Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="GvdNXPkC")
[2024-05-28T08:05:24.410078Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:118 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:24.410195Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, regexp=qr/ch_UR-\d+-/u, buffer_size=undef, timeout=303)
[2024-05-28T08:05:24.410530Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="SrEBWiVm", buffer_size=undef, pattern="(?^u:ch_UR-\\d+-)", regexp="(?^u:ch_UR-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=303)
[33m[2024-05-28T08:05:24.668247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 49 loops & 0.257760600999973 seconds: ch_UR-0-[0m
[32m[2024-05-28T08:05:24.668994Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ch_UR-\d+-): ok[0m
[2024-05-28T08:05:24.669236Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.669419Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build", timeout=300, fail_message="", quiet=undef)
[2024-05-28T08:05:24.669605Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.669803Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ")
[2024-05-28T08:05:24.670346Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="cxAwyjKL", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.670442Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000218772998778149 seconds: # [0m
[32m[2024-05-28T08:05:24.670785Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.671154Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build", json_cmd_token="BrKZGGNX")
[2024-05-28T08:05:24.671666Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo xGsue-\$?-", json_cmd_token="RieYCBbB", cmd="backend_type_string")
[2024-05-28T08:05:24.671936Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.672088Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=228, timeout=90, regexp="docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build; echo xGsue-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:05:24.672540Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build; echo xGsue-\$?-", record_output=undef, no_regex=1, json_cmd_token="LFXwhrjN", buffer_size=228, pattern=[
    "docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build; echo xGsue-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.672655Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000240834000578616 seconds: docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build; echo xGsue-$?-[0m
[32m[2024-05-28T08:05:24.672996Z] [debug] [pid:107057] >>> testapi::wait_serial: docker build -f ~/sle_base_image/docker_build/Dockerfile -t thin_image ~/sle_base_image/docker_build; echo xGsue-$?-: ok[0m
[2024-05-28T08:05:24.673347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="OVVReGDI", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:24.673621Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:120 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:05:24.673758Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/xGsue-\d+-/u, record_output=undef, no_regex=0, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=300)
[2024-05-28T08:05:24.674139Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="pxjaOvtR", buffer_size=undef, pattern="(?^u:xGsue-\\d+-)", regexp="(?^u:xGsue-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T08:05:24.917204Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 53 loops & 0.243137939000007 seconds: xGsue-0-[0m
[32m[2024-05-28T08:05:24.917674Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:xGsue-\d+-): ok[0m
[2024-05-28T08:05:24.917801Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:81 called containers::engine::build -> lib/containers/engine.pm:121 called testapi::record_info
[2024-05-28T08:05:24.917897Z] [debug] [pid:107057] <<< testapi::record_info(title="Build OK", output="Image thin_image created", result="ok")
[2024-05-28T08:05:24.918078Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:83 called testapi::assert_script_run
[2024-05-28T08:05:24.918184Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test \$(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == \$(cat /tmp/subvolumes_saved)", quiet=undef, fail_message="", timeout=90)
[2024-05-28T08:05:24.918287Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:83 called testapi::assert_script_run
[2024-05-28T08:05:24.918407Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:05:24.918937Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ZmlSoApG", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.919042Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00022825399901194 seconds: # [0m
[32m[2024-05-28T08:05:24.919443Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.919880Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="syUiHZyX", text="test \$(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == \$(cat /tmp/subvolumes_saved)", cmd="backend_type_string")
[2024-05-28T08:05:24.920429Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Dy2BL-\$?-", json_cmd_token="OpmaIyTu")
[2024-05-28T08:05:24.920752Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:83 called testapi::assert_script_run
[2024-05-28T08:05:24.920910Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=221, timeout=90, regexp="test \$(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == \$(cat /tmp/subvolumes_saved); echo Dy2BL-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:05:24.921400Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="test \$(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == \$(cat /tmp/subvolumes_saved); echo Dy2BL-\$?-", pattern=[
    "test \$(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == \$(cat /tmp/subvolumes_saved); echo Dy2BL-\$?-"
  ], buffer_size=221, json_cmd_token="DhZhqRsa", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.921502Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000234584000281757 seconds: test $(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == $(cat /tmp/subvolumes_saved); echo Dy2BL-$?-[0m
[32m[2024-05-28T08:05:24.921897Z] [debug] [pid:107057] >>> testapi::wait_serial: test $(ls -td /var/lib/docker/btrfs/subvolumes/* | head -n 1) == $(cat /tmp/subvolumes_saved); echo Dy2BL-$?-: ok[0m
[2024-05-28T08:05:24.922261Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="DdIqWJqH", cmd="backend_type_string")
[2024-05-28T08:05:24.922530Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:83 called testapi::assert_script_run
[2024-05-28T08:05:24.922687Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/Dy2BL-\d+-/u, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.923075Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:Dy2BL-\\d+-)", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern="(?^u:Dy2BL-\\d+-)", buffer_size=undef, json_cmd_token="WEtIHMYG")
[33m[2024-05-28T08:05:24.927617Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00463652000144066 seconds: Dy2BL-0-[0m
[32m[2024-05-28T08:05:24.928024Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Dy2BL-\d+-): ok[0m
[2024-05-28T08:05:24.928199Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.928336Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.928791Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="KXFLrUhq", quiet=1, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:24.928880Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199523999981466 seconds: # [0m
[32m[2024-05-28T08:05:24.929099Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.929200Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.929268Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptFVsZy.sh :\n \"cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-\$?-\" \n")
[2024-05-28T08:05:24.929570Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-\$?-\n", json_cmd_token="XGRWoEsW", cmd="backend_type_string")
[2024-05-28T08:05:24.929821Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.929976Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-\$?-")
[2024-05-28T08:05:24.930358Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="rCGAUNsX", buffer_size=undef, pattern=[
    "cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-\$?-"
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:24.930447Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205584001378156 seconds: cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-$?-[0m
[32m[2024-05-28T08:05:24.930653Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptFVsZy.sh << 'EOT_FVsZy'; echo FVsZy-$?-: ok[0m
[2024-05-28T08:05:24.930771Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.930906Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=1, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.931267Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="uTrFwozF", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:24.931337Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000175473000126658 seconds: > [0m
[32m[2024-05-28T08:05:24.931498Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:24.931763Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="uMzLLRHX", text="btrfs fi df /var/lib/docker\nEOT_FVsZy\n", cmd="backend_type_string")
[2024-05-28T08:05:24.931957Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.932099Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_FVsZy", quiet=1, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.932462Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="> EOT_FVsZy", record_output=undef, no_regex=1, json_cmd_token="Ynnhisbf", buffer_size=undef, pattern=[
    "> EOT_FVsZy"
  ], expect_not_found=0, quiet=1)
[33m[2024-05-28T08:05:24.932550Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194692998775281 seconds: > EOT_FVsZy[0m
[32m[2024-05-28T08:05:24.932708Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_FVsZy: ok[0m
[2024-05-28T08:05:24.932801Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.932921Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="FVsZy-0-", no_regex=0, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T08:05:24.933270Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="FVsZy-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=1, expect_not_found=0, json_cmd_token="uzqHRiOI", buffer_size=undef, pattern="FVsZy-0-")
[33m[2024-05-28T08:05:24.933373Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201962999199168 seconds: FVsZy-0-[0m
[32m[2024-05-28T08:05:24.933528Z] [debug] [pid:107057] >>> testapi::wait_serial: FVsZy-0-: ok[0m
[2024-05-28T08:05:24.933622Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.933741Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:24.934091Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="IZDggLlF", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:24.934174Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187882998943678 seconds: # [0m
[32m[2024-05-28T08:05:24.934325Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.934587Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-\$?-\n", cmd="backend_type_string", json_cmd_token="KLfmPgOe")
[2024-05-28T08:05:24.934774Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.934901Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.935251Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-\$?-"
  ], buffer_size=undef, json_cmd_token="CyRZuHXL", record_output=undef, no_regex=1, regexp="echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.935338Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193613001101767 seconds: echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-$?-[0m
[32m[2024-05-28T08:05:24.935491Z] [debug] [pid:107057] >>> testapi::wait_serial: echo FVsZy; bash -oe pipefail /tmp/scriptFVsZy.sh ; echo SCRIPT_FINISHEDFVsZy-$?-: ok[0m
[2024-05-28T08:05:24.935580Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:130 called validate_btrfs::_test_btrfs_thin_partitioning -> tests/containers/validate_btrfs.pm:84 called testapi::validate_script_output
[2024-05-28T08:05:24.935697Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDFVsZy-\\d+-", no_regex=0, expect_not_found=0, quiet=1, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.936070Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDFVsZy-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDFVsZy-\\d+-", buffer_size=undef, json_cmd_token="CpJcKROv")
[33m[2024-05-28T08:05:24.938656Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 10 loops & 0.00270147599985648 seconds: SCRIPT_FINISHEDFVsZy-0-[0m
[32m[2024-05-28T08:05:24.938834Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDFVsZy-\d+-: ok[0m
[2024-05-28T08:05:24.939539Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:92 called testapi::record_info
[2024-05-28T08:05:24.939645Z] [debug] [pid:107057] <<< testapi::record_info(title="test btrfs", output="", result="ok")
[2024-05-28T08:05:24.939812Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:93 called testapi::script_run
[2024-05-28T08:05:24.939923Z] [debug] [pid:107057] <<< testapi::script_run(cmd="df -h", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T08:05:24.940016Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:93 called testapi::script_run
[2024-05-28T08:05:24.940116Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.940431Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="uhzwgxix", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:24.940503Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159843000801629 seconds: # [0m
[32m[2024-05-28T08:05:24.940735Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.940972Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="df -h", json_cmd_token="LjNewwmN", cmd="backend_type_string")
[2024-05-28T08:05:24.941300Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo 9xVgj-\$?-", cmd="backend_type_string", json_cmd_token="msQHSfFR")
[2024-05-28T08:05:24.941465Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:93 called testapi::script_run
[2024-05-28T08:05:24.941572Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="df -h; echo 9xVgj-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=133, timeout=90)
[2024-05-28T08:05:24.942313Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "df -h; echo 9xVgj-\$?-"
  ], buffer_size=133, json_cmd_token="QVCNeafd", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="df -h; echo 9xVgj-\$?-")
[33m[2024-05-28T08:05:24.942404Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000221223999687936 seconds: df -h; echo 9xVgj-$?-[0m
[32m[2024-05-28T08:05:24.942671Z] [debug] [pid:107057] >>> testapi::wait_serial: df -h; echo 9xVgj-$?-: ok[0m
[2024-05-28T08:05:24.942928Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="TdDMSNBV")
[2024-05-28T08:05:24.943119Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:93 called testapi::script_run
[2024-05-28T08:05:24.943229Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/9xVgj-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:05:24.943611Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:9xVgj-\\d+-)", buffer_size=undef, json_cmd_token="BmZGrPny", expect_not_found=0, quiet=undef, timeout=30, cmd="backend_wait_serial", record_output=undef, no_regex=0, regexp="(?^u:9xVgj-\\d+-)")
[33m[2024-05-28T08:05:24.945632Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 37 loops & 0.00209814700065181 seconds: 9xVgj-0-[0m
[32m[2024-05-28T08:05:24.945909Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9xVgj-\d+-): ok[0m
[2024-05-28T08:05:24.946033Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.946144Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.946471Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="UCtpTgBA", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:24.946546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162922000527033 seconds: # [0m
[32m[2024-05-28T08:05:24.946785Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.946856Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.946904Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptmvAZ5.sh :\n \"cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-\$?-\" \n")
[2024-05-28T08:05:24.947148Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-\$?-\n", cmd="backend_type_string", json_cmd_token="rFQHRebg")
[2024-05-28T08:05:24.947326Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.947431Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.947744Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-\$?-"
  ], buffer_size=undef, json_cmd_token="EFOXeTYC", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-\$?-")
[33m[2024-05-28T08:05:24.947820Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163242000780883 seconds: cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-$?-[0m
[32m[2024-05-28T08:05:24.948058Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptmvAZ5.sh << 'EOT_mvAZ5'; echo mvAZ5-$?-: ok[0m
[2024-05-28T08:05:24.948139Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.948238Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:24.948553Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="ADPrRgLh", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T08:05:24.948614Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000147471999298432 seconds: > [0m
[32m[2024-05-28T08:05:24.948844Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:24.949088Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="df 2>/dev/null | grep /var | awk '{print \$4;}'\nEOT_mvAZ5\n", json_cmd_token="jbqihUxg", cmd="backend_type_string")
[2024-05-28T08:05:24.949263Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.949366Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_mvAZ5", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.949679Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="sxXVayFW", buffer_size=undef, pattern=[
    "> EOT_mvAZ5"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="> EOT_mvAZ5", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:24.949755Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160613000844023 seconds: > EOT_mvAZ5[0m
[32m[2024-05-28T08:05:24.949985Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_mvAZ5: ok[0m
[2024-05-28T08:05:24.950065Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.950166Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="mvAZ5-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:24.950468Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="RlxQCMEs", buffer_size=undef, pattern="mvAZ5-0-", regexp="mvAZ5-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:24.950682Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000292255001113517 seconds: mvAZ5-0-[0m
[32m[2024-05-28T08:05:24.950911Z] [debug] [pid:107057] >>> testapi::wait_serial: mvAZ5-0-: ok[0m
[2024-05-28T08:05:24.950995Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.951093Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:05:24.951403Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="eXFjSgzv", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:05:24.951477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160823001351673 seconds: # [0m
[32m[2024-05-28T08:05:24.951706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.951948Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-\$?-\n", cmd="backend_type_string", json_cmd_token="DhvnYLFR")
[2024-05-28T08:05:24.952128Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.952240Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-\$?-")
[2024-05-28T08:05:24.952597Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-\$?-"
  ], buffer_size=undef, json_cmd_token="KxxZljkE", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-\$?-")
[33m[2024-05-28T08:05:24.952688Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198052999621723 seconds: echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-$?-[0m
[32m[2024-05-28T08:05:24.952927Z] [debug] [pid:107057] >>> testapi::wait_serial: echo mvAZ5; bash -oe pipefail /tmp/scriptmvAZ5.sh ; echo SCRIPT_FINISHEDmvAZ5-$?-: ok[0m
[2024-05-28T08:05:24.953015Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:95 called testapi::script_output
[2024-05-28T08:05:24.953118Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDmvAZ5-\\d+-", record_output=1, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:05:24.953482Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDmvAZ5-\\d+-", record_output=1, no_regex=0, json_cmd_token="cirRcvRw", buffer_size=undef, pattern="SCRIPT_FINISHEDmvAZ5-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:24.958132Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00475006099986786 seconds: SCRIPT_FINISHEDmvAZ5-0-[0m
[32m[2024-05-28T08:05:24.958423Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDmvAZ5-\d+-: ok[0m
[2024-05-28T08:05:24.958576Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.958702Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="# ")
[2024-05-28T08:05:24.959090Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="aXnxTvqJ", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:24.959187Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210283998967498 seconds: # [0m
[32m[2024-05-28T08:05:24.959427Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.959498Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.959547Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPIYLq.sh :\n \"cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-\" \n")
[2024-05-28T08:05:24.959823Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-\n", json_cmd_token="YuhgIQen", cmd="backend_type_string")
[2024-05-28T08:05:24.960017Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.960128Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, regexp="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-")
[2024-05-28T08:05:24.960508Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="kpEfhSbM", buffer_size=undef, pattern=[
    "cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:24.960608Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224843999603763 seconds: cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-$?-[0m
[32m[2024-05-28T08:05:24.960848Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-$?-: ok[0m
[2024-05-28T08:05:24.960930Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.961039Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ")
[2024-05-28T08:05:24.961426Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="> ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="kDgwdbsx")
[33m[2024-05-28T08:05:24.961501Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000197323999600485 seconds: > [0m
[32m[2024-05-28T08:05:24.961738Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:24.962011Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="df 2>/dev/null | grep /var | awk '{print \$2;}'\nEOT_PIYLq\n", json_cmd_token="eeQOcNhr", cmd="backend_type_string")
[2024-05-28T08:05:24.962194Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.962302Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_PIYLq", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.962661Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_PIYLq", pattern=[
    "> EOT_PIYLq"
  ], buffer_size=undef, json_cmd_token="fEhjjswe", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:24.962749Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201402999664424 seconds: > EOT_PIYLq[0m
[32m[2024-05-28T08:05:24.962976Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_PIYLq: ok[0m
[2024-05-28T08:05:24.963056Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.963157Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="PIYLq-0-")
[2024-05-28T08:05:24.963513Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="PIYLq-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="IWobzsmX", buffer_size=undef, pattern="PIYLq-0-")
[33m[2024-05-28T08:05:24.963616Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000212994000321487 seconds: PIYLq-0-[0m
[32m[2024-05-28T08:05:24.963849Z] [debug] [pid:107057] >>> testapi::wait_serial: PIYLq-0-: ok[0m
[2024-05-28T08:05:24.963932Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.964050Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.964434Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="SmYjPrvf", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ")
[33m[2024-05-28T08:05:24.964534Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223893999645952 seconds: # [0m
[32m[2024-05-28T08:05:24.964772Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.965048Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-\n", json_cmd_token="FAwmoMZV")
[2024-05-28T08:05:24.965230Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.965352Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-", timeout=90, buffer_size=undef)
[2024-05-28T08:05:24.965718Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-"
  ], buffer_size=undef, json_cmd_token="uPZjQXck")
[33m[2024-05-28T08:05:24.965809Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208253999517183 seconds: echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-$?-[0m
[32m[2024-05-28T08:05:24.966050Z] [debug] [pid:107057] >>> testapi::wait_serial: echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-$?-: ok[0m
[2024-05-28T08:05:24.966132Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:96 called testapi::script_output
[2024-05-28T08:05:24.966236Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDPIYLq-\\d+-", expect_not_found=0, quiet=undef, no_regex=0, record_output=1)
[2024-05-28T08:05:24.966603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=1, no_regex=0, regexp="SCRIPT_FINISHEDPIYLq-\\d+-", pattern="SCRIPT_FINISHEDPIYLq-\\d+-", buffer_size=undef, json_cmd_token="WAjEkFPj", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.971034Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00454865800020343 seconds: SCRIPT_FINISHEDPIYLq-0-[0m
[32m[2024-05-28T08:05:24.971314Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPIYLq-\d+-: ok[0m
[2024-05-28T08:05:24.971457Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:99 called containers::engine::run_container -> lib/containers/engine.pm:150 called testapi::record_info
[2024-05-28T08:05:24.971549Z] [debug] [pid:107057] <<< testapi::record_info(title="cmd_info", output="Container executes:\nrun -i huge_image fallocate -l 25913128919 bigfile.txt", result="ok")
[2024-05-28T08:05:24.971735Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:99 called containers::engine::run_container -> lib/containers/engine.pm:155 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:24.971845Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker run -i huge_image fallocate -l 25913128919 bigfile.txt", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:05:24.971954Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:99 called containers::engine::run_container -> lib/containers/engine.pm:155 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:24.972062Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:05:24.972390Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="tvEcyZAm", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:24.972477Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000173802998688188 seconds: # [0m
[32m[2024-05-28T08:05:24.972706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:24.972958Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker run -i huge_image fallocate -l 25913128919 bigfile.txt", json_cmd_token="WdUOyCkt")
[2024-05-28T08:05:24.973295Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 9~ksf-\$?-", json_cmd_token="xFLmqxcw")
[2024-05-28T08:05:24.973490Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:99 called containers::engine::run_container -> lib/containers/engine.pm:155 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:24.973624Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=189, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="docker run -i huge_image fallocate -l 25913128919 bigfile.txt; echo 9~ksf-\$?-")
[2024-05-28T08:05:24.973949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker run -i huge_image fallocate -l 25913128919 bigfile.txt; echo 9~ksf-\$?-", pattern=[
    "docker run -i huge_image fallocate -l 25913128919 bigfile.txt; echo 9~ksf-\$?-"
  ], buffer_size=189, json_cmd_token="kzNlcneD", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:24.974030Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000172033000126248 seconds: docker run -i huge_image fallocate -l 25913128919 bigfile.txt; echo 9~ksf-$?-[0m
[32m[2024-05-28T08:05:24.974279Z] [debug] [pid:107057] >>> testapi::wait_serial: docker run -i huge_image fallocate -l 25913128919 bigfile.txt; echo 9~ksf-$?-: ok[0m
[2024-05-28T08:05:24.974522Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="HewPwqCn")
[2024-05-28T08:05:24.974727Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:99 called containers::engine::run_container -> lib/containers/engine.pm:155 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:24.974860Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/9~ksf-\d+-/u, record_output=undef, quiet=undef, expect_not_found=0, no_regex=0)
[2024-05-28T08:05:24.975182Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:9~ksf-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="ZIsPMXoj", buffer_size=undef, pattern="(?^u:9~ksf-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:05:25.940687Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.965423252000619 seconds: 9~ksf-0-[0m
[32m[2024-05-28T08:05:25.941562Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:9~ksf-\d+-): ok[0m
[2024-05-28T08:05:25.941848Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.942003Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:25.942650Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="wbJTXkWe", buffer_size=undef, pattern=[
    "# "
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:05:25.942754Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000271275001068716 seconds: # [0m
[32m[2024-05-28T08:05:25.943024Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.943127Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.943195Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptqtvEv.sh :\n \"cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-\$?-\" \n")
[2024-05-28T08:05:25.943565Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-\$?-\n", json_cmd_token="JUQBsCny", cmd="backend_type_string")
[2024-05-28T08:05:25.943894Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.944078Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=1, regexp="cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-\$?-")
[2024-05-28T08:05:25.944538Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-\$?-", pattern=[
    "cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-\$?-"
  ], buffer_size=undef, json_cmd_token="hpqwmMeY", quiet=1, expect_not_found=0)
[33m[2024-05-28T08:05:25.944619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000194382999325171 seconds: cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-$?-[0m
[32m[2024-05-28T08:05:25.944889Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptqtvEv.sh << 'EOT_qtvEv'; echo qtvEv-$?-: ok[0m
[2024-05-28T08:05:25.945008Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.945147Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="> ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1)
[2024-05-28T08:05:25.945568Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="UsLWQLbQ", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:25.945630Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000163262999194558 seconds: > [0m
[32m[2024-05-28T08:05:25.945893Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:25.946241Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="df -h --sync|grep var\nEOT_qtvEv\n", json_cmd_token="GcjLWxBW")
[2024-05-28T08:05:25.946555Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.946709Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="> EOT_qtvEv", buffer_size=undef, timeout=90)
[2024-05-28T08:05:25.947106Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "> EOT_qtvEv"
  ], buffer_size=undef, json_cmd_token="xGRMuQlR", record_output=undef, no_regex=1, regexp="> EOT_qtvEv", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:25.947191Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000176293000549776 seconds: > EOT_qtvEv[0m
[32m[2024-05-28T08:05:25.947431Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_qtvEv: ok[0m
[2024-05-28T08:05:25.947573Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.947721Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="qtvEv-0-", no_regex=0, quiet=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:25.948109Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="qtvEv-0-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern="qtvEv-0-", buffer_size=undef, json_cmd_token="rkdJKQjM")
[33m[2024-05-28T08:05:25.948221Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199332998818136 seconds: qtvEv-0-[0m
[32m[2024-05-28T08:05:25.948451Z] [debug] [pid:107057] >>> testapi::wait_serial: qtvEv-0-: ok[0m
[2024-05-28T08:05:25.948591Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.948742Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:25.949150Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="tyhisbtM", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:05:25.949252Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000193842999578919 seconds: # [0m
[32m[2024-05-28T08:05:25.949448Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.949754Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-\$?-\n", json_cmd_token="gBrqTyTa", cmd="backend_type_string")
[2024-05-28T08:05:25.949994Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.950146Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, quiet=1, expect_not_found=0, regexp="echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-\$?-")
[2024-05-28T08:05:25.950529Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AnPdGyxK", buffer_size=undef, pattern=[
    "echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-\$?-"
  ], quiet=1, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:05:25.950619Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000178553000296233 seconds: echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-$?-[0m
[32m[2024-05-28T08:05:25.950793Z] [debug] [pid:107057] >>> testapi::wait_serial: echo qtvEv; bash -oe pipefail /tmp/scriptqtvEv.sh ; echo SCRIPT_FINISHEDqtvEv-$?-: ok[0m
[2024-05-28T08:05:25.950899Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:100 called testapi::validate_script_output
[2024-05-28T08:05:25.951027Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDqtvEv-\\d+-", no_regex=0, quiet=1, expect_not_found=0, record_output=1, timeout=90, buffer_size=undef)
[2024-05-28T08:05:25.951377Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDqtvEv-\\d+-", record_output=1, no_regex=0, json_cmd_token="CXTMPZum", buffer_size=undef, pattern="SCRIPT_FINISHEDqtvEv-\\d+-", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:05:25.964665Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0133616999992228 seconds: SCRIPT_FINISHEDqtvEv-0-[0m
[32m[2024-05-28T08:05:25.964859Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDqtvEv-\d+-: ok[0m
[2024-05-28T08:05:25.965950Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.966067Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="# ")
[2024-05-28T08:05:25.966457Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="zClQynxY", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:25.966545Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203483999939635 seconds: # [0m
[32m[2024-05-28T08:05:25.966799Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.966878Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.966930Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptUfGDQ.sh :\n \"cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-\$?-\" \n")
[2024-05-28T08:05:25.967298Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-\$?-\n", json_cmd_token="HRNvLEvZ", cmd="backend_type_string")
[2024-05-28T08:05:25.967570Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.967752Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-\$?-", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:05:25.968195Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-\$?-"
  ], buffer_size=undef, json_cmd_token="lHXkOuxk", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-\$?-")
[33m[2024-05-28T08:05:25.968287Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207174000024679 seconds: cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-$?-[0m
[32m[2024-05-28T08:05:25.968558Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptUfGDQ.sh << 'EOT_UfGDQ'; echo UfGDQ-$?-: ok[0m
[2024-05-28T08:05:25.968663Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.968785Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> ")
[2024-05-28T08:05:25.969145Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="glxQHJro", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:25.969224Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000187893001566408 seconds: > [0m
[32m[2024-05-28T08:05:25.969482Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:05:25.969748Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="btrfs fi df /var\nEOT_UfGDQ\n", cmd="backend_type_string", json_cmd_token="arxllcvh")
[2024-05-28T08:05:25.969947Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.970080Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="> EOT_UfGDQ")
[2024-05-28T08:05:25.970430Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_UfGDQ"
  ], buffer_size=undef, json_cmd_token="AYFwydde", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_UfGDQ")
[33m[2024-05-28T08:05:25.970515Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190292999832309 seconds: > EOT_UfGDQ[0m
[32m[2024-05-28T08:05:25.970771Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_UfGDQ: ok[0m
[2024-05-28T08:05:25.970874Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.970997Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="UfGDQ-0-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=0)
[2024-05-28T08:05:25.971341Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="TYRzLVYB", buffer_size=undef, pattern="UfGDQ-0-", regexp="UfGDQ-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:25.971719Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000472097999590915 seconds: UfGDQ-0-[0m
[32m[2024-05-28T08:05:25.971988Z] [debug] [pid:107057] >>> testapi::wait_serial: UfGDQ-0-: ok[0m
[2024-05-28T08:05:25.972149Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.972315Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:05:25.972802Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="aPTapsnt", buffer_size=undef, pattern=[
    "# "
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:25.972919Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260664999586879 seconds: # [0m
[32m[2024-05-28T08:05:25.973201Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.973473Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="gDeknytc", text="echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:05:25.973671Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.973816Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-\$?-", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:05:25.974339Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-\$?-"
  ], buffer_size=undef, json_cmd_token="LhmuATBX", no_regex=1, record_output=undef, regexp="echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:25.974487Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000330006001604488 seconds: echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-$?-[0m
[32m[2024-05-28T08:05:25.974864Z] [debug] [pid:107057] >>> testapi::wait_serial: echo UfGDQ; bash -oe pipefail /tmp/scriptUfGDQ.sh ; echo SCRIPT_FINISHEDUfGDQ-$?-: ok[0m
[2024-05-28T08:05:25.975007Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:102 called validate_btrfs::_btrfs_fi -> tests/containers/validate_btrfs.pm:34 called testapi::script_output
[2024-05-28T08:05:25.975141Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDUfGDQ-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T08:05:25.975466Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="HPtwemVB", buffer_size=undef, pattern="SCRIPT_FINISHEDUfGDQ-\\d+-", quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDUfGDQ-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T08:05:25.977326Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 10 loops & 0.00191991300016525 seconds: SCRIPT_FINISHEDUfGDQ-0-[0m
[32m[2024-05-28T08:05:25.977617Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDUfGDQ-\d+-: ok[0m
[2024-05-28T08:05:25.977787Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:25.977898Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:05:25.978005Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:25.978109Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:05:25.978421Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="LMzgzUvv", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:25.978493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159192999490188 seconds: # [0m
[32m[2024-05-28T08:05:25.978727Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.978980Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'", json_cmd_token="VSwXwAjR")
[2024-05-28T08:05:25.979311Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ewQJU-\$?-", cmd="backend_type_string", json_cmd_token="egsfLpGJ")
[2024-05-28T08:05:25.979491Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:25.979610Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=308, timeout=90, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:05:25.979932Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-"
  ], buffer_size=308, json_cmd_token="EBpMUnci", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-")
[33m[2024-05-28T08:05:25.980022Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000178213000253891 seconds: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-$?-[0m
[32m[2024-05-28T08:05:25.980264Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-$?-: ok[0m
[2024-05-28T08:05:25.980500Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="IAhICPrX", text="\n", cmd="backend_type_string")
[2024-05-28T08:05:25.980686Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:05:25.980797Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/ewQJU-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:05:25.981097Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:ewQJU-\\d+-)", timeout=30, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:ewQJU-\\d+-)", buffer_size=undef, json_cmd_token="amHcESrz")
[33m[2024-05-28T08:05:25.992970Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0119161259990506 seconds: ewQJU-1-[0m
[32m[2024-05-28T08:05:25.993433Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ewQJU-\d+-): ok[0m
[2024-05-28T08:05:25.993677Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:25.993875Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", quiet=undef, output="", timeout=603, die_on_timeout=1)
[2024-05-28T08:05:25.994061Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:25.994255Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:05:25.994829Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ISMRkvRd", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:25.994968Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000318726000841707 seconds: # [0m
[32m[2024-05-28T08:05:25.995385Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:25.995807Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", json_cmd_token="jHCJPgqG")
[2024-05-28T08:05:25.996372Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo C8ulU-\$?-", json_cmd_token="TMKPOOQL")
[2024-05-28T08:05:25.996695Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:25.996925Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-", buffer_size=215, timeout=90)
[2024-05-28T08:05:25.997497Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="aaKNlMMe", buffer_size=215, pattern=[
    "timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-"
  ], regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:05:25.997646Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000331576000462519 seconds: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-[0m
[32m[2024-05-28T08:05:25.998105Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-: ok[0m
[2024-05-28T08:05:25.998608Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="iUyWRwNX")
[2024-05-28T08:05:25.998944Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:25.999183Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=603, buffer_size=undef, expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/C8ulU-\d+-/u)
[2024-05-28T08:05:25.999801Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=603, regexp="(?^u:C8ulU-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="QIYgoXay", buffer_size=undef, pattern="(?^u:C8ulU-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:28.294776Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 125 loops & 2.29504746000021 seconds: C8ulU-1-[0m
[32m[2024-05-28T08:05:28.295843Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C8ulU-\d+-): ok[0m
[2024-05-28T08:05:58.296229Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:58.296432Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", timeout=603, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:05:58.296582Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:58.296712Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:05:58.297458Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="aYbBtoUJ", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:05:58.297593Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000275773998509976 seconds: # [0m
[32m[2024-05-28T08:05:58.297968Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:05:58.298318Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pefuDnBu", text="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", cmd="backend_type_string")
[2024-05-28T08:05:58.298779Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo C8ulU-\$?-", json_cmd_token="FkKslVSG", cmd="backend_type_string")
[2024-05-28T08:05:58.299174Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:58.299359Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=215, timeout=90, record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-")
[2024-05-28T08:05:58.299741Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-", record_output=undef, no_regex=1, json_cmd_token="QHbRAsze", buffer_size=215, pattern=[
    "timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:05:58.299839Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200143000256503 seconds: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-[0m
[32m[2024-05-28T08:05:58.300152Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-: ok[0m
[2024-05-28T08:05:58.300480Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="baPPLlFr")
[2024-05-28T08:05:58.300740Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:05:58.300897Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=603, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef, regexp=qr/C8ulU-\d+-/u)
[2024-05-28T08:05:58.301755Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:C8ulU-\\d+-)", timeout=603, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:C8ulU-\\d+-)", buffer_size=undef, json_cmd_token="rHJgqIKd")
[33m[2024-05-28T08:06:00.625875Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 132 loops & 2.32419520199983 seconds: C8ulU-1-[0m
[32m[2024-05-28T08:06:00.626947Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C8ulU-\d+-): ok[0m
[2024-05-28T08:06:30.627356Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:06:30.627624Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", quiet=undef, output="", timeout=603, die_on_timeout=1)
[2024-05-28T08:06:30.627823Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:06:30.628010Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:06:30.629047Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="UGZVMOfG", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:06:30.629270Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00047288800124079 seconds: # [0m
[32m[2024-05-28T08:06:30.629889Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:06:30.630428Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", json_cmd_token="xARrohUz", cmd="backend_type_string")
[2024-05-28T08:06:30.631103Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo C8ulU-\$?-", json_cmd_token="PqjSeOGB", cmd="backend_type_string")
[2024-05-28T08:06:30.631470Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:06:30.631682Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=215, no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-")
[2024-05-28T08:06:30.632297Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-", pattern=[
    "timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-"
  ], buffer_size=215, json_cmd_token="AsaKMkaq", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:06:30.632453Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000319955999657395 seconds: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-[0m
[32m[2024-05-28T08:06:30.632906Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-: ok[0m
[2024-05-28T08:06:30.633329Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="UOeuVvYq", text="\n", cmd="backend_type_string")
[2024-05-28T08:06:30.633697Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:104 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:06:30.633917Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/C8ulU-\d+-/u, expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, timeout=603, buffer_size=undef)
[2024-05-28T08:06:30.634616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:C8ulU-\\d+-)", buffer_size=undef, json_cmd_token="AYoivTjp", record_output=undef, no_regex=0, regexp="(?^u:C8ulU-\\d+-)", timeout=603, cmd="backend_wait_serial")
[33m[2024-05-28T08:06:32.774025Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 120 loops & 2.13948430700111 seconds: C8ulU-1-[0m
[32m[2024-05-28T08:06:32.774770Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C8ulU-\d+-): ok[0m
[2024-05-28T08:07:02.775189Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:107 called testapi::assert_script_run
[2024-05-28T08:07:02.775459Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="btrfs device add /dev/vdb /var/lib/docker", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:07:02.775650Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:107 called testapi::assert_script_run
[2024-05-28T08:07:02.775830Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.776877Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="yVrCTqJE", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.777069Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000424056999690947 seconds: # [0m
[32m[2024-05-28T08:07:02.777706Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.778414Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="btrfs device add /dev/vdb /var/lib/docker", cmd="backend_type_string", json_cmd_token="BYhHJQxk")
[2024-05-28T08:07:02.779508Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo NSGhV-\$?-", cmd="backend_type_string", json_cmd_token="iKtDOioc")
[2024-05-28T08:07:02.779982Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:107 called testapi::assert_script_run
[2024-05-28T08:07:02.780217Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=169, timeout=90, regexp="btrfs device add /dev/vdb /var/lib/docker; echo NSGhV-\$?-", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:07:02.781018Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "btrfs device add /dev/vdb /var/lib/docker; echo NSGhV-\$?-"
  ], buffer_size=169, json_cmd_token="MenHsxsc", no_regex=1, record_output=undef, regexp="btrfs device add /dev/vdb /var/lib/docker; echo NSGhV-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:02.781199Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00039289699998335 seconds: btrfs device add /dev/vdb /var/lib/docker; echo NSGhV-$?-[0m
[32m[2024-05-28T08:07:02.781727Z] [debug] [pid:107057] >>> testapi::wait_serial: btrfs device add /dev/vdb /var/lib/docker; echo NSGhV-$?-: ok[0m
[2024-05-28T08:07:02.782294Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dtvOkxWW", text="\n", cmd="backend_type_string")
[2024-05-28T08:07:02.782680Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:107 called testapi::assert_script_run
[2024-05-28T08:07:02.782886Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/NSGhV-\d+-/u, no_regex=0, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.783595Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:NSGhV-\\d+-)", buffer_size=undef, json_cmd_token="hqRwNzgn", record_output=undef, no_regex=0, regexp="(?^u:NSGhV-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:02.955127Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.171707821999007 seconds: NSGhV-0-[0m
[32m[2024-05-28T08:07:02.955829Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:NSGhV-\d+-): ok[0m
[2024-05-28T08:07:02.956063Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:108 called testapi::assert_script_run
[2024-05-28T08:07:02.956250Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="btrfs fi show /var/lib/docker/btrfs", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:07:02.956425Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:108 called testapi::assert_script_run
[2024-05-28T08:07:02.956625Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.957395Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="oMPVDsoX", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.957546Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000337966001097811 seconds: # [0m
[32m[2024-05-28T08:07:02.958162Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.958815Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="btrfs fi show /var/lib/docker/btrfs", json_cmd_token="WHgdkKYO")
[2024-05-28T08:07:02.959791Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="vtSbbkbZ", text="; echo ZfRw4-\$?-", cmd="backend_type_string")
[2024-05-28T08:07:02.960297Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:108 called testapi::assert_script_run
[2024-05-28T08:07:02.960560Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, regexp="btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:02.961341Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="IIcevALS", buffer_size=163, pattern=[
    "btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-"
  ])
[33m[2024-05-28T08:07:02.961496Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000344126001436962 seconds: btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-$?-[0m
[32m[2024-05-28T08:07:02.962116Z] [debug] [pid:107057] >>> testapi::wait_serial: btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-$?-: ok[0m
[2024-05-28T08:07:02.962742Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="VrkpFAPw")
[2024-05-28T08:07:02.963293Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:108 called testapi::assert_script_run
[2024-05-28T08:07:02.963552Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, regexp=qr/ZfRw4-\d+-/u, timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.964290Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern="(?^u:ZfRw4-\\d+-)", buffer_size=undef, json_cmd_token="aaquYYOO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="(?^u:ZfRw4-\\d+-)")
[33m[2024-05-28T08:07:02.968065Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 14 loops & 0.0039059080008883 seconds: ZfRw4-0-[0m
[32m[2024-05-28T08:07:02.968667Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZfRw4-\d+-): ok[0m
[2024-05-28T08:07:02.968822Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.968932Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, expect_not_found=0, quiet=1, no_regex=1, buffer_size=undef, timeout=90)
[2024-05-28T08:07:02.969397Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="EnRXBinD", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:02.969493Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216993999856641 seconds: # [0m
[32m[2024-05-28T08:07:02.969703Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.969779Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.969830Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptq3VPO.sh :\n \"cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-\$?-\" \n")
[2024-05-28T08:07:02.970132Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-\$?-\n", json_cmd_token="GMcOugmU", cmd="backend_type_string")
[2024-05-28T08:07:02.970334Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.970445Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-\$?-")
[2024-05-28T08:07:02.970827Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-\$?-"
  ], buffer_size=undef, json_cmd_token="sfztqUAp", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:02.970917Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200693000806496 seconds: cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-$?-[0m
[32m[2024-05-28T08:07:02.971070Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptq3VPO.sh << 'EOT_q3VPO'; echo q3VPO-$?-: ok[0m
[2024-05-28T08:07:02.971149Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.971250Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, expect_not_found=0, quiet=1, no_regex=1, record_output=undef, regexp="> ")
[2024-05-28T08:07:02.971601Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=1, json_cmd_token="wTenkGHN", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:07:02.971671Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000179172999196453 seconds: > [0m
[32m[2024-05-28T08:07:02.971825Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:02.972096Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="DihcncnA", text="lsblk --paths --raw --noheadings --nodeps\nEOT_q3VPO\n", cmd="backend_type_string")
[2024-05-28T08:07:02.972282Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.972389Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, no_regex=1, expect_not_found=0, quiet=1, record_output=undef, regexp="> EOT_q3VPO")
[2024-05-28T08:07:02.972789Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, pattern=[
    "> EOT_q3VPO"
  ], buffer_size=undef, json_cmd_token="pSGSSvzh", no_regex=1, record_output=undef, regexp="> EOT_q3VPO", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:02.972913Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000264774000243051 seconds: > EOT_q3VPO[0m
[32m[2024-05-28T08:07:02.973135Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_q3VPO: ok[0m
[2024-05-28T08:07:02.973267Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.973435Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="q3VPO-0-", record_output=undef, no_regex=0, expect_not_found=0, quiet=1)
[2024-05-28T08:07:02.973920Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, regexp="q3VPO-0-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern="q3VPO-0-", buffer_size=undef, json_cmd_token="QHWVwKkw")
[33m[2024-05-28T08:07:02.974070Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00028758499865944 seconds: q3VPO-0-[0m
[32m[2024-05-28T08:07:02.974318Z] [debug] [pid:107057] >>> testapi::wait_serial: q3VPO-0-: ok[0m
[2024-05-28T08:07:02.974460Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.974626Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", no_regex=1, expect_not_found=0, quiet=1, record_output=undef)
[2024-05-28T08:07:02.975129Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="TzxLSJKk", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:07:02.975247Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00026706400058174 seconds: # [0m
[32m[2024-05-28T08:07:02.975465Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.975839Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-\$?-\n", cmd="backend_type_string", json_cmd_token="xnovrdRa")
[2024-05-28T08:07:02.976109Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.976295Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=1)
[2024-05-28T08:07:02.976744Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="uOjOXtKd", buffer_size=undef, pattern=[
    "echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-\$?-"
  ], regexp="echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.976821Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000181953000719659 seconds: echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-$?-[0m
[32m[2024-05-28T08:07:02.976980Z] [debug] [pid:107057] >>> testapi::wait_serial: echo q3VPO; bash -oe pipefail /tmp/scriptq3VPO.sh ; echo SCRIPT_FINISHEDq3VPO-$?-: ok[0m
[2024-05-28T08:07:02.977077Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:109 called testapi::validate_script_output
[2024-05-28T08:07:02.977198Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDq3VPO-\\d+-", record_output=1, expect_not_found=0, quiet=1, no_regex=0)
[2024-05-28T08:07:02.977512Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, json_cmd_token="nJxUCnrp", buffer_size=undef, pattern="SCRIPT_FINISHEDq3VPO-\\d+-", regexp="SCRIPT_FINISHEDq3VPO-\\d+-", no_regex=0, record_output=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.983715Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 8 loops & 0.00627803899988066 seconds: SCRIPT_FINISHEDq3VPO-0-[0m
[32m[2024-05-28T08:07:02.983876Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDq3VPO-\d+-: ok[0m
[2024-05-28T08:07:02.984878Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.985004Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:07:02.985335Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="jKmeGiIY")
[33m[2024-05-28T08:07:02.985407Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159343000632362 seconds: # [0m
[32m[2024-05-28T08:07:02.985646Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.985720Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.985770Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptPIYLq.sh :\n \"cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-\" \n")
[2024-05-28T08:07:02.986033Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-\n", cmd="backend_type_string", json_cmd_token="UvOHwEvY")
[2024-05-28T08:07:02.986213Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.986324Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-", quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.986671Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-\$?-"
  ], buffer_size=undef, json_cmd_token="FJGIfmZg")
[33m[2024-05-28T08:07:02.986758Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000192752999282675 seconds: cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-$?-[0m
[32m[2024-05-28T08:07:02.987001Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptPIYLq.sh << 'EOT_PIYLq'; echo PIYLq-$?-: ok[0m
[2024-05-28T08:07:02.987082Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.987183Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="> ", timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.987528Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="YZazASuT", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.987597Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000177142999746138 seconds: > [0m
[32m[2024-05-28T08:07:02.987835Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:02.988104Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="ABtEvSvm", text="df 2>/dev/null | grep /var | awk '{print \$2;}'\nEOT_PIYLq\n", cmd="backend_type_string")
[2024-05-28T08:07:02.988294Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.988402Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_PIYLq", no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:02.988748Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_PIYLq"
  ], buffer_size=undef, json_cmd_token="YbYKWMCa", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_PIYLq")
[33m[2024-05-28T08:07:02.988833Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000188643000001321 seconds: > EOT_PIYLq[0m
[32m[2024-05-28T08:07:02.989067Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_PIYLq: ok[0m
[2024-05-28T08:07:02.989146Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.989247Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=0, expect_not_found=0, regexp="PIYLq-0-", buffer_size=undef, timeout=90)
[2024-05-28T08:07:02.989586Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="rWsDKgYE", buffer_size=undef, pattern="PIYLq-0-", regexp="PIYLq-0-", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.989688Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000198494000869687 seconds: PIYLq-0-[0m
[32m[2024-05-28T08:07:02.989917Z] [debug] [pid:107057] >>> testapi::wait_serial: PIYLq-0-: ok[0m
[2024-05-28T08:07:02.989998Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.990098Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, no_regex=1, expect_not_found=0)
[2024-05-28T08:07:02.990449Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="DNVNyKMv", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:02.990535Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000189812999451533 seconds: # [0m
[32m[2024-05-28T08:07:02.990763Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.991019Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-\n", json_cmd_token="NLjhpGTI", cmd="backend_type_string")
[2024-05-28T08:07:02.991192Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.991300Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:07:02.991671Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-", no_regex=1, record_output=undef, json_cmd_token="CrRYMxaN", buffer_size=undef, pattern=[
    "echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-\$?-"
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:02.991750Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000175953000507434 seconds: echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-$?-[0m
[32m[2024-05-28T08:07:02.991998Z] [debug] [pid:107057] >>> testapi::wait_serial: echo PIYLq; bash -oe pipefail /tmp/scriptPIYLq.sh ; echo SCRIPT_FINISHEDPIYLq-$?-: ok[0m
[2024-05-28T08:07:02.992097Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:111 called testapi::script_output
[2024-05-28T08:07:02.992203Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="SCRIPT_FINISHEDPIYLq-\\d+-", expect_not_found=0, no_regex=0, quiet=undef, record_output=1)
[2024-05-28T08:07:02.992531Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="fSXwDNec", buffer_size=undef, pattern="SCRIPT_FINISHEDPIYLq-\\d+-", expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDPIYLq-\\d+-", record_output=1, no_regex=0)
[33m[2024-05-28T08:07:02.997238Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.00478447299974505 seconds: SCRIPT_FINISHEDPIYLq-0-[0m
[32m[2024-05-28T08:07:02.997492Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDPIYLq-\d+-: ok[0m
[2024-05-28T08:07:02.997608Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:112 called testapi::record_info
[2024-05-28T08:07:02.997728Z] [debug] [pid:107057] <<< testapi::record_info(title="btrfs blocks", output="before adding /dev/vdb: 29349888\nafter: 50321408", result="ok")
[2024-05-28T08:07:02.997996Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:07:02.998156Z] [debug] [pid:107057] <<< testapi::script_run(cmd="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:07:02.998304Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:07:02.998466Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:07:02.998877Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="WAouJEkN", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:07:02.998966Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197434001165675 seconds: # [0m
[32m[2024-05-28T08:07:02.999227Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:02.999510Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="mxfXDaVS", text="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'", cmd="backend_type_string")
[2024-05-28T08:07:02.999865Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ewQJU-\$?-", json_cmd_token="MRtqukfI", cmd="backend_type_string")
[2024-05-28T08:07:03.000073Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:07:03.000216Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=308, regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:03.000603Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="xsVULDjh", buffer_size=308, pattern=[
    "docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-\$?-"
  ])
[33m[2024-05-28T08:07:03.000712Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000229244000365725 seconds: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-$?-[0m
[32m[2024-05-28T08:07:03.000989Z] [debug] [pid:107057] >>> testapi::wait_serial: docker image inspect --format='{{.RepoTags}}' registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15 | grep 'registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15'; echo ewQJU-$?-: ok[0m
[2024-05-28T08:07:03.001252Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="xAwcUwVr", cmd="backend_type_string")
[2024-05-28T08:07:03.001463Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:175 called containers::engine::_engine_script_run -> lib/containers/engine.pm:35 called testapi::script_run
[2024-05-28T08:07:03.001595Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/ewQJU-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef)
[2024-05-28T08:07:03.001938Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:ewQJU-\\d+-)", buffer_size=undef, json_cmd_token="KqmgvIJb", record_output=undef, no_regex=0, regexp="(?^u:ewQJU-\\d+-)", timeout=30, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:03.013973Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0121340290006628 seconds: ewQJU-1-[0m
[32m[2024-05-28T08:07:03.014228Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ewQJU-\d+-): ok[0m
[2024-05-28T08:07:03.014355Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:07:03.014446Z] [debug] [pid:107057] <<< testapi::script_run(cmd="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", quiet=undef, output="", timeout=603, die_on_timeout=1)
[2024-05-28T08:07:03.014537Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:07:03.014634Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:07:03.014949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ilanIktU", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:03.015035Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165453000590787 seconds: # [0m
[32m[2024-05-28T08:07:03.015261Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:03.015497Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15", json_cmd_token="oEuzZZRg")
[2024-05-28T08:07:03.015807Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo C8ulU-\$?-", json_cmd_token="gWzKAMpJ")
[2024-05-28T08:07:03.015979Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:07:03.016108Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=215, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:03.016421Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-"
  ], buffer_size=215, json_cmd_token="uzwnESZa", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-\$?-")
[33m[2024-05-28T08:07:03.016501Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170523000633693 seconds: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-[0m
[32m[2024-05-28T08:07:03.016749Z] [debug] [pid:107057] >>> testapi::wait_serial: timeout  600 docker pull registry.opensuse.org/cloud/platform/stack/rootfs/images/sle15; echo C8ulU-$?-: ok[0m
[2024-05-28T08:07:03.017014Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="dqyoDACf")
[2024-05-28T08:07:03.017230Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:114 called containers::engine::pull -> lib/containers/engine.pm:180 called containers::engine::_engine_script_retry -> lib/containers/engine.pm:52 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T08:07:03.017363Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/C8ulU-\d+-/u, record_output=undef, expect_not_found=0, quiet=undef, no_regex=0, buffer_size=undef, timeout=603)
[2024-05-28T08:07:03.017707Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=603, regexp="(?^u:C8ulU-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="LtxYUYOG", buffer_size=undef, pattern="(?^u:C8ulU-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:19.441668Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 784 loops & 16.4239768629996 seconds: C8ulU-0-[0m
[32m[2024-05-28T08:07:19.442506Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:C8ulU-\d+-): ok[0m
[2024-05-28T08:07:19.442699Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:115 called testapi::assert_script_run
[2024-05-28T08:07:19.442830Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="test \$(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != \$(cat /tmp/subvolumes_saved)", timeout=90, quiet=undef, fail_message="")
[2024-05-28T08:07:19.442948Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:115 called testapi::assert_script_run
[2024-05-28T08:07:19.443075Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, expect_not_found=0, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:07:19.443734Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef, json_cmd_token="joJJsTdR", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:19.443842Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000287045000732178 seconds: # [0m
[32m[2024-05-28T08:07:19.444251Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.444715Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test \$(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != \$(cat /tmp/subvolumes_saved)", cmd="backend_type_string", json_cmd_token="GWdWIUhF")
[2024-05-28T08:07:19.445389Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="rLSdZree", text="; echo _efcE-\$?-", cmd="backend_type_string")
[2024-05-28T08:07:19.445723Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:115 called testapi::assert_script_run
[2024-05-28T08:07:19.445882Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=219, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="test \$(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != \$(cat /tmp/subvolumes_saved); echo _efcE-\$?-")
[2024-05-28T08:07:19.446433Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="GPOWzMop", buffer_size=219, pattern=[
    "test \$(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != \$(cat /tmp/subvolumes_saved); echo _efcE-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="test \$(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != \$(cat /tmp/subvolumes_saved); echo _efcE-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:07:19.446547Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000250125000093249 seconds: test $(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != $(cat /tmp/subvolumes_saved); echo _efcE-$?-[0m
[32m[2024-05-28T08:07:19.446946Z] [debug] [pid:107057] >>> testapi::wait_serial: test $(ls -t /var/lib/docker/btrfs/subvolumes/ | head -n 1) != $(cat /tmp/subvolumes_saved); echo _efcE-$?-: ok[0m
[2024-05-28T08:07:19.447336Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="sJiJrmqh", cmd="backend_type_string")
[2024-05-28T08:07:19.447620Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:131 called validate_btrfs::_test_btrfs_device_mgmt -> tests/containers/validate_btrfs.pm:115 called testapi::assert_script_run
[2024-05-28T08:07:19.447778Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/_efcE-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:19.448246Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="(?^u:_efcE-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="uXBjvGIT", buffer_size=undef, pattern="(?^u:_efcE-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:19.456636Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00849372599986964 seconds: _efcE-0-[0m
[32m[2024-05-28T08:07:19.457014Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:_efcE-\d+-): ok[0m
[2024-05-28T08:07:19.457150Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:72 called testapi::assert_script_run
[2024-05-28T08:07:19.457262Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker", timeout=900, quiet=undef, fail_message="")
[2024-05-28T08:07:19.457365Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:72 called testapi::assert_script_run
[2024-05-28T08:07:19.457485Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=undef, expect_not_found=0, no_regex=1)
[2024-05-28T08:07:19.457949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="AqcduvPp", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:19.458054Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000239763998251874 seconds: # [0m
[32m[2024-05-28T08:07:19.458391Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.458764Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker", json_cmd_token="osQzoSzE")
[2024-05-28T08:07:19.459327Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo oj2I4-\$?-", cmd="backend_type_string", json_cmd_token="OuszvmQW")
[2024-05-28T08:07:19.459573Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:72 called testapi::assert_script_run
[2024-05-28T08:07:19.459734Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=undef, no_regex=1, expect_not_found=0, regexp="btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker; echo oj2I4-\$?-", buffer_size=198, timeout=90)
[2024-05-28T08:07:19.460142Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker; echo oj2I4-\$?-"
  ], buffer_size=198, json_cmd_token="sLqbHQEl", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker; echo oj2I4-\$?-")
[33m[2024-05-28T08:07:19.460244Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000230943998758448 seconds: btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker; echo oj2I4-$?-[0m
[32m[2024-05-28T08:07:19.460573Z] [debug] [pid:107057] >>> testapi::wait_serial: btrfs balance start --full-balance -dusage=0 -musage=0 /var/lib/docker; echo oj2I4-$?-: ok[0m
[2024-05-28T08:07:19.460868Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="turQsFXs", text="\n", cmd="backend_type_string")
[2024-05-28T08:07:19.461083Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:72 called testapi::assert_script_run
[2024-05-28T08:07:19.461203Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=900, buffer_size=undef, regexp=qr/oj2I4-\d+-/u, quiet=undef, no_regex=0, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:19.461560Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:oj2I4-\\d+-)", timeout=900, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:oj2I4-\\d+-)", buffer_size=undef, json_cmd_token="azlthrGv")
[33m[2024-05-28T08:07:19.630640Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.169143066999823 seconds: oj2I4-0-[0m
[32m[2024-05-28T08:07:19.631083Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:oj2I4-\d+-): ok[0m
[2024-05-28T08:07:19.631223Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:73 called testapi::assert_script_run
[2024-05-28T08:07:19.631332Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="btrfs fi show /var/lib/docker/btrfs", timeout=90, fail_message="", quiet=undef)
[2024-05-28T08:07:19.631436Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:73 called testapi::assert_script_run
[2024-05-28T08:07:19.631556Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:19.632125Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="DjNHOmkC")
[33m[2024-05-28T08:07:19.632236Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000269594998826506 seconds: # [0m
[32m[2024-05-28T08:07:19.632637Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.633099Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="cpNIjIMk", text="btrfs fi show /var/lib/docker/btrfs", cmd="backend_type_string")
[2024-05-28T08:07:19.633666Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="RYvLpsJk", text="; echo ZfRw4-\$?-", cmd="backend_type_string")
[2024-05-28T08:07:19.633989Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:73 called testapi::assert_script_run
[2024-05-28T08:07:19.634148Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=163, expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-")
[2024-05-28T08:07:19.634675Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="QFPWBrza", buffer_size=163, pattern=[
    "btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-\$?-"
  ])
[33m[2024-05-28T08:07:19.634783Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000237144000493572 seconds: btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-$?-[0m
[32m[2024-05-28T08:07:19.635092Z] [debug] [pid:107057] >>> testapi::wait_serial: btrfs fi show /var/lib/docker/btrfs; echo ZfRw4-$?-: ok[0m
[2024-05-28T08:07:19.635397Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="VaxPjnCs", cmd="backend_type_string")
[2024-05-28T08:07:19.635636Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:73 called testapi::assert_script_run
[2024-05-28T08:07:19.635778Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp=qr/ZfRw4-\d+-/u, record_output=undef, quiet=undef, no_regex=0, expect_not_found=0)
[2024-05-28T08:07:19.636163Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="(?^u:ZfRw4-\\d+-)", buffer_size=undef, json_cmd_token="tsFctctb", record_output=undef, no_regex=0, regexp="(?^u:ZfRw4-\\d+-)", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:19.638896Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 15 loops & 0.00283028900048521 seconds: ZfRw4-0-[0m
[32m[2024-05-28T08:07:19.639188Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ZfRw4-\d+-): ok[0m
[2024-05-28T08:07:19.639344Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.639453Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, quiet=1, no_regex=1, regexp="# ", buffer_size=undef, timeout=90)
[2024-05-28T08:07:19.639783Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="nsDBNGSF", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:19.639858Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016516299911018 seconds: # [0m
[32m[2024-05-28T08:07:19.640010Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.640083Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.640133Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptuuFJc.sh :\n \"cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-\$?-\" \n")
[2024-05-28T08:07:19.640376Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="evNOyGxE", text="cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:07:19.640554Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.640661Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, expect_not_found=0, no_regex=1, quiet=1, regexp="cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-\$?-", buffer_size=undef, timeout=90)
[2024-05-28T08:07:19.640977Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-\$?-"
  ], buffer_size=undef, json_cmd_token="XvWdxCMe", expect_not_found=0, quiet=1, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-\$?-")
[33m[2024-05-28T08:07:19.641055Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165882998771849 seconds: cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-$?-[0m
[32m[2024-05-28T08:07:19.641200Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptuuFJc.sh << 'EOT_uuFJc'; echo uuFJc-$?-: ok[0m
[2024-05-28T08:07:19.641278Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.641377Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, quiet=1, no_regex=1, expect_not_found=0, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:07:19.641701Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=1, json_cmd_token="lHVaOhSb", buffer_size=undef, pattern=[
    "> "
  ], regexp="> ", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:19.641760Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148381999679259 seconds: > [0m
[32m[2024-05-28T08:07:19.641904Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:19.642140Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="btrfs fi show /var/lib/docker/btrfs\nEOT_uuFJc\n", json_cmd_token="dhoocDca", cmd="backend_type_string")
[2024-05-28T08:07:19.642321Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.642426Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="> EOT_uuFJc", quiet=1, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:19.642733Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> EOT_uuFJc", pattern=[
    "> EOT_uuFJc"
  ], buffer_size=undef, json_cmd_token="jOEfQNWn", expect_not_found=0, quiet=1)
[33m[2024-05-28T08:07:19.642807Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158963001013035 seconds: > EOT_uuFJc[0m
[32m[2024-05-28T08:07:19.642947Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_uuFJc: ok[0m
[2024-05-28T08:07:19.643025Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.643122Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, quiet=1, expect_not_found=0, regexp="uuFJc-0-")
[2024-05-28T08:07:19.643420Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=1, expect_not_found=0, pattern="uuFJc-0-", buffer_size=undef, json_cmd_token="gtJcmjle", record_output=undef, no_regex=0, regexp="uuFJc-0-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:19.643733Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000390987001082976 seconds: uuFJc-0-[0m
[32m[2024-05-28T08:07:19.643873Z] [debug] [pid:107057] >>> testapi::wait_serial: uuFJc-0-: ok[0m
[2024-05-28T08:07:19.643955Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.644061Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, quiet=1, no_regex=1, expect_not_found=0)
[2024-05-28T08:07:19.644375Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="DfWJlGRK", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=1, cmd="backend_wait_serial", timeout=90, regexp="# ", no_regex=1, record_output=undef)
[33m[2024-05-28T08:07:19.644449Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00015890299982857 seconds: # [0m
[32m[2024-05-28T08:07:19.644588Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.644822Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="VtUUxJjN", text="echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:07:19.644994Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.645100Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-\$?-", no_regex=1, quiet=1, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:19.645410Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-\$?-", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=1, pattern=[
    "echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-\$?-"
  ], buffer_size=undef, json_cmd_token="hXbLyhtN")
[33m[2024-05-28T08:07:19.645486Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165612000273541 seconds: echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-$?-[0m
[32m[2024-05-28T08:07:19.645636Z] [debug] [pid:107057] >>> testapi::wait_serial: echo uuFJc; bash -oe pipefail /tmp/scriptuuFJc.sh ; echo SCRIPT_FINISHEDuuFJc-$?-: ok[0m
[2024-05-28T08:07:19.645717Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:132 called validate_btrfs::_test_btrfs_balancing -> tests/containers/validate_btrfs.pm:74 called testapi::validate_script_output
[2024-05-28T08:07:19.645819Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="SCRIPT_FINISHEDuuFJc-\\d+-", record_output=1, quiet=1, expect_not_found=0, no_regex=0)
[2024-05-28T08:07:19.646122Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDuuFJc-\\d+-", timeout=90, cmd="backend_wait_serial", quiet=1, expect_not_found=0, pattern="SCRIPT_FINISHEDuuFJc-\\d+-", buffer_size=undef, json_cmd_token="nMhSTmCb")
[33m[2024-05-28T08:07:19.653197Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 14 loops & 0.00713856299989857 seconds: SCRIPT_FINISHEDuuFJc-0-[0m
[32m[2024-05-28T08:07:19.653372Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDuuFJc-\d+-: ok[0m
[2024-05-28T08:07:19.654308Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.654401Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker ps -q | xargs -r docker stop", fail_message="", quiet=undef, timeout=180)
[2024-05-28T08:07:19.654490Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.654589Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1)
[2024-05-28T08:07:19.654917Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="ECyBbkwI")
[33m[2024-05-28T08:07:19.654994Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165182998898672 seconds: # [0m
[32m[2024-05-28T08:07:19.655315Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.655602Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker ps -q | xargs -r docker stop", json_cmd_token="WdWsLIlQ")
[2024-05-28T08:07:19.655974Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo ILCn4-\$?-", cmd="backend_type_string", json_cmd_token="srRUNBFt")
[2024-05-28T08:07:19.656190Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.656324Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", timeout=90, buffer_size=163)
[2024-05-28T08:07:19.656695Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="docker ps -q | xargs -r docker stop; echo ILCn4-\$?-", pattern=[
    "docker ps -q | xargs -r docker stop; echo ILCn4-\$?-"
  ], buffer_size=163, json_cmd_token="llnNEgst", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:19.656800Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214113999390975 seconds: docker ps -q | xargs -r docker stop; echo ILCn4-$?-[0m
[32m[2024-05-28T08:07:19.657072Z] [debug] [pid:107057] >>> testapi::wait_serial: docker ps -q | xargs -r docker stop; echo ILCn4-$?-: ok[0m
[2024-05-28T08:07:19.657347Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="kmZLURIj")
[2024-05-28T08:07:19.657561Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:311 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.657695Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/ILCn4-\d+-/u, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, buffer_size=undef, timeout=180)
[2024-05-28T08:07:19.658051Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=0, record_output=undef, regexp="(?^u:ILCn4-\\d+-)", timeout=180, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern="(?^u:ILCn4-\\d+-)", buffer_size=undef, json_cmd_token="LejxhStO")
[33m[2024-05-28T08:07:19.704589Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0466271039986168 seconds: ILCn4-0-[0m
[32m[2024-05-28T08:07:19.704966Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:ILCn4-\d+-): ok[0m
[2024-05-28T08:07:19.705100Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.705204Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker volume prune -f", fail_message="", quiet=undef, timeout=300)
[2024-05-28T08:07:19.705314Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.705435Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:07:19.705900Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="gtALNJRJ", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:19.705993Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207503999263281 seconds: # [0m
[32m[2024-05-28T08:07:19.706331Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.706694Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="pXDWIDgr", text="docker volume prune -f", cmd="backend_type_string")
[2024-05-28T08:07:19.707155Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="; echo U1xFX-\$?-", cmd="backend_type_string", json_cmd_token="MUpgLmlO")
[2024-05-28T08:07:19.707369Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.707501Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=150, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="docker volume prune -f; echo U1xFX-\$?-")
[2024-05-28T08:07:19.707874Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="docker volume prune -f; echo U1xFX-\$?-", no_regex=1, record_output=undef, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="uiHdYoHu", buffer_size=150, pattern=[
    "docker volume prune -f; echo U1xFX-\$?-"
  ])
[33m[2024-05-28T08:07:19.707976Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209933999940404 seconds: docker volume prune -f; echo U1xFX-$?-[0m
[32m[2024-05-28T08:07:19.708267Z] [debug] [pid:107057] >>> testapi::wait_serial: docker volume prune -f; echo U1xFX-$?-: ok[0m
[2024-05-28T08:07:19.708546Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="AsTuPnUD")
[2024-05-28T08:07:19.708791Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:324 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.708924Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp=qr/U1xFX-\d+-/u, no_regex=0, expect_not_found=0, quiet=undef, record_output=undef, timeout=300, buffer_size=undef)
[2024-05-28T08:07:19.709292Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern="(?^u:U1xFX-\\d+-)", buffer_size=undef, json_cmd_token="azPLdCnP", no_regex=0, record_output=undef, regexp="(?^u:U1xFX-\\d+-)", timeout=300, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:19.729857Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0206564460004302 seconds: U1xFX-0-[0m
[32m[2024-05-28T08:07:19.730168Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:U1xFX-\d+-): ok[0m
[2024-05-28T08:07:19.730293Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.730390Z] [debug] [pid:107057] <<< testapi::assert_script_run(cmd="docker system prune -a -f", fail_message="", quiet=undef, timeout=300)
[2024-05-28T08:07:19.730492Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.730609Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, quiet=undef, expect_not_found=0, no_regex=1, regexp="# ")
[2024-05-28T08:07:19.730988Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="dFayZcqp", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:07:19.731077Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000197753999600536 seconds: # [0m
[32m[2024-05-28T08:07:19.731350Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:19.731641Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker system prune -a -f", json_cmd_token="lyojsqHo", cmd="backend_type_string")
[2024-05-28T08:07:19.732020Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo uOgVl-\$?-", json_cmd_token="SgKYWZkY")
[2024-05-28T08:07:19.732244Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.732376Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, buffer_size=153)
[2024-05-28T08:07:19.732742Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "docker system prune -a -f; echo uOgVl-\$?-"
  ], buffer_size=153, json_cmd_token="PFeeafit", no_regex=1, record_output=undef, regexp="docker system prune -a -f; echo uOgVl-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:19.732844Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000211463999221451 seconds: docker system prune -a -f; echo uOgVl-$?-[0m
[32m[2024-05-28T08:07:19.733112Z] [debug] [pid:107057] >>> testapi::wait_serial: docker system prune -a -f; echo uOgVl-$?-: ok[0m
[2024-05-28T08:07:19.733385Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="FkAsotSX", cmd="backend_type_string")
[2024-05-28T08:07:19.733598Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:325 called containers::engine::_engine_assert_script_run -> lib/containers/engine.pm:28 called testapi::assert_script_run
[2024-05-28T08:07:19.733730Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=0, quiet=undef, record_output=undef, regexp=qr/uOgVl-\d+-/u, timeout=300, buffer_size=undef)
[2024-05-28T08:07:19.734116Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="BkrjDbQr", buffer_size=undef, pattern="(?^u:uOgVl-\\d+-)", regexp="(?^u:uOgVl-\\d+-)", no_regex=0, record_output=undef, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T08:07:20.546713Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 32 loops & 0.812616204000733 seconds: uOgVl-0-[0m
[32m[2024-05-28T08:07:20.547471Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:uOgVl-\d+-): ok[0m
[2024-05-28T08:07:20.547728Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.547876Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.548493Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="BGcfGfXW", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:20.548596Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253094000072451 seconds: # [0m
[32m[2024-05-28T08:07:20.548998Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.549106Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.549172Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptabhxA.sh :\n \"cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\" \n")
[2024-05-28T08:07:20.549560Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-\n", json_cmd_token="hoEAVZyL")
[2024-05-28T08:07:20.549859Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.550005Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:07:20.550475Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, regexp="cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="bzNqsUSZ")
[33m[2024-05-28T08:07:20.550573Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000225604000661406 seconds: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-[0m
[32m[2024-05-28T08:07:20.550925Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptabhxA.sh << 'EOT_abhxA'; echo abhxA-$?-: ok[0m
[2024-05-28T08:07:20.551041Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.551170Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> ")
[2024-05-28T08:07:20.551616Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ", pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="eKSjYXdl", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.551692Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000189004000276327 seconds: > [0m
[32m[2024-05-28T08:07:20.552006Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:20.552332Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="docker container ls -q\nEOT_abhxA\n", cmd="backend_type_string", json_cmd_token="DDLlpRdx")
[2024-05-28T08:07:20.552590Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.552698Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> EOT_abhxA", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.553043Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="> EOT_abhxA", timeout=90, cmd="backend_wait_serial", expect_not_found=0, quiet=undef, pattern=[
    "> EOT_abhxA"
  ], buffer_size=undef, json_cmd_token="wFLdthnW")
[33m[2024-05-28T08:07:20.553120Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168321999808541 seconds: > EOT_abhxA[0m
[32m[2024-05-28T08:07:20.553364Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_abhxA: ok[0m
[2024-05-28T08:07:20.553454Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.553555Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp="abhxA-0-", timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.553879Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=0, record_output=undef, regexp="abhxA-0-", pattern="abhxA-0-", buffer_size=undef, json_cmd_token="TbEJqsRo", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.554138Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000332155999785755 seconds: abhxA-0-[0m
[32m[2024-05-28T08:07:20.554383Z] [debug] [pid:107057] >>> testapi::wait_serial: abhxA-0-: ok[0m
[2024-05-28T08:07:20.554480Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.554582Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef)
[2024-05-28T08:07:20.554900Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1, json_cmd_token="LKyxdLAw", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:20.554974Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162233000082779 seconds: # [0m
[32m[2024-05-28T08:07:20.555205Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.555456Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-\n", cmd="backend_type_string", json_cmd_token="zPxEhvmA")
[2024-05-28T08:07:20.555653Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.555764Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:20.556093Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-"
  ], buffer_size=undef, json_cmd_token="uZadCgCY", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-\$?-")
[33m[2024-05-28T08:07:20.556173Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000179433000084828 seconds: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-[0m
[32m[2024-05-28T08:07:20.556417Z] [debug] [pid:107057] >>> testapi::wait_serial: echo abhxA; bash -oe pipefail /tmp/scriptabhxA.sh ; echo SCRIPT_FINISHEDabhxA-$?-: ok[0m
[2024-05-28T08:07:20.556524Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:205 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.556630Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.556949Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern="SCRIPT_FINISHEDabhxA-\\d+-", buffer_size=undef, json_cmd_token="IJPGiLUz", no_regex=0, record_output=1, regexp="SCRIPT_FINISHEDabhxA-\\d+-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:20.567912Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0110332399999606 seconds: SCRIPT_FINISHEDabhxA-0-[0m
[32m[2024-05-28T08:07:20.568267Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDabhxA-\d+-: ok[0m
[2024-05-28T08:07:20.568397Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:328 called containers::engine::enum_containers -> lib/containers/engine.pm:206 called testapi::record_info
[2024-05-28T08:07:20.568481Z] [debug] [pid:107057] <<< testapi::record_info(title="Containers", output="", result="ok")
[2024-05-28T08:07:20.568717Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.568848Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.569245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="xdxQnfUO", expect_not_found=0, quiet=undef, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="# ")
[33m[2024-05-28T08:07:20.569322Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016506300016772 seconds: # [0m
[32m[2024-05-28T08:07:20.569591Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.569671Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.569720Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scripthZgU~.sh :\n \"cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\" \n")
[2024-05-28T08:07:20.570098Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-\n", json_cmd_token="PRhYPdTU")
[2024-05-28T08:07:20.570345Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.570476Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.570890Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="jalQvqJB", buffer_size=undef, pattern=[
    "cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-"
  ], regexp="cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-\$?-", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:20.570981Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204642999960924 seconds: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-[0m
[32m[2024-05-28T08:07:20.571275Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scripthZgU~.sh << 'EOT_hZgU~'; echo hZgU~-$?-: ok[0m
[2024-05-28T08:07:20.571384Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.571515Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="> ", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.571948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="> ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, quiet=undef, expect_not_found=0, json_cmd_token="aMOULEAo", buffer_size=undef, pattern=[
    "> "
  ])
[33m[2024-05-28T08:07:20.572031Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000185343000339344 seconds: > [0m
[32m[2024-05-28T08:07:20.572343Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:20.572726Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="docker images -q\nEOT_hZgU~\n", json_cmd_token="XCjpVReh")
[2024-05-28T08:07:20.573078Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.573226Z] [debug] [pid:107057] <<< testapi::wait_serial(quiet=undef, expect_not_found=0, no_regex=1, record_output=undef, regexp="> EOT_hZgU~", timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.573782Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_hZgU~"
  ], buffer_size=undef, json_cmd_token="OeUhrAhv", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="> EOT_hZgU~")
[33m[2024-05-28T08:07:20.573914Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240164999922854 seconds: > EOT_hZgU~[0m
[32m[2024-05-28T08:07:20.574325Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_hZgU~: ok[0m
[2024-05-28T08:07:20.574436Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.574565Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=0, expect_not_found=0, quiet=undef, regexp="hZgU~-0-")
[2024-05-28T08:07:20.575033Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="hZgU~-0-", record_output=undef, no_regex=0, json_cmd_token="bPrPGdbH", buffer_size=undef, pattern="hZgU~-0-", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:20.575139Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202203998924233 seconds: hZgU~-0-[0m
[32m[2024-05-28T08:07:20.575468Z] [debug] [pid:107057] >>> testapi::wait_serial: hZgU~-0-: ok[0m
[2024-05-28T08:07:20.575582Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.575706Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, regexp="# ", record_output=undef, no_regex=1, expect_not_found=0, quiet=undef)
[2024-05-28T08:07:20.576156Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90, expect_not_found=0, quiet=undef, json_cmd_token="oRXOSpXY", buffer_size=undef, pattern=[
    "# "
  ])
[33m[2024-05-28T08:07:20.576243Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000200553999093245 seconds: # [0m
[32m[2024-05-28T08:07:20.576575Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.576926Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-\n", json_cmd_token="skKOWQeJ")
[2024-05-28T08:07:20.577184Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.577317Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:07:20.577736Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-", pattern=[
    "echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-\$?-"
  ], buffer_size=undef, json_cmd_token="kgcTerLK", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.577830Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206792999961181 seconds: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-[0m
[32m[2024-05-28T08:07:20.578102Z] [debug] [pid:107057] >>> testapi::wait_serial: echo hZgU~; bash -oe pipefail /tmp/scripthZgU~.sh ; echo SCRIPT_FINISHEDhZgU~-$?-: ok[0m
[2024-05-28T08:07:20.578193Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:191 called containers::engine::_engine_script_output -> lib/containers/engine.pm:45 called testapi::script_output
[2024-05-28T08:07:20.578295Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=1, expect_not_found=0, no_regex=0, quiet=undef, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.578597Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="SCRIPT_FINISHEDhZgU~-\\d+-", record_output=1, no_regex=0, json_cmd_token="NcQiiDCW", buffer_size=undef, pattern="SCRIPT_FINISHEDhZgU~-\\d+-", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.588212Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00968373700015945 seconds: SCRIPT_FINISHEDhZgU~-0-[0m
[32m[2024-05-28T08:07:20.588504Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDhZgU~-\d+-: ok[0m
[2024-05-28T08:07:20.588628Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:133 called containers::engine::cleanup_system_host -> lib/containers/engine.pm:329 called containers::engine::enum_images -> lib/containers/engine.pm:192 called testapi::record_info
[2024-05-28T08:07:20.588712Z] [debug] [pid:107057] <<< testapi::record_info(title="Images", output="", result="ok")
[2024-05-28T08:07:20.588902Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:144 called testapi::script_run
[2024-05-28T08:07:20.589013Z] [debug] [pid:107057] <<< testapi::script_run(cmd="rm -rf ~/sle_base_image/docker_build", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:07:20.589109Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:144 called testapi::script_run
[2024-05-28T08:07:20.589225Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.589580Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(timeout=90, cmd="backend_wait_serial", no_regex=1, record_output=undef, regexp="# ", pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="kwJRTtHk", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:20.589683Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207643999601714 seconds: # [0m
[32m[2024-05-28T08:07:20.589947Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.590216Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm -rf ~/sle_base_image/docker_build", json_cmd_token="xQNKIlnB")
[2024-05-28T08:07:20.590572Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Me2aZ-\$?-", json_cmd_token="bUcVIYXx")
[2024-05-28T08:07:20.590757Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:144 called testapi::script_run
[2024-05-28T08:07:20.590889Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=164, regexp="rm -rf ~/sle_base_image/docker_build; echo Me2aZ-\$?-", expect_not_found=0, quiet=undef, no_regex=1, record_output=undef)
[2024-05-28T08:07:20.591245Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="AuEGxQJt", buffer_size=164, pattern=[
    "rm -rf ~/sle_base_image/docker_build; echo Me2aZ-\$?-"
  ], quiet=undef, expect_not_found=0, cmd="backend_wait_serial", timeout=90, regexp="rm -rf ~/sle_base_image/docker_build; echo Me2aZ-\$?-", no_regex=1, record_output=undef)
[33m[2024-05-28T08:07:20.591335Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203823001356795 seconds: rm -rf ~/sle_base_image/docker_build; echo Me2aZ-$?-[0m
[32m[2024-05-28T08:07:20.591594Z] [debug] [pid:107057] >>> testapi::wait_serial: rm -rf ~/sle_base_image/docker_build; echo Me2aZ-$?-: ok[0m
[2024-05-28T08:07:20.591854Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="dedHCGWp", text="\n", cmd="backend_type_string")
[2024-05-28T08:07:20.592059Z] [debug] [pid:107057] tests/containers/validate_btrfs.pm:144 called testapi::script_run
[2024-05-28T08:07:20.592196Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=30, regexp=qr/Me2aZ-\d+-/u, record_output=undef, expect_not_found=0, no_regex=0, quiet=undef)
[2024-05-28T08:07:20.592546Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:Me2aZ-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="wMVRzYeH", buffer_size=undef, pattern="(?^u:Me2aZ-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.593439Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000992156999927829 seconds: Me2aZ-0-[0m
[32m[2024-05-28T08:07:20.593704Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:Me2aZ-\d+-): ok[0m
[1;34m[2024-05-28T08:07:20.594272Z] [debug] [pid:107057] ||| finished validate_btrfs containers (runtime: 124 s)[0m
[1;34m[2024-05-28T08:07:20.595278Z] [debug] [pid:107057] ||| starting coredump_collect tests/console/coredump_collect.pm[0m
[2024-05-28T08:07:20.595780Z] [debug] [pid:107057] tests/console/coredump_collect.pm:18 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T08:07:20.595850Z] [debug] [pid:107057] <<< testapi::select_console(testapi_console="root-virtio-terminal")
Reference found where even-sized list expected at opensuse/lib/Utils/Logging.pm line 167.
	Utils::Logging::upload_coredumps(coredump_collect=HASH(0x55966c13d9c0)) called at opensuse/tests/console/coredump_collect.pm line 19
	coredump_collect::run(coredump_collect=HASH(0x55966c13d9c0)) called at /usr/lib/os-autoinst/basetest.pm line 352
	eval {...} called at /usr/lib/os-autoinst/basetest.pm line 346
	basetest::runtest(coredump_collect=HASH(0x55966c13d9c0)) called at /usr/lib/os-autoinst/autotest.pm line 416
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 416
	autotest::runalltests() called at /usr/lib/os-autoinst/autotest.pm line 273
	eval {...} called at /usr/lib/os-autoinst/autotest.pm line 273
	autotest::run_all() called at /usr/lib/os-autoinst/autotest.pm line 324
	autotest::__ANON__(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	eval {...} called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 329
	Mojo::IOLoop::ReadWriteProcess::_fork(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100), CODE(0x55966cea9560)) called at /usr/lib/perl5/vendor_perl/5.26.1/Mojo/IOLoop/ReadWriteProcess.pm line 492
	Mojo::IOLoop::ReadWriteProcess::start(Mojo::IOLoop::ReadWriteProcess=HASH(0x55966c2f6100)) called at /usr/lib/os-autoinst/autotest.pm line 326
	autotest::start_process() called at /usr/lib/os-autoinst/OpenQA/Isotovideo/Runner.pm line 103
	OpenQA::Isotovideo::Runner::start_autotest(OpenQA::Isotovideo::Runner=HASH(0x559664d53068)) called at /usr/bin/isotovideo line 172
	eval {...} called at /usr/bin/isotovideo line 161
[2024-05-28T08:07:20.596717Z] [debug] [pid:107057] tests/console/coredump_collect.pm:19 called Utils::Logging::upload_coredumps -> lib/Utils/Logging.pm:168 called testapi::script_run
[2024-05-28T08:07:20.596837Z] [debug] [pid:107057] <<< testapi::script_run(cmd="coredumpctl --no-pager", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:07:20.596939Z] [debug] [pid:107057] tests/console/coredump_collect.pm:19 called Utils::Logging::upload_coredumps -> lib/Utils/Logging.pm:168 called testapi::script_run
[2024-05-28T08:07:20.597060Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, no_regex=1, quiet=undef, record_output=undef, regexp="# ", timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.597385Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="HZWjCPeR", record_output=undef, no_regex=1, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:20.597465Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169712999195326 seconds: # [0m
[32m[2024-05-28T08:07:20.597705Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.597944Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="coredumpctl --no-pager", cmd="backend_type_string", json_cmd_token="uQUBwdYI")
[2024-05-28T08:07:20.598257Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="GVabKoRg", text="; echo blnqM-\$?-", cmd="backend_type_string")
[2024-05-28T08:07:20.598420Z] [debug] [pid:107057] tests/console/coredump_collect.pm:19 called Utils::Logging::upload_coredumps -> lib/Utils/Logging.pm:168 called testapi::script_run
[2024-05-28T08:07:20.598530Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="coredumpctl --no-pager; echo blnqM-\$?-", record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, buffer_size=150, timeout=90)
[2024-05-28T08:07:20.598831Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=90, regexp="coredumpctl --no-pager; echo blnqM-\$?-", no_regex=1, record_output=undef, json_cmd_token="aSPuYbXZ", buffer_size=150, pattern=[
    "coredumpctl --no-pager; echo blnqM-\$?-"
  ], quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.598908Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167333000717917 seconds: coredumpctl --no-pager; echo blnqM-$?-[0m
[32m[2024-05-28T08:07:20.599173Z] [debug] [pid:107057] >>> testapi::wait_serial: coredumpctl --no-pager; echo blnqM-$?-: ok[0m
[2024-05-28T08:07:20.599401Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="AJoNpwSe")
[2024-05-28T08:07:20.599571Z] [debug] [pid:107057] tests/console/coredump_collect.pm:19 called Utils::Logging::upload_coredumps -> lib/Utils/Logging.pm:168 called testapi::script_run
[2024-05-28T08:07:20.599691Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/blnqM-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:07:20.599986Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:blnqM-\\d+-)", no_regex=0, record_output=undef, json_cmd_token="IsViUnCw", buffer_size=undef, pattern="(?^u:blnqM-\\d+-)", quiet=undef, expect_not_found=0)
[33m[2024-05-28T08:07:20.633344Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.033417066999391 seconds: blnqM-1-[0m
[32m[2024-05-28T08:07:20.633692Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:blnqM-\d+-): ok[0m
[2024-05-28T08:07:20.634037Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, json_cmd_token="OMtaqjaO", text="cd\n", cmd="backend_type_string")
[2024-05-28T08:07:20.634248Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T08:07:20.634365Z] [debug] [pid:107057] <<< testapi::script_run(cmd="test -f /var/log/audit/audit.log", timeout=30, die_on_timeout=1, quiet=undef, output="")
[2024-05-28T08:07:20.634466Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T08:07:20.634586Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", expect_not_found=0, no_regex=1, quiet=undef, record_output=undef)
[2024-05-28T08:07:20.634948Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, json_cmd_token="XslPYWNp", buffer_size=undef, pattern=[
    "# "
  ], regexp="# ", record_output=undef, no_regex=1, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:20.635040Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000200114000108442 seconds: # [0m
[32m[2024-05-28T08:07:20.635309Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.635580Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="test -f /var/log/audit/audit.log", cmd="backend_type_string", json_cmd_token="vKDVlhDi")
[2024-05-28T08:07:20.636051Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo UfVk_-\$?-", json_cmd_token="DNQnboQB")
[2024-05-28T08:07:20.636320Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T08:07:20.636454Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", record_output=undef, no_regex=1, quiet=undef, expect_not_found=0, buffer_size=160, timeout=90)
[2024-05-28T08:07:20.636898Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="FhYKQJSj", buffer_size=160, pattern=[
    "test -f /var/log/audit/audit.log; echo UfVk_-\$?-"
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="test -f /var/log/audit/audit.log; echo UfVk_-\$?-", record_output=undef, no_regex=1)
[33m[2024-05-28T08:07:20.636992Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209722998988582 seconds: test -f /var/log/audit/audit.log; echo UfVk_-$?-[0m
[32m[2024-05-28T08:07:20.637336Z] [debug] [pid:107057] >>> testapi::wait_serial: test -f /var/log/audit/audit.log; echo UfVk_-$?-: ok[0m
[2024-05-28T08:07:20.637695Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(text="\n", json_cmd_token="ozEFKPAN", cmd="backend_type_string")
[2024-05-28T08:07:20.637969Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:70 called testapi::script_run
[2024-05-28T08:07:20.638115Z] [debug] [pid:107057] <<< testapi::wait_serial(expect_not_found=0, quiet=undef, no_regex=0, record_output=undef, regexp=qr/UfVk_-\d+-/u, timeout=30, buffer_size=undef)
[2024-05-28T08:07:20.638560Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", timeout=30, regexp="(?^u:UfVk_-\\d+-)", record_output=undef, no_regex=0, json_cmd_token="LbsfvQCG", buffer_size=undef, pattern="(?^u:UfVk_-\\d+-)", expect_not_found=0, quiet=undef)
[33m[2024-05-28T08:07:20.638661Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000202242999876034 seconds: UfVk_-0-[0m
[32m[2024-05-28T08:07:20.639007Z] [debug] [pid:107057] >>> testapi::wait_serial: (?^u:UfVk_-\d+-): ok[0m
[2024-05-28T08:07:20.639153Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.639282Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="# ", quiet=undef, no_regex=1, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:20.639732Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "# "
  ], buffer_size=undef, json_cmd_token="erPnnuAE", no_regex=1, record_output=undef, regexp="# ", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:20.639805Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000192723000509432 seconds: # [0m
[32m[2024-05-28T08:07:20.640155Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.640239Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.640298Z] [debug] [pid:107057] <<< distribution::script_output("Content of /tmp/scriptOSm16.sh :\n \"cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\" \n")
[2024-05-28T08:07:20.640647Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-\n", json_cmd_token="NJtymNwo")
[2024-05-28T08:07:20.640863Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.640996Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-", record_output=undef, expect_not_found=0, no_regex=1, quiet=undef, buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.641382Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(no_regex=1, record_output=undef, regexp="cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-", timeout=90, cmd="backend_wait_serial", quiet=undef, expect_not_found=0, pattern=[
    "cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-\$?-"
  ], buffer_size=undef, json_cmd_token="KxtHaGJN")
[33m[2024-05-28T08:07:20.641476Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208424000447849 seconds: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-[0m
[32m[2024-05-28T08:07:20.641751Z] [debug] [pid:107057] >>> testapi::wait_serial: cat > /tmp/scriptOSm16.sh << 'EOT_OSm16'; echo OSm16-$?-: ok[0m
[2024-05-28T08:07:20.641848Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.641972Z] [debug] [pid:107057] <<< testapi::wait_serial(record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="> ", buffer_size=undef, timeout=90)
[2024-05-28T08:07:20.642339Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(pattern=[
    "> "
  ], buffer_size=undef, json_cmd_token="vyTCIiFG", quiet=undef, expect_not_found=0, timeout=90, cmd="backend_wait_serial", record_output=undef, no_regex=1, regexp="> ")
[33m[2024-05-28T08:07:20.642412Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000181923000127426 seconds: > [0m
[32m[2024-05-28T08:07:20.642692Z] [debug] [pid:107057] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T08:07:20.642975Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="FVikIQDx", text="ausearch -m avc -r\nEOT_OSm16\n", cmd="backend_type_string")
[2024-05-28T08:07:20.643157Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.643266Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, expect_not_found=0, quiet=undef, no_regex=1, regexp="> EOT_OSm16")
[2024-05-28T08:07:20.643578Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(quiet=undef, expect_not_found=0, pattern=[
    "> EOT_OSm16"
  ], buffer_size=undef, json_cmd_token="OyTtLUFT", no_regex=1, record_output=undef, regexp="> EOT_OSm16", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:20.643652Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160063000294031 seconds: > EOT_OSm16[0m
[32m[2024-05-28T08:07:20.643884Z] [debug] [pid:107057] >>> testapi::wait_serial: > EOT_OSm16: ok[0m
[2024-05-28T08:07:20.643964Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.644077Z] [debug] [pid:107057] <<< testapi::wait_serial(timeout=90, buffer_size=undef, regexp="OSm16-0-", no_regex=0, quiet=undef, expect_not_found=0, record_output=undef)
[2024-05-28T08:07:20.644388Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="PunHBzcQ", buffer_size=undef, pattern="OSm16-0-", regexp="OSm16-0-", record_output=undef, no_regex=0, cmd="backend_wait_serial", timeout=90)
[33m[2024-05-28T08:07:20.645520Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00120956099999603 seconds: OSm16-0-[0m
[32m[2024-05-28T08:07:20.645764Z] [debug] [pid:107057] >>> testapi::wait_serial: OSm16-0-: ok[0m
[2024-05-28T08:07:20.645847Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.645949Z] [debug] [pid:107057] <<< testapi::wait_serial(regexp="# ", no_regex=1, quiet=undef, expect_not_found=0, record_output=undef, timeout=90, buffer_size=undef)
[2024-05-28T08:07:20.646268Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(json_cmd_token="CApWMaza", buffer_size=undef, pattern=[
    "# "
  ], expect_not_found=0, quiet=undef, cmd="backend_wait_serial", timeout=90, regexp="# ", record_output=undef, no_regex=1)
[33m[2024-05-28T08:07:20.646342Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164423001479008 seconds: # [0m
[32m[2024-05-28T08:07:20.646575Z] [debug] [pid:107057] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T08:07:20.646825Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(json_cmd_token="wlWKjwAx", text="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-\n", cmd="backend_type_string")
[2024-05-28T08:07:20.647Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.647111Z] [debug] [pid:107057] <<< testapi::wait_serial(buffer_size=undef, timeout=90, record_output=undef, no_regex=1, expect_not_found=0, quiet=undef, regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-")
[2024-05-28T08:07:20.647428Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, pattern=[
    "echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-"
  ], buffer_size=undef, json_cmd_token="UYzutvlB", record_output=undef, no_regex=1, regexp="echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-\$?-", timeout=90, cmd="backend_wait_serial")
[33m[2024-05-28T08:07:20.647513Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174053000591812 seconds: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-[0m
[32m[2024-05-28T08:07:20.647746Z] [debug] [pid:107057] >>> testapi::wait_serial: echo OSm16; bash -oe pipefail /tmp/scriptOSm16.sh ; echo SCRIPT_FINISHEDOSm16-$?-: ok[0m
[2024-05-28T08:07:20.647828Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:74 called testapi::script_output
[2024-05-28T08:07:20.647932Z] [debug] [pid:107057] <<< testapi::wait_serial(no_regex=0, quiet=undef, expect_not_found=0, record_output=1, regexp="SCRIPT_FINISHEDOSm16-\\d+-", timeout=300, buffer_size=undef)
[2024-05-28T08:07:20.648255Z] [debug] [pid:107247] <<< consoles::serial_screen::read_until(expect_not_found=0, quiet=undef, json_cmd_token="lkvQkyDA", buffer_size=undef, pattern="SCRIPT_FINISHEDOSm16-\\d+-", regexp="SCRIPT_FINISHEDOSm16-\\d+-", record_output=1, no_regex=0, cmd="backend_wait_serial", timeout=300)
[33m[2024-05-28T08:07:20.688479Z] [info] [pid:107247] ::: consoles::serial_screen::read_until: Matched output from SUT in 1268 loops & 0.0402144929994392 seconds: SCRIPT_FINISHEDOSm16-0-[0m
[32m[2024-05-28T08:07:20.690906Z] [debug] [pid:107057] >>> testapi::wait_serial: SCRIPT_FINISHEDOSm16-\d+-: ok[0m
[2024-05-28T08:07:20.700424Z] [debug] [pid:107057] lib/consoletest.pm:38 called consoletest::record_avc_selinux_alerts -> lib/consoletest.pm:85 called testapi::record_info
[2024-05-28T08:07:20.700593Z] [debug] [pid:107057] <<< testapi::record_info(title="AVC", output="type=AVC msg=audit(1716883402.403:1911): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=3549 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883456.264:2551): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=8204 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883481.227:2658): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=10024 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=usr1 peer=\"runc\"\ntype=AVC msg=audit(1716883483.244:2659): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=10030 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716883494.034:2674): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=10100 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=quit peer=\"runc\"\ntype=AVC msg=audit(1716883496.051:2675): apparmor=\"DENIED\" operation=\"signal\" class=\"signal\" profile=\"docker-default\" pid=10106 comm=\"runc\" requested_mask=\"receive\" denied_mask=\"receive\" signal=kill peer=\"runc\"\ntype=AVC msg=audit(1716883509.781:2720): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=10374 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883518.821:2821): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=10926 comm=\"apparmor_parser\"\ntype=AVC msg=audit(1716883521.468:2864): apparmor=\"STATUS\" operation=\"profile_replace\" info=\"same as current profile, skipping\" profile=\"unconfined\" name=\"docker-default\" pid=11117 comm=\"apparmor_parser\"", result="ok")
[2024-05-28T08:07:20.701272Z] [debug] [pid:107247] <<< consoles::serial_screen::type_string(lf=1, text="clear\n", json_cmd_token="jJXabhME", cmd="backend_type_string")
[1;34m[2024-05-28T08:07:20.701794Z] [debug] [pid:107057] ||| finished coredump_collect console (runtime: 0 s)[0m
[37m[2024-05-28T08:07:20.703984Z] [debug] [pid:107040] stopping autotest process 107057[0m
[37m[2024-05-28T08:07:20.714343Z] [debug] [pid:107040] [autotest] process exited: 0[0m
[37m[2024-05-28T08:07:20.814662Z] [debug] [pid:107040] done with autotest process[0m
[37m[2024-05-28T08:07:20.815075Z] [debug] [pid:107040] stopping command server 107049 because test execution ended[0m
[37m[2024-05-28T08:07:20.815159Z] [debug] [pid:107040] isotovideo: informing websocket clients before stopping command server: http://127.0.0.1:20093/qmOIFUDjtvl43McN/broadcast[0m
[37m[2024-05-28T08:07:20.830459Z] [debug] [pid:107040] commands process exited: 0[0m
[37m[2024-05-28T08:07:20.930682Z] [debug] [pid:107040] done with command server[0m
[37m[2024-05-28T08:07:20.930747Z] [debug] [pid:107040] isotovideo done[0m
[37m[2024-05-28T08:07:20.931101Z] [debug] [pid:107247] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[8]"},"event":"RTC_CHANGE","timestamp":{"microseconds":500712,"seconds":1716882995}}[0m
[37m[2024-05-28T08:07:20.931292Z] [debug] [pid:107247] QEMU status is not 'shutdown', it is 'running'[0m
[37m[2024-05-28T08:07:20.931420Z] [debug] [pid:107040] backend shutdown state: [0m
[33m[2024-05-28T08:07:20.931725Z] [info] [pid:107247] ::: OpenQA::Qemu::Proc::save_state: Saving QEMU state to qemu_state.json[0m
[37m[2024-05-28T08:07:22.235938Z] [debug] [pid:107247] Passing remaining frames to the video encoder[0m
frame=  611 fps=0.6 q=0.0 Lsize=    1335kB time=00:00:25.41 bitrate= 430.1kbits/s speed=0.0253x    
video:1330kB audio:0kB subtitle:0kB other streams:0kB global headers:0kB muxing overhead: 0.353706%
[37m[2024-05-28T08:07:22.890312Z] [debug] [pid:107247] Waiting for video encoder to finalize the video[0m
[37m[2024-05-28T08:07:22.890398Z] [debug] [pid:107247] The built-in video encoder (pid 107441) terminated[0m
[37m[2024-05-28T08:07:22.890455Z] [debug] [pid:107247] The external video encoder (pid 107440) terminated[0m
[37m[2024-05-28T08:07:22.890991Z] [debug] [pid:107247] QEMU: qemu-system-x86_64: terminating on signal 15 from pid 107247 (/usr/bin/isotovideo: backen)[0m
[37m[2024-05-28T08:07:22.891545Z] [debug] [pid:107247] sending magic and exit[0m
[37m[2024-05-28T08:07:22.891760Z] [debug] [pid:107040] received magic close[0m
[37m[2024-05-28T08:07:22.924157Z] [debug] [pid:107040] backend process exited: 0[0m
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x5596679a6170), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x5596679a6170), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
[37m[2024-05-28T08:07:23.026158Z] [debug] [pid:107040] stopping backend process 107247[0m
[37m[2024-05-28T08:07:23.026267Z] [debug] [pid:107040] done with backend process[0m
107040: EXIT 0
[2024-05-28T08:07:23.079019Z] [info] Isotovideo exit status: 0
[2024-05-28T08:07:23.108429Z] [info] +++ worker notes +++
[2024-05-28T08:07:23.108575Z] [info] End time: 2024-05-28 08:07:23
[2024-05-28T08:07:23.108641Z] [info] Result: done
[2024-05-28T08:07:23.112816Z] [info] Uploading docker_3rd_party_images-docker-3rd_party_images_log.txt
[2024-05-28T08:07:23.163682Z] [info] Uploading docker_compose-docker-compose-logs.txt
[2024-05-28T08:07:23.242513Z] [info] Uploading video.webm
[2024-05-28T08:07:23.290668Z] [info] Uploading autoinst-log.txt
